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CITY  OF  NEW  YORK 


AN  ORDINANCE  constitatiiig  ^e  Code  of  Ordinances  of  ^e  City  of 

New  York 

Bb  it  Obdained  by  the  Board  ofAldetmen  of  the  City  of  New  York  as 
follows: 
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By  section  41  of  the  Greater  New  Yoik  CiMrter  (L.  1897,  ohajp.  378).  all  drdi- 
nances- of  the  lopal  boroughs  in  the  City  of  New  Yo^,  ^en  not  inconsistent  with 
the  charter,  wbte  continued  in  force.  But  the  Board  of  Aldermen  was  given  full 
power  and  authority  to  pass  ordinances  governing  all  the  boroughs  by  sections  42. 
44.  49.  50  and  51,  and  to  nyxtify,  amend  orirepeal  any  ordimnces  of  the  local  bor- 
oughs. This  eode  repeals  all  special  and  village^  laws  heretofore  still  in  fores  in 
the'  Oreater '  Nfew  Yoi%  and  makes  all  ordinances  general  throughout  the  city.. 
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men  on  January  first  of  the  c^neral  ordinances  in  force.  It  is  in  pursuance  of  th|s 
section  this  code  was  prepareo. 
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Article  1.  Definitions. 

2.  Miscellaneous  regulations. 

ARTldLE  1 

DEFINITIONS 

Sec.  1.  Definitions. 

Sec.  1.  DefinUUms, — ^Unless  otherwise  expressly  stated^  whenever 
used  in  this  ordinance  the  following  terms  shall  respectively  be 
deemed  to  mean: 
.    Aldermarif  a  member  of  the  board  of  aldermen; 

2.  Board  of  estimate,  the  board  of  estimate  and  apportionment; 

3.  Bureau,  board,  office,  commission,  department  or  commissioner, 
the  bureau,  board,  office,  commission,  department  or  commissioner 
to  which  or  to  whom  the  section,  article  or  chapter,  in  which  the 
term  is  used,  relates: 

4.  Charter,  the  Greater  New  York  Charter; 

5.  Ciiy,  the  city  of  New  York  as  constituted  by  the  diarter; 

6.  Code  of  ordinances,  the  code  of  ordinances  of  the  dtyj 

7.  County,  a  county  whdiy  included  within  the  dty: 

8.  Day,  a  calendar  day  exclusive  of  Sundays  and  full  legal  holi- 
days; 

9.  Department,  includes  each  bureau  and  division  of  the  depart- 
ment; 

10.  Employee,  any  person  whose  salary  or  compensation  is  paid 
out  of  the  city  treasury,  other  than  an  officer  designated  as  such  by 
ordinance  or  statute; 

11.  Local  improvement,  an  improvement  the  expense  of  which  is 
assessed,  in  whole  or  in  i^ui;,  upon  the  property  deemed  benefited; 

12.  Park,  includes  parkway; 

13.  PersoTL  a  n$ktural  person,  corporation,  association,  joint-stock 
association,  firm  and  copartnership; 

14.  Port  of  New  York,  the  puouc  waters  unbraced  within,  ad- 
jacent to  or  opposite  the  shores  of  the  city  and  over  which  the  state 
of  New  York  has  jurisdiction; 

15.  Public  property,  any  property  rights  and  interests  owned  by 
the  city  as  well  as  m  "streets,^*  "parks,"  "water  front  property," 
and  public  places  and  waters  within  or  belonging  to  the  city; 

16.  Real  property,  any  lands,  lands  under  water,  water  front 

Eroperty,  the  water  of  any  lake,  pond  or  stream;  all  easements  and 
ereditaments,  corporeal  or  incorporeal,' and  every  estate,  interest  and 
ri^t,  legal  and  equitable,  in  lands  or  water,  and  any  right,  interest, 
pnvilege,  easement  and  franchise  relating  to  the  same,  including  terms 
for  years  and  liens  by  way  of  judgment,  mortgage  or  otherwise; 

17.  Sewer,  a  sewer,  drainage  canal,  drain  ancTsewage  disposal  work; 


18.  Street,  any  street,  avenue,  road,  alley,  lane,  highwav,  boule- 
vard, concourse,  driveway,  culvert,  sidewalk  and  crosswalk,  every 
class  ofpublic  road,  square  and  place,  except  marginal  wharf; 

19.  otreet  ptarjfoses,  the  purposes  of  a  street,  park,  bridge  or  tunnd 
or^proach  to  either,  except  marginal  wharf; 

20.  Vessel,  a  lighter,  tender  or  other  boat  or  ship,  whatev^  its 
means  of  propulsion; 

21.  Water  front  property,  any  wharf,  marginal  wharf,  pier,  dock, 
ferry  terminal,  bulkhead,  slip  or  basin,  ana  all  structures  thereon, 
and  the  land  under  water  beneath  the  same,  and  lands  under  water 
below  hi^water  mark,  and  all  easements  appurtaiant  thereto, 
and  upland  and  made  land  adjacent  to  such  wharf,  pier,  dock,  bulk- 
head, slip,  basin  and  lands  under  water,  jurisdiction  over  which  is 
possessed  by  or  may  be  assigned  to  the  d^artment  of  docks  and 
ferries  by  the  sinking  fund  commission,  together  with  the  easements, 
uses,  reversions  and  appurtenances  belonging  to  the  same;  except- 
ing therefrom  such  upland  or  made-land  as  constitutes  a  street, 
the  driveway  authorized  by  chapter  102  of  the  laws  of  1893  and  acts 
amending  the  same,  and  such  lands  as  have  been  or  shall  be  acquired 
for  public  parks; 

22.  WcUer  rents,  the  expense  of  meters,  with  their  installation, 
connections,  setting  and  maintenance,  and  all  rents,  rates  and  other 
charges  for  water  supply,  and  all  fines  and  penalties  imposed  for 
violations  of  laws  or  ordmances  relating  to  water  supply; 

23.  Water  suj^ply  rmrppses,  the  purposes  of  maintaining,  preserv- 
ing and  increasmg  the  city's  water  supply  and  preventing  its  con- 
tamination or  pdlution. 

ARTICLE  2 

MISCELLANEOUS  REGULATIONS 

Sec.2.  atyseal. 

3.  Official  dty  flag. 

4.  Mayor's  flag. 
4a.  Aldermanicflag. 

§  5.  flags  and  decorations  on  dty  hall. 
§  6.  Publication  of  general  ordinances. 

i7.  Designation  of  acting  head  of  department. 
8.  Office  hours. 
§9.  Meeting  of  boards. 

1 10.  Municipal  reference  library  to  have  reports,  etc. 
§  11.  Sales  of  waste  material. 


Sec.  2.  City  seal. — a.  Description.  Hie  corporate  seal  of  The  City 
of  New  York,  as  adopted  by  the  common  council  on  July  24, 
1686,  with  the  alteration  adopted  by  the  common  council  on  March 
16,  1784,  is  hereby  re-establisned,  and  the  following  device  is  hereby 
adopted  as  the  device  of  said  seal,  to  wit: 

Axms:  Upon  a  shield,  saltire-wise,  the  sails  of  a  windmill.  Between 
the  sails,  in  chief  a  beaver,  in  base  a  beaver,  and  on  each  flank  a 
flour  barrel; 

Supporters:  Dexter,  a  sailor,  his  right  arm  bent,  and  holding  in 
his  ri^t  hand  a  plummet;  his  left  arm  bent,  his  left  hand  resting  on 
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the  top  of  the  shield ;  above  his  li^t  shoiilder  a  croBB-ataff .  Binktflr, 
an  Indian  of  Manhattan,  his  right  arm  beat,  liiB  right  hand  recting 
on  the  top  of  the  Hhioid,  hia  left  hand  holding  the  ujjper  end  Ot  a 
bow,  the  lower  end  of  ivhich  rests  on  the  ground.  Sliield  and  sup- 
portera  resting  upon  a  horizontal  laurel  branch; 

Date:  Beneath  the  horiamtal  laurel  branch  the  date  1664,  being 
the  year  of  the  capture  of  New  Amsterdam  by  the  En^h  and  the 
first  use  of  the  name  of  the  City  of  New  York ; 

Cicet:  Upon  a  hemi^bere,  an  American  eagle  with  wings  dis- 

L^nd;  Upon  a  ribbon  encireling  the  lower  half  of  the  design  the 
words  "  Si^um  Civitalis  Novi  Ebonun" ; 

The  whole  encirded  by  a  laurd  wreath. 

b.  Design.  The  foUowii^  detiiga  is  hweby  adopted  as  the  official 
and  stAndard  design  of  such  corporate  seal: 


c.  Execution  and  custody  of.  The  city  clerk  shall  cause  to  be 
executed  and  cast  in  bronze  a  model  of  the  foregoins  design  as  the 
standard  corporate  seat  of  the  city  and  shall  keep  the  same  in  his 
custody.    The  city  derk  shall  also  cause  the  said  design  to  be  en- 


graved  m  accticaie  oonimmij^  therewith  upon  metal  as  tiie  seal  <>f 
the  city  and  shall  keep  and  affix  the  same,  as  provided  in;  §  31  o£  the 
charter;  and  he  shall  also  |»x)vide  m  the  same  zhanner  for  all  other 
officers  of  the  city  who  are  required  or  authorized  by  law  to  have  or 
use  the  owpc^ate  seed  of  the  city. 

d.  Date  of  effect  and  use  of.  On  loid  after  June  24, 1015,  the  said 
seal  shall  be  used  for  all  requsHte  pulrposed  and  all  representations 
of  the  seal  of  the  <nt}r  impressed  or  printed  on  and  after  said  dsAe  on 
documents,  publications  or  stationery  issued  or  used  by  or  m  tiie 
name  or  uzuier  the  authority  <^  the  city  or  of  any  borough  or  depart- 
ment thereof,  or  carved,  or  otherwise  represented  on  buildings  or 
structures  owned  by  the  city;  or  otherwise  officially  portrayed  shall 
be  in  exact  conformity  with  ^  aforesaid  standard  desig^i  without 
alteration  or  addition,  except  that  the  legend  /'Sigilhitn  Civitatis 
Novi  Eboraci'-  ma^  oe  omitted  when  the  design  is  used  on  the 
city  flag  or  for  architeotund  or  ornamental  purposes.  '  The  seals  now 
in  use  by  the  city  clerk  and  by  easy  other  city  omc^ra  shall  be  defaced 
and  cancelled  on  said  date  l^  the  city  clerk  and  shall  remain  ki  his 
custody. 

Any  representation  of  the  City  seal  used  on  any  vehicle  other 
than  one  owned  or  used  bv  the  Oity,  shall  subject  the  owni^  of  sudi 
vdiide  to  a  fine  of  $25  or  by  imprisonment  for  a  term  not  exceeding 
10  days.    (Adopted  March  8,  1921,  approved  March  14,  1921.) 

§  3.  Offickd  atly  fiag, — ^The  following  dedgn  is  hereby  adopted  as 
the  design  of  the  official  flag  of  the  city  and  as  a  substitute  for  the 
flag  now  in  use,  to  wit: 

A  flag  combining  the  colors  orange,  white  and  bhie,  arranged  in 
perpenoieular  bars  of  equal  dimenmons  (t^e  blue  being  nearest  to 
the  flagstaff)  with  the  standard  design  of  the  seal  of  the  city  in  blue 
up<Hi  -toe  middle,  ot  white  bar,  omitting  the  legend  '^Sigillum  Civi- 
tatis Novi  £bora«i,^'  which  said  colors  shall  be  the  same  as  those  of 
the  flag  of  ^e  United  Neth^lands  in  use  in  the  year  1626. 

ibid  the  American  flag  shaU  be  displayed  on  aU'city-owned  or 
other  buildings  occupied  by  any  city  departm^it  or  institution  of 
whatever  character  on  all  days  of  the  year,  exciting  Sundays. 
(Amend,  app.  February  27,  1917.) 

§  4.  Mayar^sflag.-jThe  official  flag  of  the  mayor  shaJj  be  the  same 
in.  design  as  the  official  flag  of  the  city,  except  that  upon  the  middle 
or  white  bar  there  shall  be  above  the  design  of  the  seal  in  a  semi- 
circle^ five  blue-pointed  stars,  tyrpifying  the  five  boroughs  of  the  city; 
the  dimensions  of  such  flag  shall  oe  thirty-three  inches  by  forty-four 
inches.    (Amend,  app.  May  1, 19150 

$  4a.  Aldermanic  flag. — ^The  official  fla^  of  the  board  of  alder- 
men shall  be  the  EKime  in  design  as  the  omcial  flag  of  the  city,  ex- 
cept that  upon  the  middle  or  white  bar  there  shall  be  below  t^e 
desien  of  the  seal,  in  Sk  straight  Une,  the  words  ''Board  of  Alder- 
meir ';  the  dimensioiis  of  such  flag  shall  be  the  same  as  the  standi 
size  of  flags  used  for  state  and  pJorade  occasions.  (Approved  Nov.  S, 
1918.) 

§  5.  Flaga  ajfid  decomtions  on.  city  haU. — ^AU  power  and  authority 
to  di^E^v  flagS'Or  other  decorations  on,  in  or  about  the  city  hall,  or 
other  puc^c  buildings  within  the  City  HaU  park,  is  hereby  vested 
in  the  mayor^  ui^eas/otberwise  ordered  by  the  board,  of  ddermen, 
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by  a  vote  of  a  majority  of  aXL  the  members  elected  to  the  board. 
(Amend,  app.  May  1,  1915.) 

The  section  numbers  of  this  article  were  renumbered  as  above  by  the  amend- 
ment approved  May  1«  1915. 

§  6.  Pvblication  of  aeneral  ordinances,  1.  Proposed  ordinances. — 
The  clerk  of  the  board  of  aldermen  shall  have  printed,  within  4  days 
after  the  introduction  thereof,  500  copies  of  each  proposed  ordinance 
which  adds  to,  amends,  alters  or  rep€^  any  provision  of  the  code  of 
ordinances.  AH  ordinances  amendmg  or  repealing  any  existing  law 
or  ordinance,  shall,  when  printed,  contain  in  bradcets  tte  parts  re- 
pealed, and  all  new  matter  i^ali  be  printed  in  italics.  Each  orch- 
nance,  printed  in  accordance  with  the  provisions  of  this  subdivision, 
shall  bear  the  name  of  the  introducer  and  its  introductory  nimiber, 
and  a  bri^  statement  of  the  disposition  made  Uiereof  upon  its  intro- 
duction. A  copy  of  each  ordinance,  printed  in  accordance  with  the 
provisions  hereof,  i^all  be  delivered  or  mailed  by  the  city  derk  to  the 
nead  of  every  department  and  bureau  in  the  city.  The  remaining 
copies  shall  be  retained  by  him  for  distribution,  within  his  discretami, 
to  persons  desiring  the  same;  provided,  however,  that  he  shall  always 
retain  at  least  50  copies  until  such  time  as  the  ordinance  shall  have 
taken  effect,  or  the  term  of  the  members  of  the  board,  during  which 
it  Wf^  introduced,  shall  have  expired.    (Ord.  Nov.  11, 1913;  revised.) 

2.  Adopted  and  approved  ordinances, — ^The  clerk  of  the  board  6f 
aldermen  shall  cause  300  copies  of  each  general  ordinance  to  be 
published  in  separate  leaflet  form,  consecutively  numbered  and 

?aged  in  the  form  and  style  of  the  Session  Laws  of  the  State  of  New 
ork,  within  10  days  after  its  approval  by  the  mayor,  or  upon  its 
taking  effect  without  his  approval  or  disapproval,  or  after  reconsid- 
eration and  readoption  by  tne  board  of  alaermen  subsequent  to  his 
disapproval  thereof,  as  provided  by  section  40  of  the  charter,  as 
amended  and  supplemented,  except  that,  if  an  ordinance  shall  be 
of  such  a  nature  that  demand  for  copies  may  be  in  excess  of  300  die 
clerk  may,  byxequisition  on  the  Supervisor  of  the  City  Record,  apply 
for  more  copies  than  herdn  provided. 
Adopted  July  10, 1917.    Became  effective  September  18,  1917. 

§  7.  Designation  of  acting  head  of  a  departmerU, — ^The  mayor  is 
authorized  to  designate  some  senior  officer  in  an^  department  or 
bureau,  to  serve  as  the  acting  commissioner  or  chief  of  the  depart- 
ment or  bureau  when  the  commissioner  or  chief  thereof  is  absent 
from  the  city,  or  sick,  for  more  than  10  consecutive  days;  provided 
such  commissioner  or  chief  of  department  or  bureau  is  not  authorized 
by  law  to  designate  any  subordinate  to  act  in  his  place,  or,  if  so 
authorized,  has  failed  to  make  such  designation.  The  mayor  may 
authorize  any  acting  commissioner  or  chief  of  bureau  to  make  ap- 
pointments or  removals  during  the  term  of  his  designation,  which 
shall  not  exceed  30  days  and  may  be  revdced  at  any  time  b3r  the 
mayor.  Where  a  bond  is  required  by  law  from  the  commissioner 
or  chief  of  bureau,  a  similar  bond  shall  be  given  by  the  acting  com- 
missioner or  chief  of  bureau,  designated  pursuant  to  the  authority 
conferred  by  this  section.    (Ord.  Nov.  19.  1913;  revised.) 

§  8.  Office  hours, — ^Except  as  herein  otnerwise  provided^  the  office 
hours  for  all  public  offices  of  the  city,  and  of  all  county  offices  within 
the  city,  unless  otherwise  fixed  by  law,  shall  be  from  9  o'clock  a.  m. 
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to  5  o'clock  p.  m.;  provided,  however,  that  the  head  of  a  city  office 
or  department,  or  a  county  officer  wno  comes  i/^ithin  the  foregoing 
provision  of  this  section,  may  adopt  a  rule  that  his  office  shall  be 
closed  to  the  public  at  4  p.  m.  when  in  his  jud^ent  the  period  be- 
tween the  hours  of  4  p.  m.  and  5  p,  m.  is  reqiured  for  the  perform- 
ance of  the  work  of  his  office.  Burmg  the  months  of  July  ana  August 
the  office  hours  of  such  offices  shall  be,  if  the  head  of  the  office  or 
department  in  his  discretion  so  orders,  from  9  o'clock  a.  m.  to  4 
o'clock  p.  m.  The  foregoing  provisions  shall  be  subject  to  the  quali- 
fication that  on  Saturdays  the  office  hours  of  sucn  office  shall  be 
from  9  o'clock  a^  m.  to  12  o'clock  noon.     (C.  O.  §489  as  amend.) 

§  9.  Meetinas  of  hoards,— -ASS.  meetings  cf  boards  or  commissions, 
constituting  d^artments  of  the  government  of  the  city,  shall  be 
held  op^y,  and  s^all  in  all  cases  be  accessible  to  the  pubuc.  They 
shall  be  hdd  at  such  times  and  places  as  the  board  or  conmussion 
may  determine,  and  due  notice  thereof  shall  be  published  daily  in 
the  City  Record.    (C.  O.,  §  488.) 

§  10.  Municipal  r^erence  library,  to  have  official  reports,  etc, — ^The 
head  of  each  department,  bureau,  board,  commission  or  office  of 
the  city  shall  transmit  to  the  municipal  reference  branch  of  the 
New  York  Public  Library,  in  the  municipal  building  in  the  lx)rough 
of  Manhattan,  4  copies  oi  each  annual  or  quarterly  report  or  other 
publication  of  such  department,  bureau,  board,  commission  or  office, 
mmiediately  after  the  same  shall  have  been  issued.    (New.) 

§  11.  Saks  of  waste  material, — ^AU  old  and  waste  material,  under 
the  care  of  any  department,  shidl  be  sold  from  time  to  t^x^e  as  m^ 
be  deemed  best  for  the  public  interest,  in  accordance  witih  law. 
Any  sudi  sale  ^all  be  conducted  imder  the  immediate  supervision 
of  the  head  of  the  bureau  having  charge  of  the  material  to  be  sold 
and  the  proceeds  thereof  i^all  be  collected  by  him  and  transmitted, 
i^ithin  24  hours,  to  the  head  of  the  department  for  deposit  in  the 
dtv  treasury,  except  as  otherwise  specially  piovided  by  law  or 
ordinance.    (C.  O.,  $490,  revised.) 


'  ;  . 
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CHAPTER  S 

Article  Is. 


CITY  DEBT  AND  SINKING  rCHDfi 


'     16. « 

}  6.  CoUection  of  income  of  ^king  funds. 

1 7.  Bonds  and  mor^agea  due  the  dty;  dutjes  of  comptroller. 

1 8.  Investment  of  moneys  of  tbe  ginlring  fund  for  redemption  of 

die  city  debt. 
i  9.  Record  ot  pnxieedingB  of  the  board;  report  to  board  of 
aldermen. 

Sec.  1.  Definiii<mg;  taving  cfaw«.— The  term  city  dd»t  and  dty 
Btoclc  used  in  this  article  Bhall  be  construed  to  mean  anv  bonds  or 
stocks,  or  notes  issued  in  anticipation  of  the  issue  of  bonas  or  stock, 
created  by  the  former  corporation  of  the  City  of  New  Yoit ,  or  by  the 
city  as  constituted  by  the  charter.  Nothing  in  this  article  shul  be 
so  construed  as  to  imp^  or  aSect  any  pledge  hraetofore  made,  and 
now  existing,  of  any  property  or  its  proceeds,  embraced  in  any 
ordinance  relating  to  the  dty  debt.     (C.  O.  f  70,  with  subd.  10,  {  54.> 

1 2.  Attexgment  bonds. — The  comptroUer  shall  keep  an  account  w 
•U  assessment  bonds  issued  by  him,  spedfying  the  particular  woric 
<m  account  of  which  the  same  shall  have  been  issued;  and  all  money* 
colleoted  on  account  of  any  work  for  the  payment  of  which  sud  boi^ 
were  issued  shall  be  appUed  to  the  p^ment  of  suobibQasill*  (p.  Q. 
1 624,  r^rised.) 
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%Z.  Board  ^  commissiaiura  cf  the.  sinking  fund;  quarvm.-^Aay 
four  or  more  of  the  c^embers  of  the  board  ol  oonuBissiontfs  of  toe 
•siokiiig  fund,  as  oonstituted  by  the  eharter,  of  whom  the  eomplaroUer 
flhall  be  one,  shall  be  and  are  hereby  authorized  to  diseharfe  the 
trusts^  and  duties  vested  in  them  by  tlds  article.  (G.  O.  $  56,  re- 
vised.) 

§  4.  Sinking  Fund  of  the  City  of  New  York  for  the  Redemption  of  the 
City  Debt;  soureea  of  income, — ^All  moneys  heietofore  reeeived  and 
hereafter  to  be  reodived  from  the  following  sources  are  hereby  pledged 
and  appropriated  to  and  shall  constitute  and  form  a  fund  called  the 
Sinking  Fund  of  the  City  of  New  York  for  the  Redemption  of  the 
Citv  Debt,  imtil  the  whole  of  the  stocks  of  the  dty  shall  be  finally 
and  fully  rodeemed,  namely: 

1.  For  commutation  of  quit-rwts  on  grants; 

2.  For  quit-rents  arising  from  sudi  grants  as  were  issued  prior  to 
the  year  1804; 

3.  The  net  proceeds  of  all  sales  of  real  estate  belonging  to  the  city^ 
except  when  the  same  are  made  payable  to  a  fund,  the  purpose  of 
which  is  restricted  to  the  purchase  of  other  real  estate,  as  i»ovided 
by  the  diarter; 

4.  The  net  proceeds  of  all  IxHids  and  mOTtgages  pa^^aible  to  the- 
dty  when  collected,  accept  when  the  said  bonds  and  mortoages  are 
part  of  the  proceeds  of  Uie  sale  of  real  estate  and  the  proceeds  thereof 
an  deposited  in  a  fund,  the  purpose  of  wluch  is  restricted  to  ibe 
puiehaae  of  other  real  estate,  as  provided  by  the  charter; 

5.  For  Meenses  to  pawnbrokers  and  deai^is  in  the  purchase  or 
sale  of  secondhand  (furniture,  metals  or  clothes; 

6.  For  public  hack  licenses  and  compensation  paid  on  account  of 
street  vaults; 

'  7.  For  exclusive  occupation  of  private  wharves,  basins  and  piers; 

8.  For  ma^et  fees  and  market  rents; 

9.  All  such  other  sources  of  revenue  or  sums  of  money  as  the  board 
of  estimate  and  the  board  of  aldenneii  mav  appropriate  to  said  fund. 
The  revenues  herein  assigned  for  the  redemption  of  the  city  debt 
shall  be  k^  distinct  from  all  other  revenues  payable  to  the  board 
of  commissioners.    (C.  O.  $  53  revised,  and  S  05.) 

§5.  Sinking  Fund  of  the  City  of  Nem  YoHc  for  the  Payment  iqf 
iistsnest.-— All  mcmeys  hoeafter  to  be  recdved  from  the  following 
sowces  are  pledged,  appropriated  and  are  to  be  ap^ied  to  and  con- 
8litute and  f <»m  A  f und  to  be  called  "The  Sinking  Fund  of  the  City 
of  New  York  for  the  Payment  of  Interest  Accnnng  and  to  Accrue 
Upon  the  Stocks  of  the  City  of  New  York,''  until  t&  same  shall  be 
fully  and  finaUy  redeemed,  namdy: 

1.  For  interest  otl  all  bonds  and  mortgages  owned  by  the  dfy, 
SMied  prior  to  January  1, 1898; 

2.  For  fees  heretofore  known  as  mayoral  fees  now  colleotible  by 
the  department  of  licoises,  except  as  otherwise  provided  by  law; 

8.  For  fines  imd  penalties,  except  as  otherwise  provided  by  law: 
4..  For  fees  and  ones  collected  bv  the  clerics  of  the  courts  for  ^e 
istarv  ezo^t  as  otherwise-provided  I^  Law; 

5.  Rents  from  aU  sources  not  otherwise  pledged; 

6.  For  the  sale  of  all  property  of  the  city  omer  thaix  i^  'estate^ 
except  aactiiarwise  provided  by  law. 
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All  mon^s  constituting  the  fund  for  the  pa3rment  of  interest  on  the 
dty  debt,  whenever  required  to  meet  such  interest,  shaU  be  drawn 
from  the  tueasury  by  a  warrant  signed  by  the  commissioners  of  the 
sinking  fund  or  any  four  of  them,  the  comptroller  bemg  one.  (C.  O. 
§§  64,  66 J  revised.) 

§  6.  Collection  of  income  of  miking  funds. — ^The  comptroller  shall 
superintend  the  collection  of  all  rents,  interest  and  demands  due 
the  sinking  funds,  and  direct  all  necessary  measures  to  complete  the 
payment  of  them  and  report  the  condition  of  same  to  the  board  of 
aldemien  quarterly.    (C.  O.  5  41.)      ^ 

§  7.  Bonds  und  mortgages  due  the  city;  duties  of  eomptroUer. — ^The 
ccmiptit^er  is  hereby  authorized,  with  the  sanction  of  the  board  6i 
commissioners  of  the  sinking  fund,  to  assign  any  bond  or  mortgage 
held  by  the  board  to  any  person  ot  persons  who  may  dect  to  take 
Budi  assignment,  upon  the  payment  in  full  of  the  principal  and  in- 
terest due  on  said  bond  and  mortgage;  and  the  mayor  ana  city  derk 
are  hereby  authorized  and  directed  to  execute,  under  their  hands  and 
tiie  seal  of  the  city,  any  such  assignment,  upon  evidence  being  ex- 
hibited to  them,  showing  that  the  principal  and  interest^of  such  bond 
and  mortgage  have  been  paid  into  the  treasury  of  the  city  to  thte 
credit  of  the  board  of  commissioners  oi  the  sinkmg  fund.  Upon  the 
pa3rment  of  any  bond  and  mortgage  in  full,  the  comptroller  shall 
prepare  and  cause  to  be  executed  a  prop^  satisfaction  of  such  bond 
ana  mortgage;  which  the  maym*  and  city  clerk  are  ha*eby  authorised 
to  execute,  upon  the  production  of  evidence  that  the  bond  and  morl- 
gage  has  be^i  paid,  as  provided  in  the  preceding  sentence  of  this 
section.  But  no  release  of  any  part  of  the  premises  contained  in  sttoh 
mortgage,  from  the  lien  created  by  svtch  mortgage  thereon>  shall  be 
made  or  executed  by  them.    (C.  O.  §§  43,  44.) 

§  8.  Inveslm>ent  of  moneys  of  the  sinking  fund  fpr  redemvtion  of  the 
city  debt. — ^The  board  shall,  from  time  to  time,  invest  the  monevs 
wmch  shall  constitute  the  sinking  fund  for  the  redemption  of  the 
city  ddbt,  or  as  much  as  it  can,  in  the  purchase  of  stocks  creiUBd  by 
the  city  at  not  exceeding  the  market  price  therefor;  and  if,  at  any 
time,  such  investments  cannot  be  made  to  the  advantage  <^  the  city, 
then  the  board  shall  be  auth(»ized  to  invest  the  said  moneys,  or 
euch  part  thereof  as  th^  may  see  fit,  either  in  the  purchiase  of  stock 
of  the  state  of  New  York,  or  of  stock  or  bonds  of  the  United  States, 
notwithstffliding  such  stock  or  bonds  may  be  above  the  par  vtaltre 
thereof.  The  powers  conferred  in  this  sedion  shall  be  so  construed 
as.  to  render  it  upperative  on  the  board,  at  all  times  to  give  pr^er^nce 
to  the  purchase  of  city  stock,  if  the  same  can  be  procured  at  a  reason- 
able rate.  Whenever  the  board  shall  have  invested  any  part  of  thfe 
said  fund  in  the  purchase  of  the  stocks  of  this  state  or  of  the  United 
States,  and  shdl  at  any  time  thereafter  be  enabled  to  purdiaBe  any 
of  the  city  stocks,  at  sudi  prieea  as  the  oommmsioners  may  judge  best 
for  th^  public  interest,  tli^y  shall  forthwith  sell  and  dispose  of  aaid 
stodcs  of  the  state  or  ch  thfe  United  States  and  invest  the  net  proceeds 
thereof  in  city  stock,  if,  in  their  opinion,  such  disposition  would  be 
beneficial  to  the  pubUc  interest.  Whenev^  the  board  diall  have 
invested  any  part  of  the  said  fund  in  the  purchase  of  city  stodc,  and 
shall  at  liny  titne  Uiereaf  ter  be  enabled  to  pordiase  any  of  the  city 
stock  which  shall  be  by  its  terms  redeenutble  at  an  emier  day,  tb» 
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board  may  fortkwitb  sell  the  same  and  invest  the  net  proceeds  in 
such  other  citv  stock,  if  in  the  opinion  of  the  oommissioners  such 
exchange  shall  be  desirable  and  oenefieial  to  the  public  interest. 
Whenever  any  of  the  moneyB  constituting  the  sinking  fund  for  the 
redemption  of  the  city  debt  shall  be  required  for  any  purchase  or* 
investment  mentioned  in  Hiis  section,  or  t(«  the  redemption  of  any 
of  Hie  dty  stocks  at  their  maturity,  the  amount  of  money  required 
shaJl  be  paid  from  the  treasury,  by  warrant,  signed  by  the  board  or 
any  four  of  its  members,  the  comptroller  b^g  one.  All  stocks  and 
securities  which  shall  be  purchasea  by  the  board  shall  be  transferred 
to  it,  and  all  transfers  thereof .  wh^i  disposed  of  pursuant  to  the  pro- 
visions of  thk  section,  shall  be  made  by  the  commissioneip  Or  anv 
four  of  them,  of  whom  the  comptroller  shall  be  one.  The  city  stock 
which  shall  oe  purchased  by  the  board  shall  not  be  canceled  b}^  it 
until  the  finid  redemption  of  the  same^  and  all  int»est  accruing 
thereon  shall  regularly  be  carried  to  the  smking  fund  for  the  redemp- 
tion of  the  city  debt. 

Nothing  in  this  section  shall  be  so  construed  as  to  prevent  the 
board  from  temporarily  investing  the  unemployed  moneyB  belonging 
to  the  sinking  fimd  in  the  temporary  bonds  of  tne  dty.  (C.  O.  §§  54- 
64,67.) 

§  9<  Record  of  proceedings  of  the  hoard;  report  to  hoa/rd  of  aUkp- 
men. — The  comptroller  shall  keep  a  owrect  journal  of  the  proceedings 
oi  the  board  of  commi8si<mers  of  the  ranking  fund,  to  be  authenticate 
by  the  eecsetary  of  the  board,  by  his  signat^u^;  and  once  in  each 
vear,  or  oftener,  if  required,  the  comptroller  shall  render  unto  the 
Doaid  of  aldermen  a  full  and  detailea  r^)ort  of  the  proceedings  of 
the  board.  The  report  shall  specify  the  disbursements,  purchases, 
exchanges  and  sales  made  by  the  board,  the  prices  at  which  and  the 
parties  from  whom  such  purchases,  with  whom  such  exchanges,  and 
to  whom  such  sales  shall  nave  been  made;  the  amounts  and  descrip- 
tions of  the  stocks  of  the  dty  purchased  by  the  board;  the  amounts 
and  descriptions  of  the  stocKS  of  this  state  and  of  the  United  States 
then  hdd  by  the  board,  and  the  amounts  paid  for  interest  on  city 
stocks.  Such  report  shall  also  contain  a  detailed  statement  of  the 
recdpts  and  of  the  unemployed  moneys  in  the  dty  treasury  to  the 
credit  of  each  sii^king  fund.    (G.  O.  §§  68,  60.)      ^ 

ARTICLE  2 

CONTRACTB 

Sec.  60.  When  requisite* 

§  61.  Contracts  of  borough  presidents. 

62.  Surveys  or  plans. 

63.  Proposals  for  estimates. 

64.  Form  of  propoaeds. 

65.  Contents  of  estimates;  verification. 

66.  Opening  estimates. 

67.  Samfdes. 

68.  Payment  in  installments;  security  required. 

69.  Pajrments  on  assessment  work;  aeounty  required. 

70.  Protecticm  against  aoddents. 
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!71.  Snow  removal  conlracts,  payment  of  kbozere. 
72.  Enforcement  of  contracts;  bonds. 
I  7^.  Payments  on  contracts. 
I  74.  Certificate  of  amount  due.    ^ 

75.  Inspection  of  contract  work.  • 

76.  Affidavits  of  surveyor  and  inspeotor. 

77.  Extra  work. 
fi  78.  Delayed  payment  of  assessments. 

§  79.  Report  as  to  outstanding  contracts^ 

Sec.  60.  When  regmstte.^— All  supplies  to  be  furnished  or  woric  to 
be  done  for  the  city,  whether  they  are  to  be  paid  for  out  of  the  city 
treasury  or  out  of  trust  moneys  under  the  control  of  or  to  be  assessed 
or  collected  by  the  city,  shall  be  furnished  or  performed  by  contract, 
except  where  otherwise  provided  by  law.    (C.  O.  §  609.) 

5  61.  Contracts  of  borough  premdents. — ^All  ccmtracts  for  woris:, 
materials  or  suppUes,  relating  to  any  of  the  matters  under  the  cog- 
nisance of  the  respective  borough  Residents,  shall  be  made  by  the 
borou^  presidents,  and  bonds,  to  be  approved  as  to  form  by  the 
corporation  counsel  and  as  to  sufficiency  by  the  comptroller,  shall 
be  taken  for  the  faithful  performance  thereof;  all  such  contracts 
^all  be  executed  in  triplicate  by  the  said  borough  presid^its,  on  the 
part  of  the  city,  and  by  the  contractor;  one  original  copy  so  executed 
«hall  be  kept  and  filed  in  the  office  of  the  borough  presid^it,  one  shall 
be  filed  in  the  office  of  the  comptroller,  and  the  third  shall  be  given 
to  the  contractor.    (C.  O.  §  84.) 

§  62.  Surveys  or  plans, — ^Whenever  in  the  opinion  of  a  borough 
president  or  other  head  of  a  department,  bureau  or  office  of  tide  city, 
a  survey  or  plans  shall  be  necessary  for  any  work  duly  aut^rized, 
or  for  the  purpose  of  reporting  any  necessary  information,  he  shali 
cause  such  survey  or  plans  to  be  made  by  a  competent  surveyor, 
architect  or  engineer,  as  the  nature  of  the  work  may  require.  (Cf.  O. 
§  89  in  part.) 

§  63.  Proposals  for  esHmates, — ^The  several  departmaits  and 
officers  onpow^^  by  law  to  make  contracts  on  the  part  of  the  city 
shall  issue  proposals  for  estimates  therefor,  and  advertise  the  same,  as 
provided  by  law^  There  shall  be  kept  by  each  department  an  appro- 
priate box,  to  be  aesignated  "Estimate  Box,"  with  a  proper  opening 
m  the  top  thereof  to  receive  estimates  ^r  which  proposals  have  been 
issued.  Such  box  shall  be  kept  locked,  except  when  it  may  be  neces- 
sary to  open  it  to  examine  and  decide  upon  estimated,  and  the  key 
thereof  shall  be  retained  by  the  head  of  the  department.  The  head 
of  the  department  shall  deposit  in  said  box  all  estimates  duly  pre- 
soited  to  him,  for  work  to  be  done  under  the  direction  of  the  depart- 
ment, immediately  cm  the  receipt  thereof  by  him.    (G.  O.  §  510.) 

§  64.  Form  of  proposals. — All  proposals  for  estimates  shall  be  in 
m^  torm  as  may  be  prescribed  by  the  department  making  the  same, 
^a94  iSM)  contain  the  following  particulars: 

1..  They  shall  require  that  the  person  making  the  estimate  shall 
4eli¥er  it  Sn  /*  sealed  envelope,  addressed  to  the  head  of  the  appro- 
priate d^»parton^^  ilthis  office,  or  at  such  place  as  may  be  designated 
m  the  ady^M<(siS6meiMb,  on  or  before  a  day  and  hour  therein  named,  not 
less  th^  \Q  d^yf  fV9i^  ]the  first  publication  thereof; 
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2.  Thtesy  shall  state  ihe  quantiiy  and  quality  of  su|>p]i68,  or  the  i 
nature  and  extent,  as  near  as  posaiDle,  of  the  work  required; 

3.  They  shall  state  that  the  estimates  received  mjl  be  publicly 
opened  by  the  head  of  the  departm^it  issuing  the  proposal  at  hia 
omee,  or  at  sudi  place  as  may  be  designated  in  the  adyertisement, 
at  a  day  and  hour  th^ein  mentioned; 

4.  Th^  shall  state  the  amount  in  which  seciurity  is  required  for 
the  performance  of  the  contract; 

5.  Th^  shall  state,  Imefly,  the  several  matters  required  by  the 
next  seeticm  to  be  oontainea  in,  or, to  accompany  the  estimates. 
(CO.  §511.) 

Am  to  patented  articles  see  Wanen  Bros.  Co.  ▼.  CSty  of  N.  Y.,  190  N.  Y.  297, 
Ml. 

§  65.  Contents  of  esHmalea;  verification. — Each  estimate  shall  con- 
tain— 

1.  The  name,  residence  and  place  of  busmess  of  the  person  making 
the  same;  ^ 

2.  The  names  of  all  persons  interested  with  him  herein,  and  if  no 
other  person  be  so  interested,  it  shall  distinctly  state  l^t  fact; 

3.  That  it  is  made  mthout  any  connection  with  anv  oliier  pennon 
Tnaking  an  estimate  for  the  same  purpose,  and  is  in  aU  respect  fair, 
and  without  collusion  or  fraud : 

4.  Tliat  no  memb^  of  the  Doajrd  of  aldermen,  head  of  a  d^art- 
ment,  chief  of  a  bureau,  deputy  thereof,  or  clerk  therein^  or  other 
officer  or  employee  of  the  citv,  is  directly  or  indirectly  interested 
therein,  or  in  the  supplies  or  the  work  to  which  it  relatea,  or  in  any 
portion  of  the  profits  thereof. 

The  estimate  shall  be  verified  by  the  oath,  in  writuig,  of  the  party 
making  it,  that  the  several  matters  stated  tnerein  are  in  all  respects 
true.    (C.  O.  §§  512,  513  as  amended.) 

§66.  Opening  ealimates, — ^The  sealed  envelope  ccmtaining  the 
estimate  shall  be  endorsed  with  the  name  or  names  of  the  person  or 
perB(His  presentmg  the  same^  the  date  of  its  presentation,  and  a 
statement  of  the  work  ^  which  it  rdiates,  and  no  estimate  shall  be 
taken  from  the  '* Estimate  Box,''  nor  shall  the  sealed  envelope  thereof 
be  opened  by  anyone,  except  at  the  time  and  in  the  manner  herein 
desi^uited  for  decidiog  on  sudb  estimates.  At  the  time  and  place 
ap^inted  for  that  purpose  in  the  proposals,  as  prescribed  in  this 
article,  the  head  of  the  departmait,  or  the  president  of  the  board 
where  the  same  are  advertised  by  a  bourd,  or  tne  secretary  thereof,  or 
other  <^cer  empowered  to  make  the  ccmtract,  in  the  presence  of  the 
oomptroUer  or  his  r^nesentative,  and  such  c^  the  parties  making 
them  aa  may  desire  to  be  present,  shall  then  and  th^re  open  the 
estimate  box,  and  the  estimates  to  be  examined  at  that  time,  as  may 
«>pear  from  the  ^idorsements  thereon,  shall  be  taken  from  the  box. 
The  head  of  (kpartmeit  or  other  party  hereinbefore  authorized  shall, 
then  and  there,  publicly  open  and  read  all  estimates  which  he  mav 
have  received  for  the  contract  mentioned  in  such  proposals,  and  shall 
i^eot  aU  estimates  not  furnished  in  conformity  with  the  law  and  the 
ordinance  relating  thereto.  The  award  of  the  contract  shall  be  made 
•oocMdiuE  to  law.    (C.  O.  §  516  as  amended  Sept.  23, 1913.) 

§  67.  Sampies, — ^Whm  proposals  are  issued  for  a  contract  to  f ur- 
nkdi  any  article  of  which  a  sample  can  conveniently  be  furnished,  the 
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head  of  the  department  issuing  the  same  may  require  thai  suefa 
sample  be  delivered  at  his  office,  or  at  the  oflice  of  the  head  of  the 
appropriate  bureau  in  his  department,  within  such  time  befc^re  tl^e 
opening -of  the  estimates  as  he  may  prescribe;  and,  if  it  be  not  so 
furnished,  or  does  not  oonform  to  the  quahty  required  by  the  pro^ 
posals,  the  estimate  delivered  by  the  person  furnishing  or  omitting 
to  furnish  the  same,  as  the  case  may  oe,  shall  be  rejected.  (C.  O. 
§  517.) 

§  68.  Payment  in  instaUments;  security  required. — In  all  contracts 
for  work  for  the  city  where  provision  is  made  for  the  payment  of  the 
contract  price  by  installments,  a  provision  shall  be  inserted  that  the 
contractor  shall  allow  10  per  cent,  ol  the  contract  price  <^  the  work 
actually  done  to  remain  as  security,  until  the  whole  work  shall  be 
completed  according  to  the  contract.    (C.  O.  §  518.) 

§  69.  Payments  on  assessment  work;  security  required, — ^Whenever 
any  contract  shall  be  made  hereafter  by  any  depiJi^ment  or  cNffieer  of 
the  city,  the  amount  of  which  fs  to  be  afterward  collected  by  assess- 
ment from  the  property  benefited  by  the  work  to  be  done  under  the 
contract,  the  head  of  the  department  or  officer  making  such  contract 
shall  cause  to  be  inserted  therein  a  clause  that,  as  the  work  progresses, 
payments  will  be  made  to  the  contractors  by  monthly  installments 
of  85  per  cent,  on  the  estimated  value  of  the  work  aetuaUy  done 
und^  said  contract^  and  the  office  making  any  sudi  contract  shall 
forthwith  file  a  eopy  thereof  with  the  comptroller.  (O.  O.  §  54  as 
amended  in  L.  1912,  Chap.  627.) 

§  70.  Protection  against  accidents, — ^In  all  contracts  for  the  work  for 
the  city  upon  any  public  building  or  in  any  public  street  or  place,  in 
the  performance  of  which  accidents  or  injuries  may  happen  to  the 
person  or  property  of  anoth^,  provisions  shall  be  inserted  that  the 
contractor  shall  place  proper  guards  for  the  prevention  of  accidents; 
that  he  shall  put  up  and  keep  at  nights  suitable  and  sufficient  lights 
during  the  performance  of  the  work,  and  that  he  will  indemnify  the 
city  for  damages  or  costs  to  which  it  may  be  put  by  reason  of  injury 
to  person  or  property  erf  another,  resulting  from  negligence  or  care- 
lessness in  the  pc^ormance  of  the  work.  (C.  O.  §  519;  covering  C.  O. 
5§  215-218.) 

§  71*  Sriow  removal  contracts;  payments  of  laborers, — In  all  emw- 
gency  work  performed  by  laborers  in  the  removal  of  snow  where 
men  are  engaged  by  the  hour  or  the  day,  either  by  a  contractor  em- 
ployed for  the  purpose  or  by  the  street  cleaning  department  itself, 
it  shall  be  stipulated  that  such  work  shall  be  paid  for  daily,  directly 
to  those  individually  employed  in  it,  in  the  currency  of  the  United 
States,  and  not  by  check  or  ticket.  Such  payments,  in  each  instancy 
shall  be  made  at  the  substations  of  the  street  cleaning  department. 
Every  contractor  engaged  in  the  removal  of  snow  shall  be  required  to. 
stipulate  with  the  commissioner  of  street  cleaning,  or  others  em* 
powered  to  enter  into  contracts  for  that  purjiose,  as  the  case  may  be, 
to  observe  the  provisions  of  this  section,  a  violation  of  any  of  which 
shall  be  deemed  to  abrog£^te  any  such  contract.  (C.  O.  §  J  418a,  418b,) 

§  72.  Enforcement  of  contracts;  bonds. — 'Every  contract  for  sup- 
plies or  work  by  the  city  shall  be  executed  by  the  contractor  or  con* 
tractors  to  whom  the  same  may  be  awarded,  and  shall  be  accom- 
panied by  a  bond  in  the  penalties  mentioned  in  the  proposals  thereler^ 
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o^MQt^d  by  tbe  pereons  or  company  consenting  to  beoome  bound  m 
suveti^,  or  by  such  oth^  persons  or  company  as  shall  be  substi- 
tuted therefor  with  the  consent  of  the  head  <^  the  departm^it  mak- 
ing such  contract,  conditioned  for  the  faithful  performance  of  ihe 
contract  and  every  provision  therein  contained.  The  bond  shall  be 
aocompimied  by  the  oath,  in  writing,  of  the  person  signing  the  same, 
that  he  is  a  householder  or  freeholder  in  the  dty,  and  by  the  oath 
of  the  person,  or  an  officer  of  such  company,  that  he  or  it  is  worth 
the  amount  of  the  security  required  for  the  completion  of  the  con- 
tract and  stated  in  the  proposals,  as  hereinbefore  prescribed.  The 
comptroller  shall  require  such  sureties  to  be  further  examined  brfore 
himself,  or  an  officer  authorized  to  administa:  oatlis  deputed  by  him, 
in  respect  of  the  items  and  details  of  their  property,  before  approv- 
ing the  adequacy  and  sufficiaicy  of  such  sureties.  Each  d^artment 
of  the  city  government  and  each  officer,  by  whom  any  contract 
for  work  to  be  done  for  the  city  shall  be  made,  shall  require  and 
enforce  the  faithful  execution  of  each  contract  so  made  by  them; 
and  in  case  the  contractor  or  contractors  shall  fail  in  any  respect 
to  perform  the  work  which  he  or  they  have  contracted  to  render  or 
perform,  within  the  time  limited  for  the  performance  of  the  same, 
then  the  department  or  officer  having  char^  of  such  work  shiJl  do 
and  complete  the  same  in  the  manner  provided  for  in  the  contract 
for  its  performance  and  the  cost  thereof  shall  be  a  charge  against 
such  dehnauent  contractor  or  contractors;  provided,  however,  that 
the  head  ot  any  department  or  other  officer  by  whom  any  such  eon- 
tract  shall  be  made,  may  on  good  and  sufficient  cause,  extend  for 
a  reasonable  time  the  period  fixed  for  the  completion  thereof.  (C.  O. 
1520.) 

§73.  Payments  an  contracts. "^^o  payment  shall  be  made  by 
the  comptroller  for  work  done  or  supplies  furnished,  except  upon 
proper  vouchers  rendered  by  the  head  of  the  appropriate  department, 
or  the  officer,  board  or  commission  for  whom  such  work  was  done 
or  supplies  furnished;  provided  that,  in  the  case  of  a  pay-roll  for 
labor  performed  und^  the  supervision  of  the  bM^>ugh  {^residents, 
Uie  comptroller  may  draw  a  warrant  for  the  total  amount  of  such 
pay-roll,  in  favor  of  the  chamberlain,  who  shall  make  the  payinents 
therein  spedfied.  Such  vouchers  shall  be  made  out  in  duplicate, 
and  shall  contain  the  certificate  of  such  subordinate  officers  as  the 
head  of  the  department  may  require,  in  such  form  and  purport  as 
he  shall  prescribe,  and  also  a  certificate  of  the  head  of  the  department. 
One  of  tne  duplicate  vouchers  shall  be  retained  in  the  department  or 
office  by  which  the  vouchers  are  rendered,  and  the  other  shall  be 
transmitted  to  the  department  of  finance  for  payment.  No  pa3nnent 
shall  be  made  upon  any  contract  beyond  the  amount  thereof.  *(C.  O. 
§  39  and  §  523.) 

§74.  Certificate  of  anumnt  dt/c.-^Whenever  any  payment  shall 
become  due  upon  any  contract,  according  to  the  provisions  thereof 
or  in  accordance  with  any  of  the  provisions  of  this  ordinance,  the 
head  of  department  or  officer  having  ib»  work  in  charge  shidl  furnish 
to  the  person  or  persons  entitled  to  such  pa3rmeiitB  a  certificate, 
in  writing,  specifying  the  contract  upon  which  the  payment  is  due 
and  the  amount  due  thereon.  The  comptroller  on  the  presentation 
to  him  of  such  certificate  shall  pay  the  amount  thereof  and  endorse 
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emhpaymeat  upon  the  contraot  upon  which  audi  paym^t  was  aiftd^ 
but  mial  payment  on  any  contract  shall  not  be  maoe  until  the  head 
of  d^mrtment  or  officer  having  charge  o£  the  work  under  the  contract 
shall  furnish  a  certificate,  si^ied  by  him  and  filed  in  the  office  of 
the  comptroller,  that  the  work  mentioned  in  the  contract  has  been 
cmnideted  according  to  the  terms  thereof  aind  to  the  satisfaction 
of  the  head  of  d^artmait  or  officer  giving  the  certificate.  (C.  O* 
§§522,  523.) 

§  75.  Inapeddon  of  contract  work, — ^Each  borough  president  shall 
appoint  a  o(»npetent  inspector  of  contract  work  imder  the  jurisdic- 
tion of  his  department,  m  all  cases  where  he  may  deem  t^e  public 
service  requires  such  inspector.  Whenever  an  assessment  shall  be 
levied  for  any  improvement,  the  amount  paid  for  inspection  of  any 
contract  work  connected  th^i^with  shall  be  assessed  and  collected 
with  the  other  expenses  of  the  improv^nent,  except  wh«^  the  in« 
specter's  wages  are  legally  changeable  to  the  contractor.  (C.  O. 
$  91  in  part.) 

§  76.  Affldcmt  qf  surveyor  and  inspector. — ^Each  and  every  ccm- 
tractor  shall  be  required  to  obtain  an  affidavit  from  the  surveyor, 
setting  forth  the  amount  of  work  done,  of  every  description  that 
may  be  charged  in  each  bill  or  assessment  Ust  of  said  contmct,  aoid 
said  affidavit  shall  be  attached  to  the  assessment  list.  The  inspector 
shall  also  furnish  an  affidavit,  to  be  attached  to  each  c(mtraet>  setting 
f(Mi;h  that  the  work  has  been  done  according  to  th^  plans  and  speci* 
fications;  said  affidavit  to  be  attached  to  each  assessment  list  before 
presented  for  confirmation.    (C.  O.  §  525.) 

§  77.  Extra  work, — ^Repealed  by  ordinance  effective  July  7,  19^6. 

§78.  Delayed  payments  of  assessments, — ^In  all  cases  of  ddinquency 
in  the  payment  of  any  assessment  tor  work  done  imder  a  contract 
made  by  any  contractor  with  the  city,  respecting  any  street  <h:  road 
or  respecting  the  building  of  wharves,  piers,  slips  and  sewers,  on  the 
final  settlement  with  every  such  contractor,  there  shall  be  allowed 
and  paid  to  him  all  interest  which  shall  have  been  collected  on  his 
account  or  contract,  first  deducting  the  collector's  commission. 
(G.  O.   §526.) 

§  79.  Report  cis  to  outstanding  contracts, — ^The  comptroller  shall 
report  totne  board  of  aldermen,  within  30  days  after  thdr  cogaaiaa- 
tion  in  each  year,  a  statanent  of  all  contracts  made  by  the  city,  or 
directed  or  authorized  by  the  board  and  not  performed  or  cprnpleted 
or  upon  which  any  moneys  remain  unpaid;  with  the  amount:  of 
money  remainmg  unpaid  on  each  such  contract.    (0.  O.  §  25.) 


ARTICLE  3 

RBAL  ESTATB 

Sec  100.  City  real  estate  to  be.  supa*vised  by  the  comptroller* 
i  101.  .Deeds,  leases,  etc,  to  the  city:  comptroller  is  (»istodian. 
§  102.  Leases  or  other  conveyances  by  the  city. 
§  103.  Assignment  of  leasee  and  subletting  by  city. 
I  104.  Execution  of  deed  by  city^ 
§  105.  Quit^rents. 
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Sec.  100.  City  real  e^kite  to  be  supermsed  by  the  €ompirolkr. — ^The 
opinptroU^  fdiflJl  supedntend  all  real  estate  of  the  iAty  and  rcjport 
to  the  board  of  aldermen  all  eneniachlneiitB  thereon.  He  (shall  direct 
and  superintend  the  collection  of  all  rents  or  other  mone}^  due  Uie 
city.     (C.  O.  §§  21,  24.) 

§  101.  Deeds f  leaees^  etc,,  to  the  city;  comvtroUer  is  ctutodian* — ^The 
comptroller  shsdl  keep  on  nle  hi  his  office  all  title  deeds,  k»ses^  bonds, 
mortgage  or  other  assurances  of  title,  except  such  as  are  direotea 
by  law  or  ordinance  to  be  deposited. dsewhere;  He  shall  eause  all 
grants,  leasee  and  counterparts  of  leases,  and  all  deeds  exeout^  by 
the  dty,  to  be  recorded  in  proper  books  to  be  k^t  in  his  office.  (C* 
O.  |§22,23.) 

§  102.  Leases  or  other  conoepances  by  the  city, — ^Whenever  any  real 
estate  bdonging  to  the  city  is  unfrnxiuctive,  or  the  term  for  whioh 
it  may  have  been  leased  or  let  shall  have  expired  or  be  abwit  eKixnng, 
the  head  oi  the  department,  bureau,  board  or  office  having  jurisdio- 
tion  over  such  real  estate  shall  fcMrthwith  turn  over  the  same  to  the 
board  of  sii^ang  fund  commissioners  and  advise  the  comptroller 
thereof.  The  comptrollw  shall  rej^art  to  the  board  whether  or  noti 
in  his  judgment,  it  wiU  be  to  the  public  interest  to  lease  or  other- 
wise dispose  of  sudi  property.  The  comptroller,  undw  the  sanction 
of  the  board,  shall  appoint  appraisers  upon  behalf  of  the  dty  to  setUe 
the  rent  on  renewal  of  any  lease,  or  the  value  6f  the  building,  to  be 
paid  for  on  the  expiration  of  any  lease  in  which  the  .dty  isor  shail 
De  interested,  whenever  by  the  provision  c^  such  lease  the  apcxnnt- 
ment  of  appraisers  is  reqmred.  All  leases  authorized  by  the  board 
shall  be  eiracuted  by  the  comptroller  and  tiie  dty  clerk,  under  their 
lumds  and  the  seal  of  the  city.  (C.  O.  §§  42, 46  as  amend.  June  20, 
1916.) 

§  103.  Assignment  ef  leases  and  subletting  by  dty, — ^The  comptroller 
-may  consent,  in  the  name  and  on  bdialf  of  the  city,  that  the  lessee 
or  assignee  of  a  lease  made  by  the  city  shall  assi^  the  same  or  under- 
let the  demised  premises,  whether  or  npt  provision  is  made  by  the 
lease  that  it  shall  not  be  assigned  or  the  premises  underlet  without 
the  consent  of  the  city;  but  he  shall  not  so  consent  unless  all  arrears 
of  rents  upon  the  premises  be  paid  in  full.     (C.  O.  §  28  amend.) 

§  104.  Execution  of  deeds  hy  city. — Whenever  any  real  estate 
shall  have  been  sold  i>ursuant  to  the  preceding  sections  of  this  article, 
the  board  of  commissioners  of  the  sinking  fund,  or  a  majority  of  theo), 
shaU  ^ve  a  certificate,  under  their  hands,  tnat  the  same  has  been 
sold  pursuit  to  the  provisions  of  this  article,  and  upon  the  inxxiuo- 
tion  of  such  certificate  and  the  evidence  that  the  proceeds  of  such 
s^e  have  been  paid  into  the  treasury  to  the  credit  of  the  sinking  f  imd 
for  the  redemption  of  the  dty  debt,  or  sudi  other  appropriate  fund 
80  provided  k^  the  charter,  the  mayor  and  the  city  clerk  shall  exe- 
cute proper  conveyances  of  such  reel  estate  under  their  hands  and 
the  seal  of  the  dty.  Whenever  any  real  estate  of  the  dty  shall  have 
been  sold  pursuant  to  any  provision  of  the  charter  or  any  ordinance, 
the  mayor  and  the  city  clerk  shall  execute  proper  conveyances  of 
Buch  real  estate,  imder  their  hands  and  the  seal  of  the  dty.  (C.  O. 
§76,  revised.) 

§  106.  Quit^ents, — ^The  comptroller  shall  jM-eserve  in  a  book  to 
be  kept  in  his  office  for  that  purpose,  to  be  cidled  the  record  of  quit- 
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natS)  maps  of  all  grants  of  land  heretofore  made  by  the  fonner 
Coiporation  of  the  Citjr  of  New  Ywk,  on  whidi  quit-rents  are 
payable,  showmg  the  onginal  grants  and  the  subdivisions  of  the 
same  as  near  as  they  can  be  asoertained.  He  may  receive  the  sums 
proportionately  due  from  each  owner  in  payment  oi  the  portion 
of  tne  moneys  payable  under  the  original  grants  as  the  same  diall 
from  time  to  time  become  payable.  He  slmlli  on  receiving  writt^a 
notice  from  the  grantee  of  the  said  former  corporation,  or  his  assignee,  , 
of  the  sale  of  any  portion  of  land  subject  to  quit^rent,  enter  in  the 
record  d  ouit-rents  the  name  of  the  purchaser,  with  the  date  of  the 
sale  and  the  portion  of  t^e  land  sold.  He  may  thereafter  receive 
the  sum  proportionately  due  from  such  purchaser,  in  pa3rment  of 
his  portion  of  the  moneys  payable  under  the  original  grant,  as  the 
^ame  shall,  from  time  to  time  become  payable,  and  he  may  receive 
from  the  owner  of  the  lot  or  parcel  mentioned  in  the  notice,  or  his 
legal  represKitative,  the  sum  proportionately  due  from  him  in  pay- 
ment oi  Yob  proportion  of  the  moneys  paj/^le  under  the  original 
grant.  When  land  heretofore  granted  by  the  said  form^  corporation 
subject  to  a  quitr*rent,  portions  of  which  have  been  assigned  by  the 
grantee,  shall  be  re-entered  by  the  dty  for  non-payment  of  tiie  guit- 
r«it,  the  comptroller  may  grant  releases  in  severalty  to  sudi  of  the 
assignees  of  portions  <^  tiie  land  granted  as  shall,  within  6  monl^ 
from  the  re-entry,  pay  their  respective  apportionm^its  of  oompiutar 
tion  monev  and  the  expenses  of  re-entry  and  conveyance,  with  such 
portions  of  the  rent  as  may  be  justly  due  from  the  respective  assignees 
for  the  land  held  by  them,  as  the  same  shall  be  apportioned  by  the 
comptroller.  Whenever  any  person  shall  desire  to  commute  any 
quit-rent  due  the  city,  the  comptroller  shall  calculate  such  commuta- 
tion at  the  rate  of  6  per  cent,  and,  upon  the  production  of  evidence 
that  the  same  and  aJii  arrears  of  rent  have  been  paid  into  the  treasury 
of  the  city,  to  the  credit  of  the  board  of  commissioners  of  the  sinking 
fund,  the  mayor  and  city  clerk  shall  execute  a  release  oi  such  quit- 
rent.     (C.  O.  |§  30,  31  in  part;  3a-36,  45.) 

ARTICLE  4 

THE  MAYOR 

See.  130.  Apprehension  of  criminals. 

See.  130.  Apprehenaion  of  criminaia, — ^The  mayor  may,  ^dienever 
he  s^dl  deem  it  necessary,  issue  his  proclamation  for  the  apprehen- 
sion of  an^r  person  who  may  have  committed  a  crime  wi^dn  tne  dty, 
and  may,  in  such  prodamation,  offer  a  rewa^  not  exceeding  $600, 
to  be  paid  out  of  the  city  treasury  upon  the  certificate  c^  the  mayor 
that  the  service  required  has  been  performed. 

ARTICLE  6 

THE  PRESIDENT  OF  THE  BOARD  OF  ALDBRMXN 

8ao.l50. 
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ARTICLE  6 

THE  COMPTROLLBR 

Sec.  170.  Custodian  of  evidences  of  debt,  contracts,  bonds  and  stoek 
certificates. 
§  171.  Collection  of  rents  and  other  debts. 

See.  170.  Custodian  of  evidences  of  debt,  contracU,  bonds  a$id  stock 
oertifioates. — ^The  comptroller  shall  keep  and  file  in  his  office  idl  evi- 
dence of  debt,  contracts,  bonds  of  indemnity,  offidal  bonds,  and  all 
certificates  of  stock  belonging  to  the  sinking  funds,  except  such  as 
are  direcred  by  law  or  ordmance  to  be  deposited  elsewhere.  (C.  O. 
822.) 

§  171.  Collection  of  rents  and  other  debts. — ^The  c6mptroll»  shall 
direct  legal  peoceedings  to  be  taken  when  necessary  to  coif  oroe  pay- 
ment of  rents  or  other  debts  due  to  the  corporation^  or  to  obtam 
possesdon  of  premises  to  which  the  corporation  is  entitled. 


ARTICLE  7 

THE  BOROtTOH  PRESIDENTS 

Sec.  200.  Expenditures  for  borot^. 

§  201.  Incumbrances  and  contmgencies,  accounts  for. 
§  202.  Receipts  to  be  recorded  and  accounted  for. 
§203.  Permits. 
S  204.  Reports  to  the  board  of  aldermen. 

Sec.  200.  Expenditures  for  borough. — ^Each  borough  president  shall 
control  and  direct  all  expenditures  to  be  made  by  his  department, 
and  shall  countersign  and  draw  his  requisition  upon  the  comptroller 
for  the  payment  of  all  bills  and  accounts  therefor  which  in  h&  judg- 
ment are  correct,  and  which  may  be  duly  certified  by  the  chief  of  the 
bureau,  division  or  office  under  whose  supervision  the  expenditure 
was  incurred.  No  requisition  shall  be  drawn  by  any  borough  pres- 
ident for  the  pa3nnent  of  any  bill  or  account  until  the  same  shall 
have  been  duly  certified  as  aforesaid,  except  that  bills  and  accounts 
for  expenditures  for  the  removal  of  incumbrances,  or  for  the  other 
expenditures  authorized  by  ordinance  but  not  under  the  immediate 
supervision  of  any  department,  shaU  be  certified  by  the  borou^ 
president.     (C.  O.  590.) 

i  201.  Incumbrances  and  contingencies;  accounts  for. — Each  bor- 
ou^  president  shall  keep  separate  accounts  with  the  two  appro- 
priations, one  for  the  removal  of  incumbrances,  and  the  other  for 
the  contingencies  of  his  department,  and  drafts  thereon  shall  be 
made  upon  the  comptroller,  who  shall  charge  each  appropriation 
with  the  respective  drafts  and  draw  his  warrant  in  each  case  m  favor 
of  the  borough  president  for  the  amount  thereof.     (C.  O.  §  95.) 

§  202.  Receipts  to  be  recorded  and  accounted  for. — ^Each  boiough 
president  shall  cause  to  be  entered  in  books  to  be  provided  for  that 
purpose  and  kept  in  his  office,  open  at  all  convenient  times  to  public 
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inspection,  the  names  of  all  persons  from  whom  he  may  receive  monej 
for  the  city,  on  trust  account  or  otherwise;  with  the  amounts  received, 
or  what  account,  and  when  paid.  He  shall  render  a  certified  account 
there<rf,  under  oath,  item  by  item,  to  the  comptroller,  on  Thursday 
of  each  we^,  and  shall  thereupon  pay  over  the  amount  so  received 
to  the  chamberlain,  from  whom  he  shall  receive  duplicate  vouchers 
for  the  payment,  one  of  which  he  shall,  on  the  same  day,  file  in  the 
office  of  tne  comptroller.     (C.  O.  §  93.) 

f  203.  PermitB. — In  all  cases  where  provision  is  made  by  law  or 
ordinance  that  the  consent  of  a  boroujgh  president  shall  be  obtained 
to  authorize  any  act  to  be  done,  he  may  grant  a  permit  therefor, 
subject  to  the  restrictions  of  all  statutes  and  ordinances  in  relation 
thereto,  and,  upon  granting  any  such  permit,  he  may  exact  such 
cash  deposit  or  bond,  or  both,  as  he  may  deem  necessary  to  safe- 
guard me  interests  of  the  city.     (C.  O.  §  92.) 

J  204.  Report  to  hoard  of  dlderm^.—The  respective  borough  pres- 
idmits  idiall,  when  required  by  the  board  of  aldermen,  inquire  into 
and  report  upon  any  of  the  matt^^s  within  their  cognisance,  and 
shall,  from  time  to  time,  communicate  to  the  board  any  information 
or  suggestion  that  they  may  deem  important  in  relation  thereto. 
(C.  O.  §  88.) 

ARUCLE  8 

THE  CORPORATICHf  COUNSEL 

Sec.  220.  Register  of  actions. 

§  221.  Le^lative  bills,  ordinances. 

§  222.  Books  and  papers  to  be  delivered  to  successor. 

Sec.  220.  Register  of  actions. — ^The  corporaticm  counsel  shall  keep 
in  proper  books,  to  be  provided  for  that  purpose,  a  register  of  aD 
actions  prosecuted  or  defended  by  him,  ana  all  proceedings  had 
therein.     (C.  O.  §  12.) 

§  221.  Legislative  hUlSf  ordinances. — ^The  corporation  counsel  shall 

Erepare  the  draft  of  any  bill  to  be  presented  by  the  city  to  the  legis- 
iture  for  enactment,  with  a  proper  memorial  for  the  passage  thereof, 
and  shall  draw  such  ordinances  as  may  be  required  by  the  board  ot 
aldermen  or  any  committee  thereof.     (C.  O.  §§  8,  9,  revised.) 

^  222.  Books  and  papers  to  he  delivered  to  his  siuxessor. — ^Upon  jiis 
resignation  or  removal,  the  corporation  counsel  shall  fOTthwith 
deliver  to  his  successor  in  office  all  deeds,  leases,  contracts,  and  other 
papers  in  lus  hands  belonging  to  the  city,  and  all  papers  in  actions 
prosecuted  or  defended  by  him,  with  the  register  thereof  and  of  the 
proceeding  therein,  and  a  written  consent  to  the  substitution  of  his 
successor  m  each  pending  action.     (C.  O.  5  13.) 

ARTICLE  9 

CITY  MARSHALS 

Sec.  230.  City  marshals;  badges. 

§  231.  Impersonating  marshals;  unauthorized  idgns. 
§232.  Violations. 
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Sec.  290.  City  manhdU;  badges. — ^The  nutvor  is  hereby  authorised 
to  prescribe  the  styie,  form  and  size  of  a  badge  to  be  known  and 
designated  as  the  dty  marshal's  official  badge,  a  description  oi  which 
he  shall  file  in  the  dmce  of  the  city  clerk.  Each  city  marshal  shall 
provide  himsdf,  at  his  own  expense,  with  one  of  such  badges,  and 
shall  wear  the  same  at  all  times  while  migaged  in  the  discharge  of  his 
duties.  At  all  times,  every  dtv  martial  shall  diiqilay  his  bac^, 
upcHi  demand.  Upon  cessation  from  duty  as  or  upon  the  expiration 
of  the  term  of  a  city  marshal^  he  diall  forthwith  surrender  his  official 
badge  to  the  city  clerk  who  is  hereby  authorized  to  refund  the  sum 
OTupmaliy  charged  therefor.     (C.  O.  §§  567-569,  rev.  May  25. 1915.) 

(231.  Impersonating  marshals;  uruwuthorited  signs.-^-So  person, 
not  a  mardial  of  the  city^  idudl  hold  himself  out  to  the  ptdi>lic  as  being 
a  maidial,  or  as  being  in  any  way  authorized  to  act  as  a  marshal  or  to 
perform  tne  duties  of  a  marshal.  No  peraon,  not  a  marshal,  shall 
exhibit  any  sign  with  ihe  words  '^mandml's  bureaii"  thereon,  or  any 
other  words  or  terms  whereby  the  public  may  be  led  to  believe  that 
he  is  a  city  marshal  or  authorized  to  act  as  such,  or  that  his  office  is 
the  office  of  a  city  marshal.  No  city  marshsd  shall  knowingly  permit 
any  person,  not  a  city  marshal,  to-pmcHin  any  act  in  his  name,  or  to 
sign  or  use  his  name  in  the  performance  of  any  act  which  can  be 
p^ormed  only  by  a  city  maishal  in  person.     (Charter  §  1430.) 

S  232.  Violations, — ^Any  person  violating  any  of  the  provisions  of 
this  article  shall  be  punlediable  by  imprisonment  for  a  term  not  ex- 
oeeding  one  month,  or  by  a  fine  not  exceeding  $200  for  ea<di  offtose. 
(Charter  { 1436.) 

ARTICLE  10 

cm  SUHVBTOBS 

Sec.  240.  Board  of  examiners.  ^ 

§241.  Appointment  of  surveyors. 

S0c.'  240. '  Board  of  examiners, — ^There  is  hereby  constituted  a  board 
to  be  known  as  the  examining  board  of  city  surveyors,  which  ^all 
consist  of  the  chief  engineer  of  the  board  of  estimate  and  apportion- 
ment, esD-officio,  of  two  engineers  appointed  by  the  board  of  aldermen 
from  the  consulting  or  topographical  engineers  in  the  regular  employ 
of  the  dty  and  of  two  city  surveyors,  who  shall  be  appointed  by  the 
boiurd  of  aldermen.  The  terms  of  office  of  the  first  examine;i9  so  ap- 
pointed, except  the  chief  engineer  of  the  board  of  estimate  and  appor- 
tSonment,  shall  be  one,  two,  three  and  four  years,  respectively,  as 
designated  by  the  board  of  aldermen,  and  until  their  successors  are  ap- 
p<^irted;  and  as  their  terms  respectively  expire  their  successors  shall 
be  appcnnted  for  a  full  term  of  four  years,  which  shaU  thereafter  be 
the  fml  and  r^ular  term  of  office  of  said  examiners. 

The  examining  board  of  city  surveyors  shall  have,  the  power  and 
it  shall  be  their  dutyr  to  meet  at  stated  intervals,  atia  specially 
when  the  board  of  aldermen  shall  in  writing  request  them  so  to  do: 
to  examine  aU  persons  who  may  desire  to  be  appointed  surveyors 
of  the  City  of  New  York  by  tests,  which  will  determine  their  com- 
peteuey  and  fitness,  and  who  shall  present  a  receipt  from  the  city 
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clerk  showing  thai  the  examining  fee,  as  hereinafter  provided,  has 
been  paid;  to  certify  to  the  board  of  aldermen  within  ten  days  after 
aa  examination  has  been  held  a  list  in  the  order  of  standing  of  ail 
liiose  appUcants  who  have  qualified  in  such  examination. 

No  person  ehall  be  examined  as  hereinbefore  provided  until  an 
examirting  fee  oi  five  dollars  shall  have  been  paid  to  the  city  clerk, 
who  is  herdby  authorized  and  directed  to  receive  the  same  and  to 
issue  a  receipt  therefor,  and  the  fee  so  collected  ahaU  be  paid  by  the 
dtv  clerk  into  liie  treasury  of  the  Ci^  of  New  York. 

$241.  Appointment  of  surveyors. — ^There  shall  be  so  many  8urv^<Mrs 
for  the  City  of  New  York  as  the  board  of  aldermen  shall  from  time  to 
time  appomt;  but  hereafter  no  appointment  shall  be  made  exc^t 
from  a  list  certified  to  the  board  of  aldermen  by  the  examining  board 
of  city  surveyors,  as  hereinbrfore  provided.  JSach  city  surveyor  be- 
fore entering  upon  the  duties  of  his  office,  shaU  take  an  oath  wcU 
and  truly  to  paform  the  same.    (Amend.,  App.  May  1,  1915.) 

TliiB  artiicie,  u  amended  abcnre,  repealed  former  seotioiiB  240,  341,  942,  248 
and  244. 

ARTICLE  11 

PUBUC  ADMINISTBATOB 

Sec.  250.  R^orts. 

i251.  Baiik  accounts,  supervision  of  comptroll^. 
252.  Distribution  ot  deced^its'  assets. 

Sec.  250.  Reports,, — ^The  public  administrator  of  the  county  of 
New  York  shall,  on  the  twentieth  dav  of  December,  in  each  year, 
report  to  the  board  of  aldermen  the  titles  of  all  actions  prosecuted  by 
or  against  him,  and  then  pending  and  undetermined,  with  such  other 
information  in  respect  thereto  as  he  may  deem  necessary  or  proper. 
He  shall  report  to  the  comptroller  on  the  first  Thursday  of  each 
month,  and  of tener  if  required,  the  amount  of  moneys  received  bv 
him  since  his  last  return  on  account  of  any  estate  upon  which  he  shall 
have  administered.  He  shall,  at  the  same  time,  report  to  the  board 
of  aldermen  a  transcript  of  such  of  his  accounts  as  have  beei^  dosed  or 
finally  settled,  and  or  those  on  which  any  money  has  been  received 
by  him  as  part  of  the  proceeds  of  any  estate  on  which  he  has  adminia- 
tered;  he  shall  deposit  all  moneys  by  him  collected  and  receivecL  ^aa 
required  by  law,  in  such  bank  as  the  corporation  counsel  shall  select 
from  the  designated  depositories  of  the  city's  moneys.  (0.  O. 
§§  15-17.) 

§  251.  Bank  accovnis^  supervision  of  compiroUer, — ^The  public 
administrator  of  the  county  of  New  York,  shall,  whenever  required, 
^diibit  to  the  comptroller  the  bank  bode  showing  his  deposits,  and  aU 
other  vouchers  ana  documents  relating  to  his  office.  The  comptroller, 
before  signing  any  check  for  money  deposited,  shall  e^^unine  the 
bank  books  ahowinx  the  dqiosits,  and  the  vouchers  on  which  the 
check  is  required  to  be  drawn,  imd  shall  satisfy  himself  f u)ly  as  to  the 
correctness  thereof  and,  in  case  of  doubt  or  difficulty,  he  shall  r^XHrt 
the  case  to  the  board  of  aldermen  for  its  direction.   (U.  O.  &$  18, 19.) 

§252.  Distribution  of  decedents*  assets, — ^The  comptroller  may 
dimbute  and  pay  any  balance  of  an  intestate's  estate  remidniBg  in 
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the  city  treasiuy  to  the  peraons  iegAlly  entitled  thereto,  wfacQ«¥er  he 
and  the  public  administratw  oi  the  eotinty  (A  New  Ycxk  shaU  be 
satisfied  that  the  person  claiming  the  same  is  legally  entitled  thereto; 
but,  if  they  be  not  satisfied  thereof,  they  shall  report  the  oaae  to  tlie 
boajxl  of  aldennen  for  its  direction.    (O*  O.  §  20.) 

ARTICLE  12 

PUBLIC  BMPLOTMIBNT  BUBBAU 

Sec.  260.  Organisation  and  purpose. 
§261.  Records. 
1 262.  Co-operation  with  kindred  agencies. 

Sec.  260.  Organization  and  purpose. — There  shall  be  a  public 
employment  bureau  in  and  for  the  city,  attadied  to  the  depaitinent 
oi  licenses,  with  the  principal  office  in  the  borough  of  Manhattan, 
and  a  branch  office  in  such  other  boroughs,  as  may  be  deemed  neces- 
sary and  designated  by  the  commissioner  of  licenses,  for  the  purpose 
of  aiding  unemployed  persons  in  securing  employment  and  employers 
oi  labor  in  securing  employees;  but  no  fee  shall  be  charged  oy  the 
bureaii,  or  any  officer  or  employee  thereof,  for  such  purpose.  The 
employees  of  the  bureau  shsJl  consist  of  such  assistants  and  clerics' 
as  mav  be  found  necessary  for  properly  carrying  on  its  work,  and 
they  shaU  be  appKiinted  and  removea  by  the  commissioner  of  licenses 
in  accordance  with  the  rules  and  regiuationa  of  the  municipal  civil 
service  commission. 

f  201.  Records, — ^There  diatt  be  kept  in  the  principal  office  of  the 
bureau,  and  in  each  and  every  branCn  office  thereof,  such  sydtem  of 
records  as  may  be  necessary  properly  to  record  and  classify,  accord- 
ing to  trade  Or  profession,  (1)  all  applicants  for  positions;  (2)  all 
positions  to  be  filled  as  reported  to  said  bureau;  (3)  all  persons  sent 
to  those  seeking  employees;  (4)  all  such  persons  who  secure  employ- 
ment, and  (5)  such  other  records  as  the  commissioner  may  deem 
necessary.  A  report  of  the  transactions  of  each  branch  office  shall 
be  transmitted  daily  to  the  principal  office  of  the  bureau. 

§  262.  Co-<meration  with  kindred  agencies. — ^The  bureau  shall,  in  so 
far  as  it  may  be  feasible,  co-operate  with  such  emplo3rment  bureaus 
or  intelligence  offices  as  now  exist,  or  wtdch  may  hereafter  be  estab- 
lished and  conducted  by  the  United  States  or  the  State  of  New  York. 
(Ord.  May  5, 1914.) 


ARTICLE  la 

TAXBS  AND   AHBICHftirmfTB 

See.  365.  Fees  for  searches. 

{266.  Apportionment  of  taxes. 

8eo.265.  Fees  for  searches, — ^The  folk>wing  fees  shall  be  paid  to  and 
eollected  by  the  «olIeetor  of  assessments  and  arreairs,  for  the  benefit' 
of  ,tlie  eity  treasury,  on  his  fumislung  a  bill  oi  artmn  or  making 
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searcbes  upon  a  requisition  for  aenndiee,  on  each  lot  or  piece  of 
property  mentioned  or  referred  to  ther^n,  namely: 

a.  In  respect  of  water  rents,  50  cents; 

b.  In  Repect  of  taxes,  50  cents; 

c.  In  respect  of  BMesBinentH,  50  c^tta; 

d.  For  bis  certificate  upon  any  such  bill  or  search,  when  requested, 
10  cents.    (C.  0.  J  77.) 

i  266.  ApportwnmeiU  qf  luxes. — When  Bevoral  lots  or  parcels  of 
land  belonging  to  different  persons  are  assessed  for  taxes  in  one  par- 
cel, the  c(»nptroUer  may  make  the  proper  apportibninent  of  the  tas 
among  the  diSerent  owners.    (C.  O.  i  29.) 

ARTICLE   U 


Sec.  270.  Bonds  of  city  officers. 


of  markets 5,tlU0  00 

City  clerk 20,000  00 

City  clerk's  caahier 3,000  00 

Deputy  city  clerk,  borough  of  The  Bronx 1,000  00 

borough  of  Broc^lyn S.OOa  00 

boroi^  of  Queens 1,000  00 

borough  of  Riohmond 1,000  00 

Ootmnissioner  of  weights  and  matmres  and  eadt  in-  > 

tpttetot-at  wai^its  and  measuree 3,000  00 


Chief  clerk,  bureau  of  weights  and  measures $    1,000  00 

Corporation  counsel 5,000,  00 

Fire  commissioner  (as  treasuter  of  fire  department). 20,000  00 

Police  commissioner  (as  trustee  of  police  pension  fund) 100,000  00 

Supervisor  of  the  City  Record. ....,..., 6,0(X)  00 

iDeputy  supervisor  of  the  City  Recoid 5,000  00 

Each  commissioner  of  public  works iPiOOQ  00 

Water  register 15,000  00 

(Charter  §§  162,  351  and  C.  O.) 

(As  amended  September  18, 1917.) 
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i 

CHAPTBR  8 

Amusements  and  Ediibitions 

Artide  1.  General  provisions. 

2.  Motion-picture  exhibitions. 

3.  Common  shows. 

ARTICLE  1 

GENERAL  PBOVISION8 

Sec.  1.  Exhibitions  and  performances  to  be  licensed. 
§  2.  Issue  of  licenses,  fee. 
§  3.  Commutation  of  license  fee. 
§  3a.  Admission  tickets  and  charge  therefor. 
§  4.  Revocation  of  license. 
§  5.  Unlicensed  performances  and  exhibitions. 
§  6.  Preceding  sections  not  applicable  to  certain  performances. 
"  6a.  Charity  entertainments. 

7.  Exits,  to  be  numbered  and  indicated  on  programmes. 

8.  Protection  against  fire  or  panic. 

9.  Obstruction  of  aisles  and  passageways.  / 

10.  Sunday  observance. 

11.  Sale  of  liqiuors;  female  waiters. 

11a.  Sale  of  tickets  by  ticket  offices;  issue  of  licenses;  fee;  revoca- 
tion; penalties. 

I  12.  Ticket  speculators. 
I  13.  Violations. 

r 

Sec.  1.  Exhibitions  and  performances  to  be  licensed. — No  person  shall 
exhibit  to  the  public  in  any  building,  garden  or  grounds,  concert-room 
or  other  place  or  room  within  the  city,  any  interlude,  tragedy,  comedy, 
opera,  ballet,  play,  farce,  minstrelsy  or  dancing,  or  any  other  enter- 
tainment of  the  stage,  or  any  part  or  parts  thereof,  or  any  equestrian, 
circus  or  dramatic  performance,  or  any  performance  of  jugglers,  or 
rope  dancing,  or  acrobats,  until  a  license  for  the  place  of  such  exhibition 
for  such  purpose  shall  have  been  first  had  and  obtained,  as  hereinafter 
provided.  (|  1472.  N.  Y.  Charter,  now  superseded  by  this  ordinance 
and  following  sections  as  provided  by  §  3  of  the  Amendatory  Act  of  1901.) 

While  this  section  includes  public  entertainments  on  a  stage,  The  Mayor  v.  Eden 
Musee  Co.,  102  N.  Y.  503,  it  has  been  held  not  to  apply  to  those  given  merely  to 
advertise  goods,  Weistblatt  v.  Bingham,  58  Misc.  328;  People  v.  Martin,  Deul,  J., 
N.  Y.  Law  Journal,  Feb.  8,  1912;  People  v.  Campbell,  51  App.  Div.  565.  This 
section  is  practically  the  same  as  §  1998  of  the  Consolidation  Act,  L.  1882,  ch.  410, 
and  there  are  also  earlier  decisions  under  that  section.  In  Collister  v.  Hfiyman, 
183  N.  Y.  250,  it  was  held  this  section  conferred  no  new  rights  upon  the  patrons  of 
theatres. 

§2.  Isstte  of  licenses,  fee. — The  commissioner  of  licenses  is  hereby 
authorized  and  empoweml  to  grant  and  issue  the  license  referred  to 
in  the  preceding  section,  to  continue  in  force  until  the  first  day  of  May 
next  ensuing  the  grant  thereof,  on  receiving  for  each  license  so  granted, 
and  before  the  issuing  thereof,  the  sum  of  $500;  provided  that  in  the 
borough  of  Richmond  such  license  fee  shall  be  $100.  Such  licenses 
shall  be  uniform  and  may,  in  the  discretion  of  the  commissioner,  contain 
provisions  and  conditions  which,  in  his  judgment,  may  be  essential  for/ 
the  welfare  and  benefit  of  the  people  of  and  visitors  to  the  city,  including 
provisions  and  conditions,  respecting  the  tickets  or  other  tokens  entitling 
their  holders  to  admission  to  such  places,  and  respecting  the  hours  of 
opening  and  closing  thereof.     (Charter  §  1473.) 


»  AMtrSEMBNTO  AND  EXHIfilTIONB  33 

S  1473.  N.  Y.  Charter,  changed  by  giving  power  to  issue  Kettise  to  Conumssioner 
of  lioente*  instead  of  the  police  department.  It  has  been  frequently  held  that 
granting  the  license  was  discretionary,  not  to  be  controlled  by  mandamus  unless 
discretion  was  abused.  |^ee  People  ex  rel.  Rota  v.  Baker,  136  App.  Div.  7;  People 
ex.  rel.  Armstrong  v.  Murphy,  65  App.  Div.  123;  People  ex  rel.  Worth  v.  Grant, 
58  Hun,  455.  Power  to  restrict  and  regulate  lawful  occupations  must  be  exercised 
with  care  to  right  of  individuals.  Great.  N.  Y.  Athletic  Club  v.  Wurster,  19  Misc. 
443  (Gaynor,  X).    See  Matter  of  Onnsby  v.  Bell,  218  N.  Y.  212. 

§3.  CommtUcUion  of  license  fee. — The  commissioner  of  licenses  is 
hereby  authorized  to  grant  licenses  for  exhibitions  or  performances, 
as  provided  in  sections  1  and  2  of  this  article,  for  any  term  less  than 
one  year»  and  in  any  case  where  such  license  is  for  a  term  of  three  months 
or  less,  he  is  hereby  authorized  to  commute  the  fee  therefor  for  a  sum 
less  than  $500,  but  in  no  case  less  than  $250,  for  a  theatre,  or  $150  for  a 
circust  concert-room  or  other  building  or  place  whatsoever;  provided 
that  in  the  borough  of  Richmond  such  commutation  of  license  fee  shall 
be  $60.    (Ord.  Feb.  14,  1911.  as  amend.) 

§3a.  Admission  tickets  and  charge  therefor. — The  right  of  admission 
to  any  exhibition  or  performance  conducted  by  a  licensee  under  a  li- 
cense, issued  by  the  Commissioner  of  Licenses  pursuant  to  the  preceding 
sections  of  this  article,  shall  be  evidenced  by  a  ticket,  card  or  other 
token  on  the  face  of  which  shall  be  conspicuously  printed  the  regular 
or  established  price  or  charge  therefor;  and  if  such  licensee,  or  any  officer 
or  employee  thereof,  shall,  for  the  sale  of  such  a  ticket,  card  or  token, 
directly  or  indirectly,  exact,  accept  or  receive  any  greater  amount 
then  the  sum  of  the  regular  or  established  price  or  charge  therefor  printed 
on  the  lace  thereof,  plus  the  amount  of  any  tax  impost  by  the  Govern- 
ment of  the  United  States  upon  such  ticket,  card  or  token  or  the  right 
of  admission  thereunder,  the  license  of  such  licensee  may  be  revoked 
and  annulled  in  the  manner  provided  by  this  article;  and  such  licensee, 
or  such  officer  or  employee,  who  shall  so  exact,  accept  or  receive  any 
such  greater  amount  shall  be  liable  to  the  punishment  prescribed  by 
seotion  13  oi  this  article.     (New.) 

§  4»,  Relocation  of  license. — ^Any  license  provided  for  by  the  preceding 
sections  may  be  revoked  and  annulled  by  any  judge  or  justice  of  a  court 
of  record,  upon  proof  of  a  violation  of  any  provision  of  this  article.  The 
proof  shall  be  t^en  before  such  judge  or  justice,  upon  notice  of  not  less 
than  two  days  to  ediow  cause  why  such  license  should  not  be  revoked. 
He  shall  hear  the  proofs  and  allegations  in  the  case  and  determine  the 
same  summarily,  and  no  appeal  ^all  be  taken  from  his  determination. 
Any  person  whose  license  shall  have  been  revoked  or  annulled  ^all  not 
thereafter  be  entitled  to  a  license  imder  any  provision  of  this  chapter. 
On  any  examination,  pursuant  to  a  notice  to  show  cause  as  aforesaid, 
the  licensee  may  be  a  witness  in  his  own  behalf.    (Charter  §  1476.) 

This  secUon  must  be  construed  with  §  10,  infra,  which  provides  aa  to  revocation 
for  fihinday  performances.  See  Matter  of  City  of  New  York,  131  App.  Div.  767. 
Also  see  Pec^le  ex  rel.  Hammerstein  v.  O'Gorman,  124  App.  Div.  222;  In  re  Sulli- 
van, ai  Misc.  1;  Matter  N.  Y.  Sabbath  Committee,  44  Misc.  422. 

§5.  Unlicensed  performances  and  exhibitions. — In  case  any  person 
shall  open  or  advertise  to  open  any  theatre,  circus  or  building,  garden 
or  ground,  concert-room  or  other  place,  for  any  exhibition  or  perform- 
ance referred  to  in  section  1  of  this  article,  without  first  haying  obtained 
a  license  therefor,  as  provided  for  l^y  sections  2  or  3  of  this  article,  the 
corporation  counsel  may  apply  to  the  supreme  court,  or  any  justice 
thereof,  for  an  injunction  to  restrain  the  opening  thereof  until  its  pro- 
prietor shall  have  complied  with  the  requirements  of  those  sections,  and 
also  with  such  order  as  to  costs  as  the  court  or  justice  may  deem  just 
and  proper  to  make,  which  injuneti(m  may  be  allowed  upon  a  com- 
plaint in  the  name  of  the  city,  in  the  same  manner  as  injunctions  are 
now  usually  allowed  by  the  practice  of  said  court.  Any  injunction  al- 
lowed under  this  section  may  be  served  by  posting  the  same  upon  the 
outer  door  of  the  theatre  or  circus  or  building  wherein  such  exhibition 
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may  be  proposed  to  be  held;  or,  if  the  same  shall  be  in  a  fsarden  or  fsrounds, 
then  by  posting  t^e  same  at  or  on  or  near  the  entrance  way  to  any  such 
place  of  exhibition.  In  case  of  any  proceeding  against  the  manager 
or  proprietor  of  any  such  theatre,  circus  or  building,«or  garden  or  grounds, 
as  aforesaid,  it  shall  not  be  necessary  to  prove  the  personal  service  of 
the  injunction,  but  the  service  hereinbefore  provided  shall  be  deemed 
and  held  sufficient.     (Charter  §  1479.) 

(See  Wallack  v.  Society,  07  N.  Y.  23.) 

§6.  Preceding  sections  not  applicable  to  certain  perfomumces* — The 
provisions  and  requirements  of  the  preceding  sections  of  this  artidiB 
shall  not  be  held  to  apply  to  any  building,  hall,  room  or  rooms,  in  which 
only  private  theatricals,  tableaux  and  other  exhibitions  for  charitable 
and  religious  purposes  are  given,  nor  to  the  manager  of  edibitions 
given  by  amateurs  for  the  benefit  of  any  church,  mission,  parish  or 
$unday  school,  or  for  any  other  charitable  or  religious  purpose  nor 
shall  the  same  be  held  to  apply  to  any  masonic  temple;  nor  to  the  trustees 
of  any  masonic  hall  and  asylum  fimd,  so  long  as  the  revenues  of  said 
temple  shall  continue  to  be  applied  to  the  use  of  the  masonic  hall  and 
asylum,  or  other  charitable  purpose;  nor  to  the  Educational  Alliance, 
nor  to  the  directors  or  officers  thereof,  as  such,  with  respect  to  amr 
building  which  shall  in  whole  or  in  part  be  owned  or  leased  by  said  Alli- 
ance, while  so  owned  or  leased,  or  so  long  as  the  revenue  thereof  shall 
continue  to  be  applied  to  the  support  of  the  Alliance  and  to  the  re- 
ligious, charitable,  social,  educational  or  literary  purposes  thereof,  nor 
to  performances  held  imder  the  auspices  of  Community  Councfls, 
provided  the  revenue  thereof  shall  be  applied  to  the  support  of  Ck)m- 
munity  Coimcils,  and  tiie  social,  educational  and  literary  purposes 
thereof.     (Charter  §  1480.) 

Adopted  July  13,  1920.    Became  effective  July  26,  1920. 

S6a.  Charity  entertainments. 

1.  Definition,  (a)  '*  Manager  of  a  charity  entertainment."  Wher- 
ever used  in  this  section  the  term  "manager  of  a  charity  entertainment" 
shall  be  deemed  to  mean  a  person  who  imdertakes  or  assists  in  the 
management  of  any  theatrical  performance,  conc^t,  lecture,  ball, 
atheletic  exhibition  or  other  entertainment,  publicly  advertised  as  f<n' 
charity,  or  for  the  benefit  of  any  person,  association  or  institution, 
except  for  the  benefit  of  a  subordinate  lodge  or  branch  of  duly  constituted 
or  incorporated  fraternities  or  kindred  societies,  and  incorporated  religious 
institutions,  where  an  admission  fee  is  charged  or  a  collection  taken  up. 

2.  License,  bond  and  fee. — No  manager  of  a  charity  entertainment, 
not  having  been  connected,  for  a  period  of  at  least  3  months  immedi- 
ately preceding  the  undertaking,  with  the  regularly  incorporated  eharitv 
or  charities,  for  the  benefit  of  which  the  entertainment  is  held,  shall 
advertise  any  charity  entertainment,  or  receive  money  from  the  pro- 
motion of  same,  without  a  license  therefor,  and  without  having  given 
bond  to  the  city  with  sufficient  surety,  to  be  approved  by  the  commis- 
sioner of  licenses,  in  the  penal  sum  which  shall  be  fixed  b^  such  com- 
missioner conditioned  for  the  due  observance  of  the  provisions  of  iaw 
or  ordinance  relating  to  such  entertainments. 

The  license  fee  of  eadi  manager  of  any  theatrical  performance,  con- 
cert, lecture,  ball  or  other  entertainment,  or  any  consecutive  series  of 
such  entertainments,  shall  be  $1.00. 

3.  Estimate  of  expenses. — ^Every  manager  of  a  charity  entertainment 
shall  file  with  the  bureau  of  licenses,  wmi  the  application  for  such,  a 
stat^nent  of  estimated  expenses,  with  the  percentage  of  the  gross  pro- 
ceeds or  fixed  amoimts  to  be  retained  by  the  managers,  or  other  conditions 
ol  nnplojrment.  Every  manager  of  a  charity  entertainment  shall  also 
publi^  a  statement  of  the  sum  total  of  the  estimated  expenses  of  any 
entertainment  or  series  of  entertainments,  or  a  statement  of  the  per- 
centage of  the  gross  proceeds  to  be  devoted  to  the  charitable  object  or 
objects,  or  both,  which  shall  appear  in  a  conspicuous  i^aoe  on  any  ad- 
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vertisexnent,  postera,  programs,  invitations,  letters  of  credential  or 
appeal,  and  on  the  license. 

4.  Records  of  receipts  and  expenditures. — ^Every  manager  of  a  ohar^ 
ity  entertainment  shall  keep  records  of  every  such  entertainment,  in 
which  shall  be  legibly  written  a  list  of  all  the  receipts  and  expenditures, 
including  the  accruals,  and  this  list  shall  be  open  at  all  reasonable  times 
to  the  inspection  of  ^e  coptimissioner  of  licenses,  and  shall  be  filed  in 
the  Bureau  of  Licenses  within  '  10  days  after  such  entertainment,  or 
series  of  entertainments  has  taken  place  as  a  public  record. 

Sec.  2.  Any  violation  of  the  provisions  of  this  section  rfiall  be  punish- 
able by  a  fine  of  $250  or  by  imprisonment  for  a  term  of  6  months,  or 
by  botfi  such  fine  and  imprisonment.    (New.) 

Adopted  November  27,  1917.    Approved  December  3,  1917. 

§  7.  Exits,  to  be  numbered  and  indicated  on  programmes, — ^The  owner, 
lessee,  manager,  or  other  person  having  charge  or  control  of  any  thealure 
shall  cause  each  and  every  door  and  means  of  exit,  for  use  in  case  of 
fire  or  panic,  to  be  niimbered  conspicuously,  sa  as  to  be  visible  to  the 
audience  by  whom  the  same  may  be  used,  and  shall  have  or  cause  to  be 
printed  in  conspicuous  typ^,  on  the  progranune  or  bill  of  the  play,  a  plan 
<^  diagram  and  explanation  showmg  each  of  said  exists  theieon,  and 
referring  to  the  nimibers  aforesaid.     (Charter  §  1487.) 

§  8.  Protection  against  fire  or  panic.— The  fire  commissioner  may 
detail,  not  to  exceed  two  members  of  the  uniformed  fOTce  of  the  fire 
department,  to  each  and  every  place  of  amusement  wh^^  machinery 
or  scenery  are  in  use,  while  such  place  is  open  to  the  public.  Their  duty 
shall  be  to  guard  a^unst  fire,  to  take  charge  and  control  of  the  means 
provided  for  its  extmguishment,  and  control  and  direct  the  employees 
of  the  place  to  which  they  may  be  detwled  in  the  extinction  of  any  fire 
which  may  occur  therein.  A  member  of  the  uniformed  force  on  such 
detail  shall  inspect  every  portion  of  the  building  to  which  he  may  be  de- 
tailed, during  each  public  performance  therein,  for  the  purpose  of  guarding 
and  protecting  the  occupants  from  fire  or  panic.  In  all  places  of  public 
amusement  or  entertainment,  not  included  in  the  foregoing  provisions 
of  this  section,  except  in  fireproof  buildings,  there  shall  be  employ^ 
by  the  owner  or  proprietor  thereof  one  or  more  watchmen,  whose  ex- 
clusive duty  it  shall  be  to  protect  and  guard  the  inmates  of  such  buildings 
from  fire  and  other  sources  of  danger.     (Ord.  Dec.  19,  1911,  in  part.) 

59.  Obstruction  of  aisles  and  passageways. -^-Whenever  any  mem- 
ber of  the  imiformed  force  of  the  fire  department  shall  discover  in  any 
inside,  aisle  or  passageway  in  any  such  place  of  amusement,  any  camp 
stool,  chair,  sofa,  or  other  obstruction,  or  any  person  standing  or  sitting 
therein,  during  any  public  performance,  he  i^all  forthwith  notify  the 
proprietor  or  manager  of  such  place  of  amusement,  or  any  usher,  agent 
or  other  employee  of  such  proprietor  or  manager  then  present,  to  cause 
the  obstruction  to  be  forthwith  removed,  or  to  cause  the  person  standing 
or  sitting  in  such  aisle  or  passageway  to  forthwith  vacate  the  same, 
except  as  hereinafter  provided.  If  such  manager,  proprietor,  usher, 
agent,  or  employee  shall  cause  or  permit  any  camp  stool,  chair,  sofa,  or 
other^obslxuction  to  be  placed  or  remain  in  any  aisle  or  passageway  in 
any  such  place  of  amusement,  or  shall  cause,  or  permit,  any  person  to 
stand  or  sit  therein,  diuing  any  public  performacne,  or,  having  been  so 
notified,  shall  neglect  or  refuse' to  cause  such  obstruction  to  be  forthwith 
removed,  or  such  person  to  forthwith  vacate  the  aisle  or  passageway,  " 
they  shall  each  severally  be  deemed  to  have  violated  the  provisions  and 
requirements  of  this  section;  provided,  however,  that  where  there  is  a 
passageway  in  the  rear  of  the  seats  in  such  place  of  amusement,  more 
than  6  feet  in  depth,  it  shall  be  lawful  to  permit  persons  to  stand  therein, 
as  follows: 

a.  Standtng  in  passageways* — If  the  passageway  is  more  than  6  feet 
and  less  than  16  feet  deep  persons  may  stand  therein,  provided  an  un- 
obtftmcted  passageway  of  at  least  6  feet  in  depth  is  left  open,  and  there 
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are  no  more  than  4  rows  of  persons  standing;  if  the  passageway  is  more 
than  16  feet  deep,  any  number  of  persons  or  rows  of  persons  may  stand 
therein,  provided  that  an  unobstructed  passageway  of  at  least  10  feet 
in  depth  is  left  open;  and  in  places  of  amusement  having  a  passageway 
in  the  rear  of  the  seats,  6  feet  or  less,  in  depth,  but  having  in  addition 
an  ..outer  passageway  in  the  rear  thereof,  to  which  all  aisle  heads  have 
straight  and  direct  access,.  2  rows  of  persons  may  be  permitted  to  stand 
in  such  passageway  in  the  rear  of  such  seats,  but  under  no  circumstsuices 
more  than  2  such  rows; 

b.  Standing  in  bcdconies. — In  balconies  or  galleries,  only  one  row  of 
persons  shall  be  permitted  to  stand; 

c.  Standing  room  to  be  indicated. — ^The  space  to  be  occupied  by  said 
standees  shall  be  separated  from  the  space  to  be  left  clear  for  passage, 
by  tape,  ribbon  or  other  easily  broken  material,  supported  by  light 
posts  fixed  in  stationary  sockets  and  not  less  than  3  nor  more  than  4 
feet  from  the  floor;  all  to  be  so  constructed  and  placed  as  to  be  no  ob- 
struption  in  case  of  panic  or  emergency; 

d.  Standing  in  aisles. — But  in  no  event,  nor  under  any  circumstances, 
shall  any  person  be  allowed  to  stand  in  or  at  the  head  of  any  aisle. 

(Ord.  Dec.  19,  1911,  in  part.)  See  also  Building  Code  (ch.  5,  Art.  23)  as  to  build- 
ings of  a  public  character  and  requirements  for  public  safety.  That  aisles  and  pas* 
sageways  in  theatres  should  be  kept  free  and  clear  has  baen  repeatedly  held,  see 
Fire  Dept.  v.  Stetson,  14  Daly,  125;  Fire  D^t.  v.  Hill,  14  N.  Y.  Supp.  158;  Sturgis  v. 
Coleman,  38  Misc.  302.  In  Sturgis  v.  Grau,  39  Misc.  330,  it  was  held  the  space  waa 
not  a  passageway.  Blocking  aisles  in  a  motion-picture  theatre  held  violation  of 
§  1530,  Penal  Law.  Russell,  C.  J.,  People  v.  Marks,  N.  Y.  Law  Journal,  Feb.  15, 
1913. 

§  10.  Sunday  observance. — No  person  shall  exhibit  on  the  first  day 
of  the  week,  commonly  called  Siinday,  to  the  public,  in  any  building, 
garden,  grounds,  concert-room  or  other  room  or  place  within  the  city, 
the  performance  of  any  tragedy,  comedy,  opera,^  ballet,  farce,  negro 
minstrelsy,  negro  or  other  dancing,  wrestling,  boxing,  with  or  without 
gloves,  jarring  contest,  trial  of  strength,  or  any  part  or  parts  thereof, 
nor  any  circus,  equestrian  or  dramatic  performance  or  exercise,  nor  any 
performance  or  exercise  of  jugglers,  acrobats,  club  performances^  or 
rope  dancers;  but  nothing  herein  contained  shall  be  deemed  to  prohibit 
at  any  such  place  or  places  on  the  first  day  of  the  week,  conmionly  called 
Sunday,  sacred  or  educational,  vocal  or  instrumental  concerts,  lectures, 
addresses,  recitations  and  singing,  provided  that  such  above  mentioned 
entertainments  shall  be  so  given  as  not  to  disturb  the  public  peace  or 
amoimt  to  a  serious  interruption  of  the  repose  and  religious  liberty 
of  the  community.  Any  person  wilfully  offending  against  the  provisions 
of  this  section,  and  every  person  knowingly  aiding  in  such  exhibitions, 
except  as  herein  provided,  by  advertisements  or  otherwise,  and  every 
owner  or  lessee  of  any  building,  part  of  a  building,  grounds,  garden  or 
concert-room,  or  other  room  or  place,  who  shall  lease  to  let  out  the  same 
for  the  purpose  of  any  such  exhibition  or  performance,  except  as  herein 
provided,  or  assent  that  the  same  be  used  for  any  such  purpose,  shall  be 
subject  to  a  penalty  of. $500,  which  penalty  the  corporation  counsel  is 
hereby  authorized  to  prosecute,  sue  for  and  recover;  and,  on  the  re- 
covery of  a  judgment  for  the  penalty  herein  provided,  against  any 
manager,  proprietor,  owner  or  lessee,  consenting  to  or  causing  ol*  al- 
lowing, or  letting  any  part  of  the  building  for  the  purpose  of  any  ex- 
hibition or  performance,  prohibited  by  this  section,  the  license  which 
shall  have  been  previously  obtained  by  such  manager,  proprietor,  owner 
or  lessee  shall  be  of  itself  vacated  and  annulled.  (Ord.  Dec.  19,  1907, 
with  slight  changes.) 

The  ordinance  is  not  to  be  deemed  invalid  because  Penal  Code  makes  the  same 
offense  a  misdemeanor.  City  N.  Y.  v.  Alhambra  Theatre  Co.,  136  App.  Div.  509; 
aff'd,  202  N.  Y.  528.  An  ordinance  forbidding  any  show  to  be  given  for  pay  on 
Sunday  in  Yonkers,  held  to  be  reasonable.  Hamilton  v.  Lennon,  Mayor  Yonkere, 
N.  Y.  Law  Journal,  Jan.  21,  1915. 

§  10a.  BasebaU  Oames  on  Sunday. — It  shall  be  lawful  to  play  bf^seball 
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samM.  to  which  an  admissioii  fee  may  ch'  may  not  be  ohaned.  on  the 

first  day  of  the  week,  commonly  called  Sunday,  alter  tiro  o'doak  in  the 
afternoon,  provided,  however,  that  where  pn<»«  are  obargad  for  wit- 
neanajt  bOHb^  gataea  they  shall  not  aioeed  Uioee  chnrBed  for  similar 
eames  on  other  daya  of  the  week.     (New.) 
Adapted  April  29,  1019.    Approved  May  1,  1919. 

J  11.  Saie  of  liquors;  female  vaiteri. — No  wine,   beer  or  strong  or 
"'  ■'  ....        . .        -     aiahed  to  any  person  in  the  audi- 

ibition  or  performance  mentioDCd 
.partment  oonnected  therewith  by 
e,   eioept  that  the  commisaiooer 
1  subject  to  such  regulBtions  and 
it  the  same  to  be  soid  or  furnished 
:>r   iDBtmmeDtal   music   only,    are 
>y  him  as  herein  provided.    Such 
long  as  it  shall  be  lanful  under 
I  wine,  beer  or  stronger  spirituous 
ivoked  at  any  time  by  the  ooin- 
iT  furnish  or  permit  or  assent  to 
'  female  to  wait  on.  or  attend  in 
to  the  audience  or  spectators,  or 
Ds  or  performances  mentioned  in 
luHic  arouaement  in  the  city, 
not  be  construed  to  interfere  with 
society,  organised  and  maintained 
for  the  cultivation  of  Tocal  or  instrumental  music,  to  exercise  and  practise 
the  same  in  good  faith  for  theraeelves  only,  and  not  for  the  observation 
and  entertainment  of  the  public;  nor  shall  the  use  or  occupation  by  any 
Huch  society  for  the  purposes  aforesaid  of  any  hall  or  room,  connected 
with  any  place  wherein  by  the  laws  of  this  state  it  is  lawful  to  sell  wine, 
be«r,  or  strong  or  spirituDus  liquors,  be  construed  to  make  such  hall  or 
room  a  place  of  public  amosemeDt.  within  the  provisions  of  this  act.    No 
license  snail  be  granted  for  any  exhibition  or  perfomuuioe,  given  in  viola- 
tion of  this  section,  and  any  and  every  eihibition  and  performance  at 
which  any  of  the  provisions  of  this  section  shall  be  violated,  shall  of 
itself  vacate,  annul  and  render  void  and  of  no  effect  any  license  which 
shall  have  been  pre vioualy  obtained  by  any  manager,  proprietor,  owner  or 
lessee  consenting  to,  causing,  allowing  or  letting  any  part  of  a  building  for 
the  purposcof  such  eihibitiun  and  performance.     (Charter  {1 1483,  MS4.} 
i  lla.  Saie  of  tidceta  by' Kcket  offices;  issue  of  Ikentee:  fee;  retoealion, 
penalliee. — No  person  shall  engage  in  the  business  of  seUing  the  tickets, 
cards  or  other  tokens  evidencing  the  right  of  admission  to  exhibitions 
or  performances  conducted  by  licenseeB  under  licenses  issued  by  the 
commissioner  of  licenses  pursuant  to  the  preceding  sections  of  this 
article,  or  shall  open  or  conduct  an  office,  agency  or  other  place  by  what- 
ever name  known  at  which  such  tickets  arc  sold  or  offered  for  sate,  unless 
a  license  shall  have  been  issued  to  such  person  by  the  commissioner  of 
licenses  upon  tha  payment  of.  the  fee  herein  prescribed.     Every  license 
shall  expire  on  the  Grst  day  of  May  next  ensuing  the  grant  thereof. 
The  fee  for  such  a  license  shall  be  S250.     A  licensee  under  this  section, 
or  any  officer  or  employee  thereof,  shall  not  directly  or  indirectly  exact, 
accept  or  receive  for  any  ticket  or  other  token  of  admission  to  an  ex- 
hibition or  performance  conducted  by  a  licensee  under  the  preceding 
sections  of  this  article  any  pealer  amount  than  50  cents  in  excess  c*  the 
sum  of  the  regular  or  eetatdishcd  price  or  charge  therefor  printed  on  the 
face  of  such  tiidcet.  plus  the  amount  of  any  tax  imposed  by  the  Govern- 
ment of  the  United  States  upon  such  ticltet  or  the  right  of  admission 
thereunder.     The  Ucense  of  any  lioensee  under  this  section  may  be 
revoked  and  annulled  in  the  manner  provided  by  section  4  of  this  article, 
for  any  violation  of  this  section.    Any  person  who  shall  engage  in  any 
liininras  or  conduct  an  office,  agency  or  other  place,  for  which  a  license 
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ia  required  by  tlua  moUod,  witfaout  prooiuing  sudi  lioeoie,  ■lisU,  upon 
coQvictian  thereof,  be  liaUe  to  the  puiuBhment  preecnibed  by  Motion 
13  of  this  article.  TIub  aeotion  ehatl  not  be  deemed  to  reqoire  a  lioeluee 
under  sections  one  and  two  of  this  article  to  obtain  an  additicmal  lioense 
for  tbe  sale  by  bim  of  tickets  of  a. 
' ""  iducted  by  him. 


any  person  who  shall  viomte,  or  refuse  or  neglect  to  comply  with,  any 
provieion  of  this  article  shall,  upon  convictiOD  thereof,  be  punished  by  a 
fine  of  not  more  than  tSOO  or  by  impriaomnent  for  not  more  than  6 
moaths,  or  by  both  such  fine  and  imprisonment;  and  any  such  peraoti 
shall,  also  for  each  offense,  be  subject  to  the  payment  of  a  penalty  in  tho 
sum  of  >360,  to  be  recovered  in  a  civil  action  toDUEht  io  the  name  of  the 
city.    (Charter  i  1477;  also  {(  1482,  1485  and  Ord.  Dee.  19,  1907.) 

ARTICLE  2 


-pietura  theatiea. 
otion-picture  theatre  licenses, 
appliances. 


Sec.  30.  D^niliont. — TTnlesa  otherwise  expressly  stated,  wheoever  used 
in  this  article,  the  followrnic  terms  shall  respectively  be  deemed  to  mean: 

1.  lUotum-picttiTet,  a  display  OD  a  screen  or  other  device  o!  pictures 
or  objects  in  motion  or  rapidly  changing  scenery,  whether  or  not  such 
display  shall  be  acMnspanied  by  a  lecture,  recitation  or  vocal  ra  instru- 
ment^ music; 

2,  Motton-pietun  theatre,  any  traUio  hall  or  room  In  which  motion- 
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pictitfea  M8  <iis|)lio^ed,  in  which,  the  seating  capacity  does  not  exceed 
600  persons  Wl  in  which  there  is  no  stage  or  scenery; 

3.  OpertHiir  motitin-pitUure  theatre,  any  public  place  or  space  in  the 
open  air,  in  which  motion  pictures  are  exhibited  and  in  which  there 
is  no  stage  or  scenery.    (Ord.  Ju^  8,  1913*  {§  352a,  352b.) 

§  31.  Control  of  motum-picture  (heatree. — Hie  conmiissioner  of  licenses 
shall  regulate  and  control  all  motion-picture  theatres  and  open-air  motion- 
picture  theatres.  The  commissioner  shall  appoint  such  inspectors  as  may 
be  necessary  to  carry  out  the  provisions  of  this  article.     (Id.,  §  352c.) 

Qrantinc  a  license  is  in  discretion  of  mayor  and  not  abuse  when  refused  near  a 
school.    Peoi>le  ex  reL  Moses  v.  Gajmor,  77  Misc.  576. 

When  moving-pictures  were  new  and  before  this  ordinance  there  was  a  question 
whether  they  were  common  shows.  Weisblatt  v.  Bingham,  58  Misc.  S2S;  People  v. 
Wacke,  77  Misc.  196. 

§  32.  Liiceneea.  1.  Isatie  and  re^aue. — ^All  motion-picture  theatres  and 
open-air  motion-picture  theatres  must  be  duly  licensea.  The  commissioner 
may  grant  and  issue  any  license  required  by  this  section.  Motion  picture 
theatre  licenses  and  open-air  motion-picture  theatre  licenses  shall  expire 
on  the  30th  day  of  June  next  succeeding  the  date  of  the  issue  thereof. 

2.  Feee. — License  fees  shall  be  as  follows: 

For  each  motion-picture  theatre,  SlOO; 

For  each  open-air  motion-picture  theatre,  $50; 

For  motion-i>icture  theatre  licenses,  and  open-air  motion-picture 
theatre  licenses  issued  between  th^  1st  day  of  January  and  the  80th  day 
of  June,  inclusive,  of  any  year,  one-half  ihe  above  mentioned  fee  shaU 
be  pa.id,    (New.) 

{  32a.  Exceptions. — ^All  the  provisions  of  this  article  excepting  the 
provisions  of  subdivision  2  of  section  30,  and  subdivision  2  of  section  32, 
and  all  the  provisions  of  article  24  of  chapter  5,  excepting  the  provisions 
of  section  501,  subdivisions  1,  3  and  5  of  section  502,  subdivisions  2,  3 
and  4  of  section  503,  and  subdivisions  1,  2  and  4  of  section  506,  shall 
apply  to  any  motion-picture  theatre  in  a  hotel  located  at  a  summer  re- 
aort,  where  the  seating  capacity  does  not  exceed  1,000,  and  in  which  there 
is  no  stage  or  scenery,  and  to  which  no  admission  fee  is  charged  or  exacted ; 
provided,  however,  that  ho  such  motion  picture  theatre  shall  be  operated 
above  or  below  the  ground  floor  of  any  building  and  that  the  Commis- 
sioner of  Licenses  shall  have  power  in  his  discretion  to  enforce  the  pro- 
visions of  subdivisions  3  and  4  of  section  503,  relating  to  exits  and  courts. 

The  Ucepse  fee  for  a  motion-picture  theatre  as  defined  by  the  above 
paragraph  shall  be  $100.    (Ord.  eff.  July  7,  1916.) 

§  33.  Apjplication  for  motion'jncture  theatre  licensea. — Ai>plications  for 
motion-picture  theatre  licenses  or  for  open-air  motion-picture  theatre 
licenses  shall  be  made  to  the  commissioner  of  licenses,  who  shall  pass 
upon  the  location  of  the  theatre  and  upon  the  character  of  the  applicant 
for  the  license  without  delajr^  Upon  the  application  for  the  issue  or 
reissue  of  a  license  for  a  motion-picture  theatre  or  an  open-air  motion- 
picture  theatre,  the  commissioner  shall  request  the  fire  department,  the 
aepartment  of  water  supply,  gas  and  electricity,  the  department  of  health, 
and  the  bureau  of  buildings  of  the  borough  ^n  which  such  theatre  is  lo- 
cated, to  inspect  the  same,  and  the  said  departments  and  the  appropriate 
tMireau  of  buildings  shall,  within  ten  days  after  receiving  such  requests, 
file  in  the  department  of  licenses  detailed  written  reports,  which  shall  in- 
clude a  statement  of  any  violation  of  law,  ordinance  rule  or  regulation  relat- 
ing to  such  structure,  and  any  dangerous  condition  existing  therein.  Upon 
the  failure  of  an^  department  or  bureau,  except  the  fire  department 
and  the  bureau  of  buildings  having  jurisdictiont  to  file  such  report,  the 
commissioner  may  disregard  such  department  or  bureau  and,  in  his 
discretion,  may  issue  a  license.  Each  applicant  for  a  license  for  a  motion- 
picture  theatre  or  an  open-air  motion-picture  theatre,  shall  file  plans  and 
specifications  for  the  ^eatre  with  the  bureau  of  buildings  of  the  borough 
in  which  the  theatre  is  situated,  or  is  to  be  erected  or  constructed,  and 
a  copy  of  such  plans  and  specifications,  duly  approved  by  the  appropri- 
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ate  superintendent  of  buildings,  shall  be  filed  in  the  department  of 
licenses  with  the  application  for  the  license.     (Id.,  §  352c  rearranged.) 

§  34.  Means  of  egress.  1.  JndiaUion. — Over  every  exit  there  must 
be  painted  on  the  inside  in  letters  not  less  than  6  inches  high,  the  word 
"Exit"  in  legible  type,  and  one  red  light  or  illuminated  sign  must  be 
placed  inside  over  each  exit,  and  illuminated  while  the  audience  is  present. 

2.  Obstruction,  prohibited. — ^All  exit  doors  and  dogrs  leading  to  fire- 
escapes  in  six  motion-picture  theatres  and  open-air  motion-picture 
theatres  must  be  unlocked  when  the  theatres  are  open  to  the  public.  All 
passageways  and  exits  to  the  street  required  by  law  or  ordinance  must 
be  kept  free  and  clear,  and  shall  be  used  for  no  other  purpose  than  for 
entrance  and  exit  to  and  from  the  theatre.  No  aisle,  passageway  or 
space  in  the  rear  of  the  seats  in  such  a  theatre  shall  be  obstructed  by 
any  camp  stool,  chair,  sofa,  or  settee,  nor  shall  any  person  be  permitted 
to  stand  or  sit  therein.    (Id.,  §  352D.) 

Obstruoting  aisle  a  misdemeanor  under  §  1530,  Penal  Law.  People  v.  Marks, 
N.  Y.  Law  Journal,  Feb.  15,  1913. 

§  36.  Fire  prevention.  1.  Care  of  Mms. — ^Every  booth  in  which  a 
motion-picture  projecting  machine  wall  be  operated  shall  contain  an 
approved  fireproof  box  for  the  storage  of  all  picture  films  not  on  the 
projecting  machine,  and  films  shall  not  be  stored  in  any  other  place 
on  the  premises.  No  film  shall  be  rewound  and  repaired  in  a  motion- 
picture  theatre,  except  in  the  booth  or  in  some  other  enclosure  approved 
as  fireproof  by  the  £re  commissioner.  The  requirements  of  this  section 
shall  apply  to  portable  booths  and  booths  in  open-air  theatres,  as  well 
as  to  motion-picture  theatres.    (Id.^  §§  352D,  352E.) 

"  2.  Cdlara.  The  basement  or  cellar  undra  the  auditorium  shall  be  kept  free  and 
clear,  except  the  space  used  for  the  heating  apparatus,  for  machinery  connected 
with  the  theatre  and  for  coal  and  except  further  that  such  basement  or  cellar  if 
separated  from  the  auditorium  by  an  unpierced  floor,  either  of  fireproof  construc- 
tion or  covered  on  the  under  side  with  fire-retarding  material  approved  by  the 
Fire  Commissioner  and  Superintendent  of  Bureau  of  Buildings,  may  be  occupied 
for  a  business  deemed  by  the  Fire  Commissioner  not  to  be  hasardous.*'  (Amend. 
Nov.  9,  1915.) 

§  36.  Fire  extinguishing  appliances. — ^Portable  fire  extinguishing  ai>- 
pliances,  approved  by  the  fire  conmiissioner,  shall  be  provided  in  every 
motion-picture  theatre  and  open-air  motion-picture  theatre,  of  the  fol- 
lowing kind  and  nimiber: 

1.  10-quart  capacity  buckets,  painted  red  with  the  word  "Fire"  in 
black,  the  letters  4  inches  high,  to  the  number  of  6  for  places  seating 
less  than  3(X)  without  a  gallery,  and  2  additional  if  there  be  a  gallenr, 
and  to  the  nuniber  of  10  in  places  seating  over  300  persons,  and  4  addi- 
tional buckets  if  there  be  a  gallery; 

2.  Fire  extinguishers,  approved  by  the  fire  commissioner,  of  which 
2  shall  be  on  the  main  floor  and  2  in  the  gallery,  if  there  be  one,  and 

1  in  the  operating  booth; 

3.  4-];>ound  flat-head  ax^,  2  of  which  shall  be  on  the  main  floor  and 

2  in  the  gallery,  if  there  be  one; 

4.  2  buckets  filled  with  dry  sand,  to  be  kept  in  the  operating  booth. 
(Id.,  §  352D.) 

§  37.  Heating. — When  the  temperature  of  the  outdoor  air  is  below 
60  degrees  F.,  the  air  in  a  motion-picture  theatre,  while  an  audience 
is  present,  shall  be  maintained  at  a  temperature  not  lower  than  62  de- 
grees F.  nor  higher  than  70  degrees  F.  If  gas  stoves,  oil  stoves  or  other 
apparatus  throwing  off  products  of  combustion  are  used  to  heat  such  a 
theatre,  said  products  of  combustion  must  be  carried  to  the  outside 
air  by  means  of  a  fireproof  flue  or  flues.  No  radiator  shall  be  placed 
in  the  aisles  of  such  a  theatre,  so  as  to  lessen  the  width  below  the  mini- 
mum reouirement. 

§  38.  Lighting. — Every  portion  of  a  motion-picture  theatre,  as  defined 
aforesaid,  including  exits,  courts  and  corridors  devoted  to  the  uses  or 
accommodation  of  the  public,  dhall  be  so  lighted  by  electric  light,  during 
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alt  cbchibitions  and  untU  the  entire  audience  has  left  the  preaaaeBf  that 
a  person  with  normal  eyesight  ^ould  be  able  to  read  the  Snellen  stand- 
aid  test  type  40  at  a  aistance  of  20  feet,  and  type  30  at  a  distance  of 
10  feet;  normal  eyesight  meaning  ability  to  read  type  20  at  a  distance  of 
20  feet,  in  daylight.  Cards  showing  tyi>ea  20,  30  and  40  shall  be  dis- 
played on  the  side  walls,  together  with  a  copy  of  this  section. 

S  39.  Ventilating. — Motion-picture  theatres,  as  defined  aforesaid,  hav- 
ing less  than  200  cubic  feet  of  air  space  for  each  person,  or  motion-picture 
theatres  in  which  the  outside  window  and  door  area  is  less  than  one- 
^^th  of  the  floor  area,  shall  be  provided  with  artificial  means  of  ventila- 
tion which  shall  supply,  diuing  the  time  when  the  audience  is  present, 
at  least  500  cubic  feet  of  fresh  air  per  hour  for  each  person. 

Motion-picture  theatre^  having  more  than  200  cubic  feet  of  air  space 
for  each  person,  or  having  outside  windows  and  doors  the  area  of  which 
is  equal  to  at  least  one-eighth  of  the  floor  area,  shall  be  provided  with 
artificial  means  of  ventilation,  that  shall  be  in  operation  when  the  out- 
side temperature  requires  the  windows  to  be  kept  closed,  and  which 
shall  supply,  during  the  time  the  audience  is  present,  at  least  500  cubic 
feet  of  fresh  air  per  hour  for  each  person.  When  the  artificial  ventilation 
is  riot  in  operation,  ventilation  by  means  of  open  doors  and  windows 
shaft  be  sufiicient  to  provide  each  person  with  500  cubic  feet  of  fresh 
ajr  per  hour.  ^^ 

Motion-picture  theatres  having  more  than  1,000  cubic  feet  of  air  space 
for  each  person  and  having  outside  windows  and  doors,  the  area  of  which 
is  equal  to  at  Least  one^ig^th  of  the  total  floor  area,  shall  not  be  required 
to  have  artificial  means  of  ventilation,  provided  the  air  is  thorougUy 
changed  by  freely  opening  doors  and  windows,  immediately  before  the 
admission  of  the  audience  and  at  least  every  4  hours  thereafter. 

No  part  of  the  fresh  air  supply  required  by  anjr  paragraph  of  this 
section  shall  be  taken  from  any  source  containing  vitiated  air.  The  area 
of  outside  doors  and  windows  shell  mean  the  area  capable  of  being  freely 
opened  to  the  outside  air  for  ventilation  purposes.  When  fresh  air  is 
supplied  by  means  of  ventilating  Openings,  at  least  1  inlet  shall  be  sit- 
uated at  one  end  of  the  room,  and  at  least  1  outlet  at  the  other  end  of 
the  room.  Where  exhaust  or  inlet  fans  are  necessary,  at  least  1  of  such 
fans  shaJU  be  placed  in  an  outlet  opening.  The  inlet  opening  or  openings 
shall  be  placed  in  the  floor  or  within  2  feet  from  the  floor,  and  the  outlet 
opening  or  openings  in  the  ceiling,  or  within  2  feet  of  the  ceiling.  The 
inlet  openings  and  their  surroundings  shall  be  kept  free  from  dust  so 
that  tiie  incoming  air  shall  not  convey  dust  or  sthr  up  dust  as  it  enters. 

During  the  time  spectators  are  present,  the  aii  in  the  theatre  shall 
be  kept  continuously  in  motion  by  means  of  fans  to  the  number  of  at 
least  1  to  every  150  persons.  Such  fans  shall  be  placed  in  positions 
remote  from  the  inlet  and  outlet  openings.  No  person  shall  be  exposed 
to  any  direct  draft  from  any  air  inlet. 

S  40.  Sanitation.  1.  ToUeta. — Separate  toilets  for  each  sex  must  be  pro- 
vided in  every  motion^picture  theatre  and  open-air  motion-picture  theatre. 

2.  CleanLineaa. — All  motion-picture  theatres  shall  be  kept  clean  and 
free  from  dust.  Their  floors,  where  covered  with  wood,  tiles,  stone, 
concrete,  linoleum,  or  other  washable  material,  shall  be  mopped  or 
scrubbed  with  water,  or  swept  with  moisture  or  by  some  dustless  method, 
at  least  once  daily,  and  shall  be  scrubbed  with  water  and  soap  or  water 
and  some  other  solvent  substance,  at  lesist  once  weekly.  All  carpets, 
rugs  and  other  fabric  floor  coverings  in  such  theatres  shall  be  cleaned  at 
least  once  daily,  by  suction  cleaning,  beating  or  dustless  swe^ing.  Cur- 
tains and  draperies  shall  be  cleaned  at  least  once  monthly,  by  suction 
cleaning,  beating  or  washing.  Cornices,  walls  and  other  dust-holding 
places  shall  be  kept  free  from  dust  by  washing  or  moist  wiping.  The 
wood  and  metal  parts  of  all  seats  shall  be  kept  clean.  Fabric  upholstering 
of  seats  and  railings  and  other  fixed  fabrics  shall  be  cleansed  by  suction 
cleaning,  or  other  dustless  method,  at  least  once  monthly.    (Id.,  §  352F.) 

§  41.  Public  morals. — The  inspectors  of  the  department  oiF  licenses 
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shall  investigate  the  character  of  exhibitions  in  motion-pictiffe 
theatres  and  open-air  motion-picture  theatres,  and  shall  report  to 
the  commissioner  any  offense  against  morality,  decency  or  pubUc 
welfare  committed  in  said  exhibitions.     (Id.,  §  352G.) 

§  42.  Private  or  nonrprofessional  exhibitions  of  motion  pictures. — 
The  provisions  of  this  article  shaU  nqt  apply  to  motion-picture 
^diibitions,  with  or  without  charge  for  admission,  conducted  under 
the  direct  management  of  educational  or  religious  instituticms,  or 
held  or  given  in  conjunction  with  and  incidental  to  banquets,  enter- 
tainments, lectures,  receptions,  or  dances,  nor  to  motion-picture 
exhibitions,  without  charge  for  admission,  given  or  held  not  more 
than  once  a  w^k  in  private  residences  or  in  bona  fide  social,  sci^- 
tific,  political  or  athletic  clubs,  nor  to  any  motion  picture  exhibi- 
tions in  which  the  apparatus  for  projecting  such  motion  t^ctures 
uses  only  an  enclosea  incandescent  lamp,  only  cellulose  acetate  or 
other  slow-burning  film  of  a  size  or  perforation  differing  from  the 
Standard  as  used  in  theatrical  machines,  and  is  approved  by  the 
Fire  Commissioner  as  being  unsuitable  for  the  use  of  inflammable 
motion-picture  films. 

1.  Before  motion  pictures  shall  be  exhibited,  as  above  provid^, 
there  shall  be  obtained  from  the  commissioner  of  licenses  a  permit 
for  such  exhibition,  application  for  which  shall  have  heexx  filed  in 
the  department  of  licenses. 

2.  Before  granting  such  permit,  the  commissioner  shall  cause  to 
be  inspected  the  premises  where  it  is  proposed  that  exhibition  shall 
be  held,  and  shall  grant  the  permit  if,  in  his  judgment,  the  safety 
of  the  public  is  properly  guarded,  and  provided  that,  for  an  audience 
of  more  than  75  people,  all  chairs  or  seats  shall  be  securely  fastened 
to  the  floor  or  fastenea  together  in  rows; 

3.  The  apparatus  for  projecting  such  motion  pictures  shall  be 
contained  in  a  fire-proof  booth  or  enclosure  constructed  as  required 
by  the  law;  except  the  apparatus  or  motion-picture  machine  uses 
only  cellulose  acetate  films  of  a  size  or  perforation  differing  from 
the  Standard  as  used  in  theatrical  machines,  and  uses  only  an  en- 
closed incandescent  lamp  and  is  approved  by  the  Fire  Commis- 
sioner as  being  unsuitable  for  the  use  of  inflammable  motion-picture 
films. 

4.  Every  such  exhibition  shall  be  subject  to  the  inspection  of  the 
officers  and  inspectors  of  the  department  of  licenses,  for  the  pur- 
poses of  this  article. 

5.  The  commissioner  of  licenses  may,  in  his  discretion,  impose  a 
fee  for  the  issuance  of  such  permit,  which  said  fee,  however,  shall 
not  exceed  $5  for  one  month  or  part  thereof. 

6.  Nothing  contained  in  the  foregoing  paragraphs  of  this  section 
shall  be  so  construed  as  to  permit  any  person,  association  or  club 
to  hold  any  motion  picture  exhibitions,  excepting  exhibitions  held 
under  the  direct  management  of  educational  or  religious  institutions 
or  given  or  held  in  conjunction  with  and  incidental  to  banquets,  ^i- 
tertainments,  lectures,  receptions,  expositions  or  dances,  where  an 
admission  is  charged  without  the  payment  of  such  license  fee  as  is 
provided  for  in  section  32,  article  2,  chapter  3  of  this  ordinance. 
(Amend.,  July  .16, 1915  and  Dec.  28,  1915.) 

§  43.  Operators  of  motion-picture  machines.  1.  License  required. — 
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No  person  shall  operate  any  motion-picture  apparatus  or  any  con- 
nection thereof,  unless  he  shall  have  been  duly  Ucensed  as  herein- 
after provided. 

2.  Application  for  license. — Any  parson  desiring  to  act  as  a  motion- 
picture  operator  shall  make  application  for  a  license  as  such  to  the 
commissioner  of  water  supply,  gas  and  electricity,  who  shall  furnish 
to  each  applicant  blank  forms  of  application  which  he  shall  fill  out 
and  file  with  the  commissioner. 

3.  Sxamincdion, — ^Tlie  commissioner  shall  make  rules  and  regula- 
tions governing  the  examination  of  applicants  and  the  issuance  of 
licenses  and  certificates;  provided  that  eadi  appUcant  shall  be 
^ven  a  practical  examination,  under  the  direction  of  the  commis- 
sioner. 

4.  Issue  of  license  and  certificate. — ^If,  on  such  examination,  the 
applicant  is  found  to  be  ccHnpetent  to  operate  motion-picture  appara- 
tus and  its  connections,  he  shall  receive  the  license  for  which  ne  has 
applied,  within  6  days  after  his  examination;  which  license  shall 
continue  in  force  for  1  year  from!  the  date  of  issue,  unless  sooner 
revoked  or  suspended.  With  every  license  granted  there  shall  be 
issued  to  the  person  obtaining  such  license  a  certificate,  made  bv  the 
commissioner  or  such  other  officer  as  'the  commissioner  may  desig- 
nate, setting  forth  that  the  person  named  therein  is  duly  authorized 
to  operate  motion-picture  apparatus  and  its  connections. 

5.  Posting  certificate, — ^Th^  certificate  shall  be  displayed  in  a  con- 
spicuous place  in  the  room  in  which  the  licensee  operates  a  motion- 
picture  apparatus  and  its  connections. 

6.  Discipline.'— The  license  and  certificate  may  be  revoked  or 
suspended  at  any  time  by  t^e  commissioner,  in  his  discretion,  for 
cause* 

7.  Renewal  of  license. — ^Bvery  license,  unless  revoked  or  sus- 
pended, as  herdn  provided,  may,  at  the  end  of  a  year  from  the 
oate  of  issue  thereof,  be  renewed  by  the  commissions  in  his  dis- 
cretion, upon  application  and  with  or  witiiout  further  examina- 
tion as  he  may  direct,  but  every  application  for  renewal  <^  lieense 
must  be  made  within  the  30  days  previous  to  the  expiration  of  midk 
license. 

8.  Unlicensed  overators. — No  person,  not  licensed  as  provided  in 
this  section,  riiall  oe  employed  to  operate  or  be  permitted  to  operate 
any  inotion-picture  apparatus,  or  any  connections  thereof,  in  any 
motion<4>icture  theatre,  open-air  motion-picture  theatre  or  other 
place  where  motion  pictures  are  exhibited,  to  which  the  public  is 
admitted,  with  or  without  charge  for  admission.  (Adapted  from 
§  529a.  Cfharter.) 

QruitiDg  license  for  moving-picture  operator  is  not  judicial  act  reviewable  by 
oertiomi. 

Matter  of  Whitten,  162  App.  Div.  506. 

§  44.  Viotations. — Any  person  who  shall  violate,  or  refuse  or  ne^* 
lect  to  comply  with,  any  provision  of  this  article  shall  upon  wm- 
viction  thereof,  be  pumuied  by  a  fine  of  not  more  than  $100,  or  by 
imprisonment  not  exceeding  30  days,  or  by  both  sach.  fine  and  im- 
prisonment; and  any  such  person  shall,  suso,  for  each  offense,  be 
subject  to  the  payment  of  a  penalty  in  the  sum  of  $50,  to  be 
eovered  in  a  ci\5l  wtion,    (C.  O.  §  379  slightly  changed.) 
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ARTICLE  3 

COMMON  SHOWS 

Sec.  60.  Definition. 

§  61.  License  required,  fee. 
§62.  Violations. 


• 


Sec.  60.  Definition. — A  common  show  shall  be  deemed  to  include  a 
carousel,  Ferris  wheel,  gravity  steeplechase,  chute,  scenic  cave, 
bicycle  carousel,  scenic  railway,  striking  machine,  switchback^ 
merry-go-round,  puppet  show,  ball  game,  and  all  other  shows  of  like 
character,  but  not  to  include  games  of  baseball,  nor  to  authorize^ 
gambling  or  any  games  orchance.    (CO.  §352.) 

The  power  to  leguiate  common  shows  is  found  in  section  51  of  tiie  charter. 
While  (ufferent  kinds  of  shows  are  enumerated  in  the  ordinance,  this  does  not  ez« 
elude  other  shows  which  contain  the  same  general  elements  of  public  exhibition 
such  as  are  usually  conducted  on  the  stage  for  the  benefit  and  amusement  of  the 
public.  Mayor,  etc.,  of  N.  Y.  v.  Eden  Muse^  American  Co.  (Ld.),  102  N.  Y.  503; 
Thurber  v.  Sharp,  13  Bar.  627;  Society  for  Reformation  of  Juvenile  Delinquents 
V.  Newbosch,  16  Week.  Dig.  349.  And  where  a  license  is  required  and  perform- 
ances are  successively  given  without  one,  injunction  lies.  Society  for  Reformation 
of  Juvenile  Delinquents  v.  Diers,  10  Abb.  Pr.,  N.  S.,  216.  Where  as  incidental  to 
selling  a  book  on  gambling,  an  exhibition  was  given,  held  not  to  require  a  Ucenso 
as  the  exhibition  was  not  the  main  object.  People  v.  Royal,  23  App.  Div.  258. 
Where  a  license  is  required,  and  the  Mayor  has  power  to  "grant  such  licenses,"  hd 
cannot  refuse  to  do  so  arbitrarily.  Matter  of  CKRourke,  9  Misc.  564.  Moving- 
picture  show  in  candy  store  is  a  common  show  requiring  a  license.  Weisblatt  v. 
Bingham,  58  Misc.  328.  When  license  may  be  suspended  and  revoked.  Fox' 
Amusement  Co.  v.  McCicllan,  62  Misc.  100;  McKenzie  v.  M^lellan,  62  Misc. 
342. 

Power  to  lioense  pubHc  amusement  is  to  be  used  in  discretion  of  officer  and  is  not 
mandatory  upon  the  tender  of  fee  prescribed. 

People  ex  reL  Worth  v.  Grant,  58  Hun,  455.  A  moving  picture  in  a  hotel  where 
no  fee  is  cha^g^  is  not  a  oommon  diow  requiring  lioense.  People  v.  Waoke,  77 
Misc.  196. 

§  61.  Lioense  requiredj  fee. — No  person  shall  maintain  or  operate 
a  common  show  without  a  license  therefor,  granted  and  issued  bv 
the  ocnnmissioner  of  licenses.  Such  licenses  shall  expire  on  the  15th 
day  of  March  next  succeeding  the  date  of  issuance  thereof,  unless 
sooner  suspended  or  revoked  by  the  commissioner.  The  fee  for  siMsh 
fieense  shall  be  $25. 

licenses,  for  common  shows,  now  in  force,  shall  expire  on  the  15th 
day  of  March,  1917.  Such  licenses  may  be  renewed  if  presented  on 
or  before  the  16th  day  <^  March,  1917,  and  for  each  full  calendar 
month  of  the  unexpired  term  of  the  old  hcaise,  a  pro  rata  amount  of 
the  fee  paid  therefor  shall  be  applied  toward  the  payment  of  the 
new  fee.    (Amend.  App.  Aug.  8,  1916.) 

§  62.  Violationa, — Any  person  who  shall  violate,  or  refuse  or 
neglect  to  complv  with,  any  provision  of  this  article  shall,  upon  con- 
viction thereof,  be  punished  by  a  fine  <rf  not  more  than  $10,  or  by 
in^risonment  not  exceeding  10  days,  or,  by  both  such  fine  and  im- 
prisonment; and  any  such  person  shall,  s^,  for  each  offense,  be 
subject  to  the  pasrment  of  a  penalty  in  the  eum  of  $10,  to  be  recovered 
in  a  civil  action.    (C.  O.  §379.) 

Section  60  is  within  the  power  of  the  Board  of  Aldermen  although  it  defines 
Miflidtmeaiior.    people  v.  Howell,  109  Misc.  510. 
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CHAPTSR4 
Bridges 
Aftifilel.  GenenJ  provisioiis. 

ARTICLE  1 

GENERAL  PROVISIONS 

Sec.  1.  Names  of  bridges. 

§  2.  Speed  of  vehicles  on  bridges. 

Sec.  1.  Names  of  bridges, — The  bridges  of  the  city  shall  hereafter 
be  known  as  follows: 

1.  Across  the  East  river: 

a.  Hie  New  York  and  Brooklyn  bridge  shall  be  designated  as  the 
BrooUyn  Brid^; 

b.  llie  new  East  river  bridge  shall  be  designated  as  the  Williams- 
burg Bridge; 

c.  Bridge  No.  3,  crossing  the  East  river,  shall  be  designated  as  the 
Manhattan  Bridge; 

d.  Bridge  No.  4,  crossing  the  East  river,  shall  be  designated  as  the 
Queensboro  Bridge. 

2.  Across  the  If arlem  river: 

a.  The  bridge  connecting  First  avenue,  borough  of  Manhattan, 
and  Willis  avenue,  boroi^  of  The  Bronx,  shall  be  designated  as  tiie 
Willis  Avenue  Bridge; 

b.  The  bridge  on  the  line  of  Third  avenue,  shall  be  designated  as 
the  Third  Avenue  Bridge; 

c.  The  bridge  connecting  Madison  avenue,  in  the  borough  of 
Manhattan,  and  East  138tn  street,  in  the  borough  of  The  Bronx, 
shall  be  designated  as  the  Madison  Avenue  Bridge; 

d.  The  bridge  connecting  West  145th  street,  m  the  borough  of 
Manhattan,  and  East  149th  street,  in  the  borough  of  The  £onx, 
shall  be  dea0;nated  as  the  145th  Street  Bridge; 

e.  The  bndge  connecting  West  155th  street,  borough  of  Man- 
hattan, and  Jerome  avenue,  borough  of  The  Bronx,  shall  be  desig- 
nated as  the  Macomb's  Dam  Bridge; 

f .  The  bridge  connecting  West  18lst  street,  borough  of  Manhattan, 
and  University  avenue,  borough  ^  The  Bronx,  sluJl  be  designated 
as  the  Washington  Bridge; 

g.  The  bridge  ooxmecting  West  207th  street,  borough  of  Man- 
hattan, and  West  Fordham  road,  borough. of  The  Bronx,  shall  be 
designated  as  the  University  Hcaghts  Briofge; 

h.  The  bridge  on  the  line  of  Broadway  shall  be  designated  as  the 
Ship  Canal  Bndge. 

3.  Bridaf»  in  the  borough^  The  Bronx: 

a.  The  bridge  over  Mott  Haven  canaL  on  the  line  of  East  135th 
street,  shall  be  demgnated  as  the  135th  Street  Bridge; 
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b.  The  bridge  over  the  Bronx  river,  on  the  line  of  Westchester 
avenue,  shall  be  designated  as  the  Westchester  Avenue  Bridge; 

c.  The  bridge  over  Westckesta:  cre^,  on  the  line  of  East  177th 
street,  shall  be  designated  as  the  Unionport  Bridge; 

d.  The  bridge  over  Eastchestcr  bay,  connecting  Eastern  boulevard 
and  Pelham  Bridge  road,  shall  be  designated  as  the  Pelham  Bridge; 

e.  The  bridge  over  Pelham  Bay  narrows,  oonneoting  City  Isuiid 
road  and  City  Island  avenue,  shall  be  designated  as  the  City  Island 
Bridge: 

f .  The  bridge  over  Eastchester  creek,  on  the  line  of  Boston  road, 
shall  be  designated  as  the  Eastchester  Bridge. 

4.  Bridges  in  the  borough  of  Brooklyn: 

a.  The  bridge  over  Gowanus  canal,  on  the  line  of  Hamilton  ave- 
nue, shall  be  designated  as  the  Hamilton  Avenue  Bridge; 

b.  The  bridge  over  Gowanus  canal,  on  the  line  of  9th  street,  shall 
be  domgnated  as  the  9th  Street  Bridge; 

c.  The  bridge  over  Gowanus  canal,  on  the  line  of  3d  street,  shall 
be  designated  as  the  3d  Street  Bridge; 

d.  Tne  bridge  over  Growanus  canal,  on  the  line  of  Carroll  street, 
shall  be  designated  as  the  Carroll  Street  Bridge; 

e.  The  bndge  over  Gowanus  canal,  on  the  line  of  Union  street, 
shall  be  designated  as  the  Union  Street  Bridge; 

f.  The  bridge  over  5th  Street  basin  (Growanus  canal),  on  the 
line  of  Third  avenue,  shall  be  designated  as  the  Third  Avenut 
Bridge; 

g.  The  bridge  over  Wallabout  canal,  on  the  line  of  Washington 
avenue,  shall  be  designated  as  the  Washington  Avenue  Bridge; 

h.  Tne  bridge  on  the  line  of  Metropolitan  avenue,  over  English 
kills,  shall  be  designated  as  the  Metropolitan  Avenue  Bridge; 

i.  The  bridge  over  the  Coney  Island  creek,  connecting  West  18th 
street  and.  West  17th  street,  shall  be  designated  as  the  Harway 
Avenue  Bridge; 

j.  The  bridge  over  Sheepshead  bay,  on  the  line  of  Ocean  avenue, 
shall  be 'designated  as  the  Ocean  Avenue  Bridge; 

k.  Hie  bridge  over  the  Coney  Island  creek,  on  the  line  of  the  SheD 
road,  shall  be  designated  as  the  Shell  Eoad  Bridge. 

5.  Newtown  creSc  bridges: 

a.  The  bridge  connecting  Manhattan  avenue,  borough  of  Brook- 
lyn, ^id  Vernon  avenue,  borough  of  Queens,  shall  be  designated  as 
tne  Vernon  Avenue  Bridge. 

b.  The  bridge  on  the  line  of  Greenpoint  avenue  shall  be  designated 
as  Uie  Greenpoint  Avenue  Bridge; 

c.  The  bridge  connecting  Meeker  avenue,  borough  of  Brookhna, 
and  Laurel  HiU  boulevard,  borou^  of  Queens,  shall  be  designated  as 
the  Medcer  Avenue  Bridjge;  • 

d.  The  bridge  on  the  Ime  of  Grand  street,  shall  be  designated  as 
the  Grand  Street  Bridge. 

6.  Bridges  in  the  borough  of  Queens: 

a.  The  bridge,  over  Dutch  Kills  creek,  on  the  line  of  Borden 
avenue,  shall  be  designated  as  the  Borden  Avenue  Bridge; 

b.  Tne  bridge  over  Dutch  Kills  creek,  on  the  Hne  ot  Hunta*'8 
Point  avenue,  idiall  be  designated  as  the  Hunter's  Point  Avenue 
Bridge; 


c.  The  bridge  over  Flushing  river,  on  the  line  of  Jackson  avenue, 
shall  be  desi^ated  as  the  Flushing  Bridge: 

d.  The  bridge  over  Flushing- rivisr  on  tne  line  of  Rodman  street, 
shaU  be  designated  as  the  Strong's  Cfauseway  Bridge; 

e.  The  bridge  over  Allev  crcwk^  on  the  lifte  of  Jackison  avenue,  shall 
be  designated  as  the  Little  Neck  Brieve. 

7.  Bridges  in  the  borough  of  Richmond: 

a.  The  bridge  over  L^on  creek,  on  the  line  of  Bayview.avenue, 
shall  be  designated  as  the  Lemon  Creek  Bridge; 

b.  The  bridge  over  Richmond  Greek,  on  the  line  of  Brieve  avenue, 
shall  be  designated  as  the  Fresh  Kills  Bridge.    (Ord.>  Jan*  4,  1915.) 

§  2.  Speed  of  vehicles  on  bridges, — ^No  p^'scm  i^all  operate,  drive  or 
propel  any  vehicle,  and  no  owner  riding  tiiereon  or  therein  shall 
cause  or  permit  the  same  to  be  driven  or  prop^bd  upon  the  Brooklyn 
bridge  at  a  rate  of  speed  greater  than  8  miles  per  hour^  nor  upon  any 
other  public  bridge  m  the  city  at  a  rate  oi  speed  greater  than  IS  miles 
per  hour.    (Ord;  Jan.  4,  IQll".} 
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CHAPTEft6 
Building  Code 

Article    1.  G^ieral  provisioiis.  * 

2.  MaterialB. 

3.  Working  stresses  and  loads. 

4.  Classification  of  buildings. 

5.  Restricted  areas. 

6.  Height,  size  and  arrangement. 

7.  Light  and  ventilation. 

8.  Exit  facilities. 

9.  Projections  be^rond  building  line. 

10.  Safeguards  during  construction. 

11.  Partition  fences  and  walls. 

12.  Excavations  and  foundations. 

13.  Masonry  construction. 

14.  Wood  construction. 

15.  Iron  and  steel  construction. 

16.  Reinforced  concrete  construction. 

17.  Fireproof  construction. 

18.  Safeguards  against  the  spread  of  fire. 

19.  Chimneys,  and  heating  apparatus. 

20.  Roofing  and  roof  structures. 

21.  Miscellaneous  requirements. 

22.  Frame  buildings. 

23.  Buildings  of  a  public  character. 

24.  Motion-picture  theatres. 

25.  Theatres  and  other  places  of  amusement. 
26. 

27.  Elevators. 

28.  Fire  extinguishing  appliances. 

29.  Plumbing  and  other  systems  of  piping. 
30. 

31.  Unsafe  buildings  and  collapsed  structures. 

32.  Enforcement  of  chapter. 

The  following  embodies  the  Biiilding  Code  approved  by  the  Mayor  on  Oct.  24, 
1899,  as  amended.  The  power  to  enact  a  Building  Code  is  vested  in  the  municipal 
authorities  by  section  647  of  the  Greater  New  York  Charter.  (L.  1897,  ch.  378.) 
The  commission  of  experts  which  was  authorised  to  prepare  the  Code  took  as  the 
basis  for  the  work  the  Laws  of  1882,  chapter  410,  which  codified  the  law  under  the 
former  Citv  of  New  York;  the  Laws  of  1888,  chapter  583,  which  codified  the  build- 
ing laws  of  the  former  City  of  Brooklsm,  and  the  Laws  of  1894,  chapter  481.  The 
revised  Charter,  L.  1901,  ch.  466,  sec.  43,  explicitly  confers  ample  general  powers 
on  the  Board  of  Aldermen  to  "make,  establish,  alter,  modify,  amend  and  repeal  all 
ordinances,  rules  and  .  .  .  building  re|:ulations,"  etc.,  and  section  407  ex- 
pressly continues  in  force  the  Building  Code  m  force  on  January  1, 1902.  Many  of 
the  old  laws  are  now  superseded  by  the  Tenement  House  Act. 

The  Building  Code  in  force  May  1,  1904,  made  a  chapter  of  the  Cit^  Ordinances 
by  L.  1904,  ch.  682,  sec.  2.  It  can  be  amended  by  the  Board  of  Aldermen  under 
sec.  407,  L.  1901,  ch.  466.  Such  ordinances  so  passed  have  same  e£Fect  as  an  act  of 
the  Legislature.  City  of  N.  Y.  v.  Trustees  Sailors'  Snug  Harbor,  85  App.  Div.  355; 
Post  V.  Kerwin,  133  App.  Div.  404;  City  N.  Y.  v.  Foster,  147  App.  Div.  258, 
•ff'd  205  N.  Y.  593;  Racine  v.  Morris,  136  App.  Div.  467,  aff'd  201  N.  Y.  240. 

Board  of  Aldermen  has  exclusive  power  to  adopt  Building  Code.    McGuineM  ▼« 
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AUieoD  Realty  Co.,  46  Misc.  8.  The  order  of  a  board  or  official  of  Fiie  Dent,  may 
be  ezanuned  as  to  its  reasonableness.  !Fire  Dept.  v.  Gilmourr.  149  N.  Y.  453, 
The  sections  of  the  Building  Code  are  merely  ordinances  which  will  be  construad 
and  enforced  in  the  same  general  principles  as  the  geneml  ordinances  and  Sanitary 
Code.    For  some  decisions  of  general  application  see  notes  after  article  32. 

•ARTICLE  1 

GENERAL  PROVISIONB  ' 

Sec.  1.  Scope.  ^ 

2.  Dennitions. 

3.  Application  for  permits. 

4.  Permits. 

5.  Certificate  of  occupancy. 

6.  Modifications. 

7.  Rules. 

8.  Approved  materials,  appliances  and  methods  of  constriiction. 
§  9.  Seal  of  building  bureau. 

§  10.  Right  of  entry  of  officers  and  employees. 

Section  1.  Scope,  1.  Short  title. — ^This  chapter  shall  be  known  and 
cited  as  the  Building  Code. 

2.  Matter  covered, — ^AU  matters  conceminff,  affecting  or  relating 
to  the  construction,  alteration  or  removal  of  DuildiQgs  or  structures, 
erected  or  to  be  erected  in  the  city  are  presumptively  provided  for 
in  this  chapter,  except  in  so  far  as  such  provisions  are  contained  in 
the  Charter,  the  Tenement  House  Law,  the  Labor  Law,  or  the  rules 
promulgated  in  accordance  with  the  provisions  of  this  chapter  by  the 
superintendents  of  buildings  of  the  several  boroughs. 

This  section  must  be  complied  with,  even  where  a  building  b  being  erected  for 
the  State.  City  of  N.  Y.  v.  Burleson  Hardware  Co..  89  App.  Div.  222.  Jurisdiction 
of  Fire  Dept.  over  buildings  erected  on  docks  and  piers,  upheld  as  to  enforcing 
Building  Laws.    N.  Y.  Fire  Dept.  v.  Atlas  S.  6.  Co..  106  N.  Y.  566. 

3.  Chapter  remedial, — ^This  chapter  is  herdJy  declared  to  be  reme* 
dial,  and  ahaXL  be  construed  Ubei^y,  to  secure  the  beneficial  inter- 
ests and  purposes  thereof. 

4.  AU  new  work  to  conform, — No  wall,  structure,  building  or  part 
thereof  shall  hereafter  be  constructed,  nor  shall  the  plumbing  nor 
drainage,  or  other  equipment,  of  any  building,  structure  or  premises, 
so  far  as  provided  for  in  this  chapter,  be  constructed  or  altered  in  the 
dty,  except  in  conformity  with  the  provisions  of  this  chapter.  No 
building  fuready  erected,  or  hereafter  to  be  built  in  said  city,  shall  be 
altered  m  any  manner  that  would  be  in  violation  of  any  of  the  provir 
sicms  of  this  chapta*,  or  anv  rule  or  approval  of  the  superintendeat  of 
buildings  made  and  issued  thereunder;  but  nothing  m  this  ch^ter 
shall  prohibit  the  raising  or  lowering  of  any  building  to  meet  a  change 
of  grade  in  the  street  on  which  it  is  located,  provided  that  the  build- 
ing is  not  otherwise  altered. 

5.  Undeveloped  locoZities.— In  such  parts  of  the  city  outside  the 
fire  limits  and  suburban  limits,  in  which  a  systan  of  streets  has  not 
been  established  only  so  much  of  the  requir^nents  of  this  chapter 
shall  apply  as  in  the  judgment  of  the  superintendent  of  buildmgs 
may  be  necessary  for  safety  of  life  and  health;  but  this  shall  not  be 
construed  to  permit  the  erection  of  any  building  to  exceed  in  height 
or  area  the  Unnts  fixed  by  this  chapter  for  such  buildings. 
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6*  Buildings  affected. — ^All  provisions  ""of  this  chapter  shaU  apphr . 
with  equal  force  to  municipal  buildings  as  they  do  to  private  buud- 
ings,  except  as  may  be  specifically  p>rovided  for  by  law. 

§2.  Definitions, — ^Unless  otherwise  expressly  stated,  the  follow- 
ing terms  shall,  for  the  purposes  of  this  chapter,  have  the  meanings 
herein  indicated. 

,  a.  Words  used  in  the  present  tense  include  the  future;  words  in 
the  masculine  gender  include  the  feminine  and  neuter:  the  singular 
number  includes  the  plural  and  the  plural  the  singular;  thfe  word 
"person**  includes  a  corporation  as  well  as  an  individual;  "writing" 
includes  printing,  and  printed  or  typewritten  matter;  "oath"  m- 
cludes  affirmation;  "signature"  or  "subscription"  includes  "mark," 
when  the  person  cannot  write,  his  name  being  written  near  it. 

b.  The  term  "occupied"  as  appUed  to  any  building,  shall  be  con- 
strued as  though  followed  by  the  words  "or  intended,  arranged  or 
designed  to  be  occupied." 

c.  The  term  "approved"  as  applied  to  any  material,  device  or 
mode  of  construction,  means  approved  by  tne  superintendent  of 
buildings  under  the  provisions  of  this  chapter,  or  by  any  other 
authority  designated  by  law  to  give  approval  in  the  matter  m  ques- 
tion, 

d.  The  term  "owner"  includes  his  duly  authorized  agent  or  at- 
torney, a  purchaser  J  devisee,  and  any  person  entitled  to'  an  inter- 
est in  the  property  m  question. 

e.  An  alteration,  as  appUed  to  a  building  or  structure,  is  any 
change  or  rearrangement  in  the  structural  p^rts  or  in  the  exit  facil- 
ities, or  any  enlargement,  whether  by  extending  on  any  side  or  by 
increasing  m  hei^t,  or  the  moving  from  one  location  or  position  to 
anoUier. 

f .  The  term  "  curb  "  when  used  in  defining  the  heisht  of  a  building 
means  the  mean  curb  levd  at  that  front  of  the  building  which  faces 
on  the  street  of  greatest  width,  or,  if  the  greatest  width  occurs  on 
more  than  one  of  the  streets  on  which  the  ouilding  faces,  the  mean 
curb  level  at  that  point  of  the  building  which  faces  on  the  street  of 
greatest  width  and  having  the4iighest  curb. 

The  term  "curb"  when  used  in  fixing  the  depth  of  an  excavation, 
means  the  curb  level  at  that  point  of  the  curb  which  is  nearest  to  the 
point  of  Uie  excavation  in  question. 

g.  The  term  "height"  as  appUed  to  a  building  or  structure  means 
the  vertical  distance,  measured  in  a  straight  line  from  the  curb  levd, 
or  if  the  grade  of  the  street  has  not  been  legally  established  or  the 
buildhig  GU>es  not  adjoin  the  street,  from  the  average  levd  of  all  the 
ground  adjoining  such  building,  to  the  highest  point  of  the  roof 
beams  in  the  case  of  flat  roofs,  and  to  the  average  height  of  the  ^able 
in  the  case  of  roofs  having  a  pitch  of  more  than  20  degrees  with  a 
horizontal  plane. 

h.  A  stoiy  is  that  part  of  any  building  comprised  between  any 
floor  and  the  floor  or  roof  next  above. 

i.  A  t^iement  house  is  a  building  as  defined  in  the  Tenement 
House  Law. 

Apartment  houae  cKftingviiwhed.    Grimmer  v.  Tetkement  House  Dept.,  204  N.  Y.. 
370. 

j.  The  terms  "garage,"   "storage  garafo,"   "Boo-storace    garage," 
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i  3,  AvpUcation  for  pwmit«.    1.  For  construction  or  alieralion. — 
B^ore  the  conetniction  or  alteration  of  any  building,  wall  or  atruD- 
ture,  or  any  part  of  either,  or  of  any  platform.  Btaging  or  flooring 
to  be  used  for  standing  or  seating  purposes,  and  before  tbe.construc- 
.tion  or  eJteration  of  the  plujubing  or  drainai^e  of  any  buildinf^,  gtruD- 
ture  or  premises  is  commenced,  the 
or  the  architect  or  builder  employe 
nection  with  the  proposed  construe 
the  superintendent  of  buildings  a  <i 
the  specifications,  on  appropriate  bl 
by  the  bureau  of  bmldings,    and 
drawings  of  the  proposed  work  as 
may  require.     Such  statemeut,   ci 
permit  to  construct  or  alter,  sha 
statement  in  writing,  sworn  to  befoi 
of  deeds,  ^ving  the  full  name  and  i 
said  buildm^  or  proposed  building 

[irwnises,  wall,  platform,  staging  or 
ot  or  plot  on  which  such  conetrut 
Aomng  the  exact  location  of  any  p 
fTiwt'"g  buildings  or  structures  that  are  to  remain. 

2.  jluifti>maii()no/t*umer.--If  the  construction,  alta^tionorplumb- 
ing  or  drmnage  or  the  alteration  thereof,  ia  to  be  made  or  executed 
by  any  other  person  than  the  owner  of  the  land  in  fee,  the  peiBon  in- 
tendins  to  make  such  construction  or  alteration,  or  to  construct 
such  plumbing  or  drainage,  shall,  either  as  owner,  lessee,  or  in  any 
representative  capacity,  accompany  the  application  to  bmld  or  alter 
with  a  statement  in  wnting,  sworn  to  as  a  aforesaid,  giving  the  full 
came  and  readence  of  each  of  the  owners  of  the  land,  building,  or 
proposed  building,  structure  or  propmed  structure,  preouses,  wall, 
platfom,  staging  or  flooring,  and  reciting  that  he  is  duly  authorized 
to  perform  said  work.  Such  statement  may  be  made  by  the  agent  or 
architect  of  the  person  hereinbefore  required  to  make  the  same. 

3.  Notice  to  demolish. — Before  any  existing  building  or  part  of  an 
existing  building  is  demolished,  a  statement  in  writing  on  appropri- 
ate blanks  to  be  furnished  by  the  bureau  of  buildings,  constituting 
a  notice  to  demolish,  fiTib.11  be  submitted  to  the  superintendent  en 
buildings  by  the  owner  or  any  person  authorized  by  the  owner,  giving 
the  full  name  and  residence  of  each  of  the  owners  of  the  building  to 
be  demolished,  the  name  and  business  address  of  the  person  who  is  to 
do  the  work  and  such  other  information  respecting  the  building  as  the 
superintendent  of  buildings  may  require.  Such  notice  shall  be 
mbmitted  not  less  than  4S  hours  before  the  work  of  demolition  ia 


4.  Piaee  of  Ming. — All  applications,  notices  and  sworn  statements 
required  by  this  section,  and  copies  of  the  approved  plans  shall  be 
kept  on  file  in  the  office  of  the  superintendent  of  buildings.  Applica- 
tions shall  be  promptly  docketed  as  received.  For  purposes  of  iden- 
tification and  reference  all  such  papers  shall  be  marted  with  the 
block  and  lot  number  of  the  property  to  which  they  apply,  and  with 
£he  street  and  house  number  when  possible. 
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5.  Ainendme7U8.'-~Notlmg  in  this  chapter  shall  prohibit  the  ^ing 
of  amendments  to  any  appUcation  at  any  time  before  the  comple- 
tion of  the  work  for  which  permit  was  sought,  and  such  amendments, 
after  approval,  shall  be  made  part  of  the  application  and  filed  as 
such. 

6.  Ordinary  repairs  excepted. — Ordinary  repairs  to  buildings  or 
structures,  or  to  the  plumoing  and  drainage  tnereof ,  may  be  made 
without  notice  to  the  superintendent  of  bmldings,  but  such  repairs 
shall  not  be  construed  to  include  the  cutting  away  of  any  wall  or 
any  portion  thereof,  th^  removal  or  cutting  of  any  beams  or  supports, 
or  the  removal,  change  or  closing  of  any  stairway  or  required  means 
of  exit,  or  the  alteration  of  any  house  sewer,  private  sewer  or  drain- 
age system,  or  the  construction  of  any  soil  or  waste  pipe. 

§  4.  Permits.  1 .  Approval  of  applications. — It  shaJl  oe  unlawful  to 
'Construct  or  alter  any  building,  structure,  wall,  platform,  staging 
or  flooring,  or  any  part  thereof,  or  any  plumbing  and  drainage,  untu 
the  application  and  plans  required  by  §  3  of  t&s  article  shall  have 
been  approved  by  the  supenntendent  of  buildings,  and  a  written 
permit  issued  by  him.  The  superintendent  of  buildines  shall  ap- 
prove or  reject  any  application  or  plan,  or  amendment  thereto,  filed 
with  him  pursuant  to  the  provisions  of  this  article  within  a  reason- 
able time  and,  if  approved,  shall  promptly  issue  a  permit  thwefor. 

2.  Approval  in  part. — Nothing  in  this  section  shall  be  construed 
to  prevent  the  superintendent  of  buildings  from  approving  and  issu- 
ing a  permit  for  the  construction  of  part  of  a  building  or  structure, 
when  plans  and  detailed  statements  have  been  presented  for  the 
same,  before  the  entire  plans  and  detailed  statements  of  said  build- 
ing or  structure  have  been  submitted  or  approved. 

3.  Sianature  to  permit. — ^Every  permit  issued  by  the  superintendent 
of  buHdings  under  the  provisions  of  this  chapter  shall  have  his 
signature  affixed  thereto,  but  this  shall  not  prevent  the  superin- 
tendent f^om  authorizing  any  subordinate  to  affix  such  signature. 

4.  Limitations. — Any  permit  issued  by  the  superintendent  of 
buildings  under  the  provisions  of  this  article,  but  under  which  no 
work  is  commenced  within  one  year  from  the  time  of  issuance^  shall 
expire  by  limitation. 

6.  Compliance  with  plans. — ^The  construction  or  alteration  of  any 
building,  structure,  platform,  staging  or  flooring,  or  of  any  plumbing 
or  drainage,  shall  be  in  accordance  with  the  approved  detailed  state- 
ment of  specifications  and  plans,  for  which  the  permit  was  issued, 
or  any  approved  amendment  thereof.  The  superintendent  may  re- 
quire a  certified  copv  of  the  approved  plans  to  be  kept  at  all  times  on 
the  premises  from  the  commencement  of  the  work  to  the  completion 
thereof. 

6.  Adherence  to  diagram. — The  location  of  any  new  building  or 
structure,  or  of  any  extension  to  an  existing  buuding  or  structure, 
shown  on  the  diagram  filed  as  required  by  §3  of  this  article,  or  on 
any  approved  amendment  thereof,  shall  be  strictly  adhered  to. 
It  shall  be  unlawful  to  reduce  or  diminish  the  area  of  any  lot  or  plot, 
a  diagram  of  which  has  been  filed  with  an  application  to  construct 
or  alter  and  has  been  used  as  the  basis  for  a  permit,  unless  the  build- 
ing or  structure  for  which  the  permit  was  issued  complies  in  all  re- 
spects with  the  requirements  of  this  chapter  for  buildings  or  stru(y 
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tures  located  on  plbts  of  sucli  diminished  area,  provided,  however, 
thai  this  shall  not  apply  to  any  case  in  which  the  lot  area  is  reduced 
by  reason  of  any  street  opening  or  widening  or  other  public  improve- 
ment. 

7.  Revocation. — The  superintendent  of  buildings  may  ravoke  any 
permit  or  approval  issued  under  the  provisions  of  this  article,  in  the 
case  of  any  false  statement,  or  any  misrepresentation  as  to  a  material 
fact  in  the  application  on  which  the  permit  or  approval  was  based. 

§5.  Certificate  of  occupancy.  \.  New  huildinga*^-No  building  here- 
after erected  shall  be  occupied  or  used,  in  whole  or  in  part,  for  any 
purpose  whatever  until  a  certificate  of  occupancy  shall  have  been  is- 
sued by  the  superintendent  of  buildings  certifying  that  such  building 
conforms  substantially  to  the  approved  plans  and  specifications  and  the 
requirements  of  this  chapter  applying  to  buildings  of  its  class  and 
kind. 

2.  Bwddings  herecrfter  altered. — No  building  hereafter  altered,  which 
was  vacant  during  the  progress  of  the  woik  of  alteration,  shall  be  oc- 
cupied or  used,  in  whole  or  in  part,  for  any  purpose  whatever,  until  a 
certificate  of  occupancy  shall  have  been  issued  by  the  superintendent 
of  buildings  certifying  that  the  work  for  which  the  permit  was  issued 
has  been  completed  substantially  in  accordance  with  the  api>roved 
plans  and  specifications  and  the  provisions  of  this  chapter  ai>plying  to 
such  an  alteration;  and  -vdien  the  occupancy  or  use  of  a  building  has 
continued  during  the  work  of  alteration,  the  occupancy  or  use  of  the 
building  shall  not  contniue  for  more  than  30  days  after  completion  of 
the  alteration  unless  such  certificate  shall  have  beeD.  issued. 

3.  Existing  buildings. — Nothing  in  this  section  shall  prevent  the 
continuance  of  the  present  occupancy  and  use  of  any  now  existing 
building,  except  as  may  be  spedfically  prescribed  by  this  chapter  or 
as  may  be  necessary  for  the  safety  of  life  or  property.  Upon  written 
request  from  the  owner,  the  superintendent  of  buildings  shall  issue 
a  certificate  of  occupancy  for  any  now  existing  building,  certif3ring, 
after  verification  by  inspection,  the  occupancy  or  use  of  such  build- 
ing, provided  that  at  tiie  time  of  issuing  such  certificate  there  are  no 
notices  of  violation,  or  other  notices  or  orders  pending  in  the  bureau 
of  buildings. 

4.  Change  of  occupancy, — No  change  of  occupancy  or  use  shall  be 
made  in  any  building  or  part  thereof,  hereafter  erected  or  altered,  that 
is  not  consktent  with  the  last  issued  certificate  of  occupancy  for  such 
building.  In  case  of  any  now  existing  buildings,  no  change  of  occupancy 
that  would  bring  it  under  some  special  provision  of  this  chapter,  shall 
be  made,  unless  a  certi^cate  is  issued  by  the  superintendent  of  build- 
ings certifying  that  such  building  conforms  to  the  provisions  of  this 
chapter  with  respect  to  buildings  heres^ter  altered  for  the  proposed  new 
oooupaney  and  use. 

Nothing  in  this  section  shall  prevent  the  issuance  by  the  superin- 
tendent of  buildings  of  a  certificate  of  occupancy  for  the  reception  of 
pencms  for  medical  or  charitable  care  or  treatment,  for  any  now  existing 
building  erected  of  non-fireproof  construction  as  defined  by  subdivision 
3  of  section  71  of  article  4  of  this  chapter,  not  exceeding  40  feet  in  height 
or  5,000  square  feet  in  area,  and  enclosed  on  at  least  three  sides  by  an 
open  court  as  defined  by  section  135  of  article  7  of  this  chapter,  such 
court  to  be  not  less  than  10  feet  in  width  at  all  points,  and  provided  that 
all  interior  stairways  and  all  vertical  shafts  are  enclosed  in  partitions 
of  fireproof  or  fire  resisting  material,  that  all  opjenings  in  such  partitions 
are  protected  by  self-closing  fire  doors  or  fire  windows,  and  that  proper 
exit  facilities  be  provided  and  that  boiler  room,  kitchen  and  bakery 
be  separate  and  apart  from  the  building  proper  and  be  constructed  of 
fireproof  materials. 

Adopted  April  2,  1918.    Approved  April  12,  1918. 
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B.  Tmnpofoiry  occupomcy, — ^Upon  request  of  the  owner  or  his  au- 
thorised rei>reseiitative»  the  superintendent  of  buildinfs  shall  issue 
a  t^nporary  certificate,  of  occupancy  for  part  of  a  builcUng,  provided 
that  such  temporary  occupancy  or  use  would  not  in  any  way  jeopardize 
life  or  property. 

6.  Contents  of  c&rtijicale. — ^In  addition  to  the  certification  when  re- 
quired by  this  section,  as  to  compliance  with  approved  plans  and  speci- 
fications, and  provisions  of  tMs  chapter,  all  certificate  of  occupancy 
shall  state  the  pmrposes  for  which  the  building  may  be  used  in  its  several 
parts,  the  maximum  permissiUe  live  loads  on  the  several  floors,  the 
niunb^  of  persons  that  may  be  accommodated  in  the  several  stories, 
in  case  such  number  is  limited  by  any  iHt>vision  of  tJiis  chapter  or  the 
approved  specifications,  and  all  special  stipulations  of  the  permit,  if 
any. 

7,  Issuance  and  filing, — Certificates  of  occupancy  shall  be  issued 
within  10  days  after  written  application  ther^or,  li  said  building  at 
the  date  of  such  application  shidf  be  entitled  thereto.  A  record  of  all 
certificates  shall  be  kept  in  the  bureau  of  buildings  and  copies  shall  be 
furnished,  on  request,  to  any  person  having  a  pro{»ietary  interest  in 
the  building  affected. 

§  6.  Modifications. — In  exercising  his  powers  to  vary  the  j^rovisions 
of  this  chapter,  or  any  rule  authorised  thereunder,  the  superintendent 
of  buildings  shall  proceed  in  accordance  with  the  provisions  of  the 
Greater  New  York  Oharter  establishing  that  power.  A  record  of  all 
modifications  shall  be  kept  in  the  bureau  of  buildings,  properly  indexed 
and  open  to  public  inspection  during  business  hours.  All  modifica- 
tions, including  the  applicant's  petition  for  same  and  the  superintend- 
ent's reasons  for  granting,  shall  be  publidied  in  full  in  the  Cut  Rboord 
within  2  weeks  after  the  superint^ident's  action,  and  may  be  cited  as 
precedents. 

f  7.  RtUes.  1.  Auihority  to  adopt  rtdes. — ^The  superintendent  of 
buildings  shall  have  power  to  adopt  such  rules  with  respect  to  the  ma- 
terials and  mode  of  construction,  con^stent  with  the  provisions  of 
this  chapter,  as  may  be  necessary  to  secure  the  intent  and  purposes  of 
this  chapter  and  a  proper  enforcement  of  its  provisions.  For  any'  pro- 
visions of  this  chapter  referring  to  ^e  rules  of  requiring  approval  of 
materials  or  modes  of  construction,  such  superintendent  shaU  adopt, 
when  this  section  becomes  effective  or  as  the  necessity  may  arise,  awth. 
rules  as  are  required  or  will  establish  the  conditions  of  approval.  So 
-  far  as  practicable  such  rules  shall  be  uniform  in  all  the  boroughs. 

2.  Procedure. — No  rule  adopted  by  the  superintendent  of  buildings 
shall  become  effective  until  it  shfdl  have  been  published  in  the  Cirr 
Record  on  eight  successive  Mondays,  and  until  a  public  hearing  on 
the  same  shall  have  been  held,  provided,  however,  that  said  pul^c 
hearing  shall  not  be  necessary  for  the  purposes  of  this  dif^iter  unless 
a  request  shall  have  been  made  for  such  hearing  during  the  said  pcoiod 
of  publication.  Any  rule  adopted  and  promulgated  as  herein  provided 
shall  have  the  same  force  and  effect  as  any  provision  of  this  chapter. 
All  rules  heretofore  legally  promulgated  and  in  force  at  the  time  when 
this  section  becomes  effective  shall  continue  in  force,  provided  they 

,  are  not  inconsistent  with  any  provision  of  this  chapter. 

3.  Amendment  and  rep&3l.-^The  superintendent  of  buildings  may 
amend  or  repeal  any  rule  by  the  same  procedure  prescribed  for  the 
adoption  of  new  rules. 

§8.  Approved  materiais,  appliances  and  methods  of  consiniction. — 
Whenever  any  materials,  appliances  or  methods  of  construction  have 
been  approved  by  the  superintendent  of  buildings  as  conforming  to 
tests  prescribed  by  this  chapter,  or  to  any  rules  adopted  thereunder, 
a  notice  to  that  effect  shall  be  published  in  the  Cirr  B^coitD,  including 
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iiil0Rliatioti  88  to  the  oonditioQs  under  wlach  said  materials*  appli- 
anoes  or  methods  of  construotion  were  tested  and  a^;>roved.  A  list 
of  suoh  materials,  appliances  and  methods  of  constmotion  shall  be  kept 
on  file  in  the  bureau  of  buildings,  properly  indexed  and  open  to  pubuc 
inspection  during  business  hours. 

S  9.  Seal  of  building  bureau. — ^Each  superintendent  of  buildings  may 
adopt  a  seal  and  direct  its  use  in  his  bureau. 

(  10.  Right  of  emJtfry  of  offioer9  and  employees, — ^Any  <^cer  or .  em- 
ployee €i  the  bureau  of  buildin0i,  so  far  as  it  may  be  necessary  for  the 
performance  of  his  duties^  shall  l^ave  the  right  to  enter  any  bidldi^ 
or  premises  in  said  city  upon  ahowmg  his  badge  of  office.  (Amended  by 
ord.  effective  Dec.  28,  1915.) 
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MATEBIALS 

(A9  amended  by  ord.  effective  May  /» 191S) 

Sec.  20.  ^i^ty  of  materials. 

21.  Weights  of  materials, 

22.  Tests. 

23.  Brick. 

24.  Sand. 

25.  Lime. 

26.  Cement. 

27.  Mortar. 

28.  Concrete. 

29.  Hollow  building  blocks. 

30.  Iron  and  steel. 
3X.  Timber. 

Sec.  20.  Quality  of  materials. — All  building  materials  shall  be  of 
a  quality  to  meet  the  intent  of  this  diapter,  and  shall  eonform  to 
such  specifications,  consistent  with  the  requir^nents  of  this  chapter, 
as  may  be  promulgated  by  the  superintendents  of  buildings. 

§  21.  Weights  o/  materials. — ^The  weights  of  various  materials  in 
pounds  per  cubic  foot  shall  be  assumed  to  be  as  follows: 

Brickwork 120 

Concrete,  cinder,  used  for  floor  arches  or  slabs 108 

Concrete,  cinder,  used  for  filling  over  fireproof  floors 60 

Concrete,  stone 144 

Granite,  bluestone  and  marble 168 

Limestone 156 

Sandstone , .  144 

Oak  and  longleaf  yellow  pine 48 

Spruce,  fir,  hemlock,  white  pine  and  shortleaf  yellow  pine 30 

$22.  Tests.  I.  When  required. — ^New  structural  material,  or  struc- 
tund  material  not  otherwise  provided  for  in  this  chapter  shall 

i  subjected  to  such  tests  to  determine  its  character  and  quality, 
the  superintendent  of  buildings  shall  direct.     Appliances  and 
devioes  required  by  any  of  the  provisions  of  this  chi^ter  and  new 
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methods  of  oonstruction  shall  be  subjected  to  such  tests  to  deitet- 
mine  their  efficiency,  as  the  superintendent  of  buildinss  mmr  direct. 
Such  tests  as  may  be  required  under  this  section  shau  be  deeoribed 
in  rules  promulgated  by  the  superintendent  of  buildings. 

2.  TeaU  of  materials. — ^All  tests  shall  be  conducted  under  the 
supervision  of  the  superintendent  of  buildings,  or  his  authorized 
representative.  Laboratory  tests  shall  be  conducted  at  a  testing 
laboratory  of  recognised  standing.  A  superintendent  of  buildings 
conducting  a  test  under  the  provisions  of  this  section  shall  notify 
the  superintendents  of  buildings  of  the  other  boroughs  at  least  three 
days  in  advance  of  such  test. 

3.  Approval. — ^Any  material,  appliance,  or  method  of  construc- 
tion meeting  the  requirements  of  this  chapter  or  the  specifications 
authorized  thereunder  shall  be  approved  within  a  reasonable  time 
after  the  completion  of  the  tests.  All  such  approvals  and  the  condi- 
tions under  which  they  are  issued  shall  be  published  in  the  Citt 
Record  within  a  month  after  issuance,  and  a  complete  list  of  all 
such  approvals  issued  during  the  year  shall  be  included  in  the  annual 
rei)ort  of  the  superintendent  of  buildings.  The  superintendent  of 
biuldmgs  may  prohibit  the  use  of  any  materials  or  appliance  failine 
to  conform  to  the  requirements  of  this  chapter  or  to  the  rules  adopted 
thereunder. 

4.  Conditiona  aitaching  to  approvals. — Materials.  appHances  or 
methods  of  construction  which  have  been  tested  and  approved  shall 
be  used  and  installed  in  accordance  with  the  terms  of  the  approval. 
So  far  as  practicable  all  materials  and  appliances  for  which  approvals 
have  been  issued  diall  have  a  distinctive  brand  mark  for  identifica- 
tion impressed  on  or  otherwise  attached  to  them.  It  shall  be  im- 
lawful  to  use  any  such  brand  mark  on  any  other  material  or  ap- 
pliuice  than  that  for  which  the  approval  was  issued. 

5.  Additional  tests. — ^The  superintendent  of  buildings  may  re- 
ouire  any  tests  to  be  r^)eated  if  there  is  any  reason  to  believe  that 
tne  material  or  appliance  is  no  longer  up  to  the  specifications  on 
wMch  the  approval  was  based. 

§  23.  Bride. — ^The  brick  used  in  the  construction  of  buildings  shall 
be.  sound,  well  burnt  brick.  When  old  brick  are  used  in  any  wall 
they  shad  be  thoroughly  cleaned  before  being  used,  and  shall  be 
whole  and  good,  hard,  well  burnt  brick. 

§24.  Sand. — ^The  sand  used  for  building  construction  shall  be 
clean,  sharp,  coarse  and  silicious. 

§  25.  Ldme. — Quick  lime  and  hydrated  lime  shall  conform  to  such 
specifications  as  may  be  promulgated  by  the  superintendent  of 
buildings,  or,  in  the  absence  of  such  specifications,  with  the  standard 
specifications  of  the  American  Society  for  Testing  Materials. 

§  26.  Cement. — Portland  and  natural  cements  shall  conform  to 
such  specifications  as  may  be  promulgated  by  the  superintendent 
of  buildings  in  accordance  with  the  provisions  of  this  chapter,  or, 
in  the  absence  of  such  specifications,  with  the  standard  specincaUons 
of  the  American  Society  for  Testing  Materials. 

5  27.  Mortar.  1.  Cement. — Cement  mortar  shall  be  made  of  ce^ 
ment  and  sand  in  the  proportion  of  1  part  of  cement  and  not  morcr 
than  3  parts  of  sand  by  volume,  or,  in  the  case  of  bag  mortars  pre* 
pared  under  rules  promulgated  by  the  superintendent  of  buildings, 
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in  flueh  pro^rtoon  that  the  teosUe  strength  p^  square  inch  at  the 
age  of  28  days  shall  be  not  less  than  250  pounds  when  Portland  ce^ 
ment  is  used,  and  125  pounds  when  natural  cement  is  used.  Cement 
mortar  shall  be  thoroughly  mixed  and  shall  be  used  immediately 
after  the  addition  of  water.  Not  more  than  15  per  cent  of  the  ce- 
ment by  Yolume  may  be  replaced  by  an  equal  volume  of  lime. 

2.  Cement  and  Zime.— Oement-]ime  mortar  shaU  be  made,^of  1 
part  of  lime,  1  part  <^  cemait  and  not  more  than  3  parts  of  sand  to 
eadi  by  volume. 

3.  Idim, — Except  as  may  be  otherwise  provided,  lime  mortar  shall 
be  made  <A  1  part  of  slacked  lime,  lime  putty  or  ory  hydrated  lime, 
and  not  more  than  4  parts  of  sana  by  volume. 

§28.  Concrete.  1.  Mixture. — ^Except  as  may  be  otherwise  pro- 
vided in  thi&  chapter,  concrete  shall  oe  made  of  1  part  of  cement, 
and  not  more  than  2^  parts  of  sand  and  5  parts  of  coarse  a^regate, 

2.  Aggregate.—'Th^  coarse  aggregsU^e  sluul  be  granite,  trap  rock, 
grayel  or  other  hard,  durable  material  that  may  be  approved  by  a 
rule  of  the  superintendent  of  buildings.  When  gravel  is  used  it  shall 
be  thoroughly  washed.  Whesce  mass  concrete  is  used,  the  coarse 
aggregates  shall  be  of  sucb  size  as  will  pass  through  a  two-inch  ring. 
All  aggregates  shall  be  free  from  dust  or  other  deleterious  material. 

3.  Consistency, — All  concrete  shall  be  a  wet  mixture,  and  shall  be 
placed  m  forms  immedki4iely  after  mixing,  and  well  tamped.  No 
concrete  shall  be  used  after  initial  set  has  begim. 

4.  Forma. — ^AU  forms  and  centering  shall  be  built  in  a  substantial 
manner,  and  with  joints  sufficiently  tight  to  prevent  leakage  of  the 
cement.  They  shsSl  be  properly  supported  and  braced  as  to  safely 
sustain  all  the  load  that  may  be  placed  upon  them  during  construc- 
tion. 

5.  Joints  in  concrete. — Joints  formed  between  portions  of  concrete 
placed  at  different  times  shall  be  made  in  a  manner  not  to  injure  the 
completed  structure.  Before  fresh  concrete  is  joined  to  concret3 
which  has  set  or  partially  set,  the  surface  of  the  old  concrete  shall  be 
roughened,  cleaned  and  thoroughly  wet. 

6.  Precautions  against  freezing. — No  materials  contwning  frost  or 
that  are  frozen  shtdl  be  used.  Precaution  shall  be  taken  to  prevent 
concrete  from  freezing.  After  it  has  been  placed  in  position  a  tem- 
perature aJx>ve  32  degrees  F.  shall  be  rnaintained,  by  artificial  m^ans 
if  necessary,  until  the  ecxiciete  has  its  initial  set. 

§29.  HoUow  building  blocks.  1.  Concrete.— Hollow  building  blocks 
of  concrete  shaU  be  made  of  Portland  cement  and  suitable  ag-, 
gregate  in  sudh  proportions  as  to  develop  at  the  age  of  28  days 
an  ultimate  crushing  strength  per  square  inch  of  gross  area  of  not 
less  than  750  pound^  whsaa.  tested  with  the  cells  placed  vertically 
and  300  pounds  when  tested  with  the  cells  placed  horizontally. 

2^  Terra  coita. — Hollow  bmlding  blocks  of  terra  cotta  shall  be 
sound,  hcurd  and  well  burnt  and  shaU  develop  an  ultimate  crushing 
strength  per  square  inch  of  gross  area  of  not  less  than  1,200  pounds 
when  tested  with  the  cells  placed  vertically  and  300  pounds  with  the 
cdk  placed  horizontaUy. 

3.  Absorption.— The  absorption  of  hoUow  building  blocks  to  be 
used  for  b^uring  or  enclosing  walls  shaU  not  exceed,  12  per  cent,  in 
48  hours  as  an  average,  nor  more  than  15  per  cent,  in  any  case, . 
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§  30.  Ircit  and  steel.  1.  Cast  irtm. — Cast  iron  shall  be  of  good 
foundiy  mixture,  producing  a  clean,  tough,  gray  iron.  It  shall  oon? 
form  to  such  specifications  as  may  be  promulgated  by  the  superin- 
t^ident  of  buildings,  or,  in  the  absence  ol  such  spedficatlons,  to 
the  standard  spedficatlons  of  the  American  Society  for  Testing  Ma- 
terials for  medium  gray  iron  castings.  Castings  diaU  be  free  of 
serious  blowholes,  cinder  spots  and  cold  shuts. 

4.  Cast  steel. — Steel  castings  for  building  oonstmction  shdl  be 
made  of  open  hearth  steel,  and  shall  be  practically  free  from  blow- 
holes. Except  as  may  be  otherwise  prescribed  by  rules  of  the  super- 
intendent of  buildings,  they  shall  confonn  to  the  standard  spec- 
ifications of  the  American  Society  for  Testing  Materials  for  soft  or 
medium  steel  castings. 

3.  Structural  steel. — ^All  structural  steel  for  buildiiigs  shall  have 
an  ultimate  tensile  strength  of  from  55,000  pounds  to  05,000  pounds 
per  square  inch.  Rivet  steel  shall  have  an  ultimate  strength  of  from 
46,000  to  56,000  pounds  per  square  inch.  £xeq>t  as  may  be  other- 
wise prescribed  by  the  rules  of  the  superintendent  of  buildings,  steel 
shall  conform  to  the  standard  specifications  of  the  American  Society 
for  Testing  Materials  for  structural  sted  for  buildings. 

f  31.  Timber. — ^All  timbers  and  wood  beams  used  in  any"  building 
shall  be  of  good  soimd  material,  free  from  rot,  lai^e  and  loose  knots, 
shakes  or  any  imperfection  whereby  the  strength  may  be  inqMured. 


ARTICLE  3 

WORKING  STRESSES  AND  liOADS 

(As  amended  by  ord.  effective  May  i,  191S) 

Sec.  60.  (jreneral  provisions. 
1 61.  Working  stresses. 
I  52.  Working  stresses  for  columns. 

53.  Loads. 

54.  Wind  pressure. 

55.  Floor  capacities. 

See.  60.  Oenercd  protnsions,  1.  Computations, — ^The  dimensions  of 
the  several  materials  and  the  form  of  each  construction  to  be  used 
in  building  shall  be  computed  as  required  in  the  various  sections  of 
tl^  chapt^. 

2.  Factors  of  safety, — ^Where  the  unit  stress  of  any  material  is 
not  prescribed  in  this  chapter  the  relation  of  allowable  unit  stress  to 
ultimate  Strength  diatl  be  as  1  to  4  for  metals,  as  1  to  6  for  timber, 
and  as  1  to  10  for  natural  or  artificial  stones  and  brick  or  stone 
masonry.  But  wherever  working  stresses  are  prescribed  in  this 
chapter,  the  said  working  stresses  diall  be  used. 

3.  Tem'porary  supports. — ^Every  temporary  support  placed  under 
any  building  or  structure,  or  any  part  thereof,  during  the  erectHm^ 
finishing,  alteration,  or  repairing  of  such  building  or  structure  or  any 
part  thereof,  shall  oe  of  sufficient  strength  to  safdy  cany  the  load 
to  be  placed  thereon. 

$51.  Working  stresses,     1.  Safe  carrying  capacity. — ^The  sale 
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tBrryiDg  capadl^  of  the  various  materials  of  constniotioQ,  except 
in  the  case  of  columns,  shall  be  detecmined  h}r  the  working  stresses 
in  pounds  per  square  inch  specified  in  this  section.  Unless  otherwise 
inoicated,  net  sectional  areas  shall  be  used  in  detennining  the  safe 
carrying  capacity. 

2.  Iron  and  steel. — (a)  In  compression. 

Rolled  steel 16,000 

Cast  steel 16,000 

Cast  iron ; 16,000 

Steel  pins  in  bearing ,  24,000 

Steel  rivets,  shop  or  power  driven,  in  bearing 24,000 

Steel  field  rivets,  hand  driven,  in  bearing , . . .  16,000 

Steel  field  bolts,  in  bearing. 12,000 

(b)  In  tension. 

Rolled  steel 16,000 

Cast  steel 16,000 

Cast  iron 3,000 

(c)  In  shear. 

Steel  web  plates 10^000 

Steel  pins  and  shop  or  power  driven  rivets j . .  12,000 

Steel  field  rivets,  hand  driven 8,000 

Steel  field  bolts 7,000 

Cast  iron 3,000 

(d)  In  bending  extreme  fibre. 

R6lled  steel  beams  and  riveted  steel  beams 16,<KX) 

Rolled  steel  pins,  rivets  or  bolts 20,000 

Cast  iron,  compression  side Id^OOO 

Cast  iron,  tension  side 3,000 

3.  Timoer, — (a)  In  compression. 

Oak with  grain  1,400,  across  grain  1,000 

Yellow  pine^ngleaf with  grain  1,600,  across  grain  1,000 

gppice  and  Douglas  fir with  grain  1,200,  across  grain    800 

Whitepine,  shortleaf  ydlow  pine, 

N.  C.  pine  and  fir with  grain  1,000,  across  grain    800 

Locust .with  grain  1,200,  across  grain  1,000 

Hemlock with  grain    800,  across  grain    800 

(b)  Intension. 

Oak 1 ,200 

YeUow  pine,  Icmgleaf 1,200 

Shortleaf  yellow  jwne ,  900 

Douglas  fir 800 

^pruoeandfir. 800 

Wlnte  pine 700 

Hemlock 600 

(c)  In  shear. 

Oak with  grain  200,  across  grain  1,000 

Y^ow  pine,  longleaf with  grain  150,  across  grain  1,000 

ShcMueaf  yellow  pine,  N*  C.  pine, 

Douglas  fir with  grain  100,  across  grain  1,000 

White  pine,  ^ruoe  and  fir with  grain  100,  across  grain    500 

Hemlock with  grain  100,  across  grain    600 

(d)  In  bending,  extreme  fibre. 

Oak 1,200 
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Yellow  pine,  longleaf 1,600 

Douglas  fir,  white  pine  and  spruce , '    1,200 

Shortleaf  yell6w  pine,  N.  C.  pine 1,000 

Hemlock 800 

4.  Stone  in,  compression. 

Granite 1,000 

Greenwich  stone 1,^00 

Gneiss 1,000 

limestone. tOO 

Maible.  . 600 

Sandstone , 400 

Bluestone,  North  River 2,000, 

Slate 1,000 

5.  Masonry  in  compression. 

Grout,  neat  portland  cement 1,000 

Grout,  neat  natural  cement 600 

Concrete,  portland  cement,  1 :2:4 600 

Concrete,  portland  cement,  1 :2  J^:5 400 

Concrete,  natural  cement,  1 :2;4 210 

Concrete,  natural  cement,  1 :2  J^:5 ^ 150 

Brick  work  in  portland  cement  mortar 250 

Bride  work  in  natural  cement  mortar 210 

Brick  work  in  lime^ement  mortar : .  160 

Bride  work  in  lime  mortar 110 

Rubble  stone  work  in  portland  cement  mortar 140 

Rubble  stone  work  in  natural  cement  mortar IIO 

Rubble  stone  work  in  lime-cement  mortar 100 

Ashlar  masonrv,  other  than  sandstone 600 

Sandstone  ashlar  masonry 300 

Hollow  building  blocks  in  cement  mortar, 

Terra  ootta,  cells  vertical,  gross  area 100 

Terra  cotta,  cells  horizontsu,  gross  area '. .  i 50 

Concrete,  edk  vertical,  gross  area t .  ^ .  75 

Concrete,  cells  horizontfd,  gross  area ^ .  30 

when  filled  with  1 :3:6  concrete  or  better 150 

5  52.  Working  stresses  for  columns.  1.  General.-^n  columns  or 
compression  members  with  flat  ends,  of  cast  iron,  steel  or  wood,  the 
stresses  shall  not  exceed  those  specified  in  this  section  for  the  re- 
spective  ratios  of  slendemess.  For  intermediate  ratio  of  slendemess 
tne  working  stresses  shall  be  proportionate  to  those  given. 

2.  Unsupported  lengths. — Columns  and  compression  memb^s  shall 
not  be  used  having  an  unsupported  length  of  greater  ratiod  than 
given  in  this  section. 

3.  EccentricaUy  loaded  columns. — Any  column  eccentrically  loaded 
shall  hav^  the  sti  esses  caused  by  such  eccentricity  computed,  and 
the  combined  stresses  resulting  from  such  eccentricity  at  any  part 
of  the  column,  added  to  all  other  stresses  at  that  pa^  shall  in  no 
case  exceed  th6  woriring  stresses  given  in  this  section.  The  eccentric 
load  of  a  colunm  may  oe  considered  to  be  distributed  equally  oyer 
the  entire  area  of  that  column  at  the  next  point  below  that  at  which 
the  column  is  securely  braced  laterally  in  the  direotiim  of  the  ecv 
centricity. 
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4.,  Ctut  iron  and  ded  eolumna.-^The  working  stressea  in  pounds 
per  square  inch  of  cross  section  for  cast  iron  and  steel  cdumns  duUl 
he,  when  the  length  divided  by  the  least  radius  of  gsnration 

120 7,600  for  steel 

110 8,300  for  steel 

100 9,000  for  steel 

90 9,700  for  steel 

80 10,400  for  steel 

70 6,200  for  cast  iron,  11,100  for  steel 

60 6,600  for  cast  iron,  11,800  for  steel 

60 7,000  for  cast  iron,  12,500  for  steel 

40 7,400  for  cast  iron,  13,200  for  steel 

30 7,800  for  cast  iron,  13,900  for  steel 

20 8,200  for  cast  iron,  14,600  for  steel 

10 8,600  for  cast  iron,  15,300  for  steel 

5.  Wood  columns. —The  working  stresses  in  pounds  per  square 
indi  of  cross  section  for  wood  posts  and  columns  shall  be,  when  the 
length  divided  by  least  side  or  diameter  equals 

30 600  for  longleaf  yellow  pine,  390  for  spruce 

26 700  for  longleaf  yellow  pine,  475  for  i^ruce 

20 800  for  lon^eaf  yellow  pine,  560  for  spruce 

16 900  for  longleaf  yellow  pine,  645  for  spruce 

12 960  for  longleaf  yellow  pine,  696  for  spruce 

10 1,000  for  longleaf  ydlow  pine,  730  fof  ^ruee 

Tot  columns  of  riiortl^  yellow  pine,  N.  C.  pine  or  Douglas  fir  the 
wcMidng  stresses  shall  not  exceed  three^fourths  of  the  eonrespondiBg 
values  givtti  for  longleaf  yellow  pine;  for  cohmms  of  white  pine  or 
fir  the  workin|[  stresses  shall  be  taken  the  same  as  for  spruce;  for 
columns  of  white  oak  the  working  stresses  shall  be  taken  the  same 
am  for  longleaf  yellow  pine. 

6.  Places  of  public  assembly. — In  a  building  containing  a  place  of 
poMic  assembly^  not  less  than  90  pounds  upon  ev^*y  superficial  foot. 

7.  Schools. — in  a  building  used  as  a  school  or  place  of  instruction, 
not  less  than  75  pounds  upon  every  superficial  foot. 

8.  Stables  and  carriage  houses. — ^In  a  building  used  •as  a  stable  or 
carriage  house,  not  less  than  75  pounds  upon  every  superficial  foot. 

1 63.  Loads.  1.  D^ad  load. — ^The  term  ''dead  load  '  means  the 
w«^t  of  walls,  partitions,  framins,  doors,  roofs  and  all  permanent 
ooostruction  entering  into  any  building. 

2.  lAioe  load, — ^The  term  ''live  load'^  means  all  forms  of  loading 
other  than  the  weight  of  the  material  entering  into  the  construction 
of  the  building. 

3.  Floor  loads, — ^Every  floor,  roof,  yard,  court  or  sidewalk  shall 
be  of  saffideat  strength  in  all  parts  to  bear  saf  dy  any  imposed  loads, 
Aether  permanent  ot  temporary,  in  addition  to  the  dead  loads 
depending  thereon,  provided,  however,  that  no  floor  in  any  buOding 
or  ext^unon  to  an  existing  building  hereafter  erected,  shall  be  de- 
signed to  carry^  less  than  the  following  live  loads  per  square  foot  of 
area,  uniformly  distributed  acccnxiing  as  the  floor  may  be  intended 
or  used  fbr  the  pun>06ss  indicated. 

40  pounds  for  residence  purposes. 

100  pounds  for  places  of  assembly  or  public  purpose,  exeept  that 
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for  dassrooras  of  schools  or  other  places  of  instrucUon  the  floor  need 
not  be  design^  for  more  than  75  pounds,  and 

120  pounds  for  anv  other  purpose,  except  that  the  floors  of  offices 
need  not  be  designed  for  more  than  60  pounds. 

The  live  loads  for  which  any  and  every  floor  may  be  designed  shall 
be  clearly  diown  in  the  application  and  on  the  plans  before  any 
permit  to  erect  is  issued. 

4.  Concentrated  loads, — Every  steel  floor  beam  in  any  bidlding 
hereafter  erected  used  for  any  business  purpose  shall  be  capable  of 
sustaining  a  live  load  concentrated  at  its  centre  of  at  least  4,000 
pounds. 

5.  Moving  loads, — Running  machinerv  or  other  moving  loads  shall 
be  considered  as  increasing  the  live  loads  in  proportion  to  the  degree 
of  vibratory  impulse  transmitted  to  the  floor. 

6.  Roqf  loads, — ^Every  roof  hereafter  erected  shall  be  proportioned 
to  bear  safely  a  live  load  of  40  pounds  per  square  foot  of  surface 
wh^n  the  pitch  of  such  roof  is  twenty  degrees  or  less  with  the  hor- 
izontal, and  thirty  pounds  per  square  foot  measured  on  a  horizontal 
plane,  when  the  pitch  is  more  than  twenty  degrees. 

7.  Loads  on  vertical  supports, — ^Every  column,  post  or  other  ver- 
tical support  shall  be  of  sufficient  strength  to  bear  -safdy  the  cmi^ 
bined  live  and  dead  loads  of  such  portions  of  each  and  .every  floor 
as  depend  upon  it  fox  support,  except  that  in  buildings  more-  than 
five  stories  m  height  the  uve  load  on  the  floor  pext  below  the  top 
floor  may  be  assumed  at  ninety-five  per  cent,  of  the  allowable 
Hve  load,  on  the  next  lower  floor  at  ninety  per  oent*  sod  on  each 
sucoeeding  lower  floor  at  oorrespomlingty  xlecreasiog  percenUigeB, 
provided  that  in  no  case  shall  less  than  fifty  per  cent,  of  the  allow- 
able live  load  be  assumed. 

.8.  Sidewalk  loads, — ^For  sidewalks  between  the  curb  and  building 
lines,  the  live  load  shall  be  taken  at  300  pounds  per  sq^uare  foot. 

9.  Yard  and  court  loads, — For  yards  and  courts  inside  the  build- 
ing line,  the  live  loads  shall  be  taken  at  not  less  than  120  pounds  per 
square  foot. 

§  64.  Wind  pressure,  1,  When  considered, — ^All  buildings  over  150 
feet  in  height  and  all  buildings  or  parts  of  buildings  in  which  the 
faeiKht  is  more  than  four  times  the  minimum  horizcmtal  dimenai0n, 
shall  be  designed  to  resist  a  horizontal  wind  pressure  of  30  pounds  for 
every  square  foot  of  exposed  surface  measured  from  the  ground  to 
the  top  of  the  structure,  including  roof,  allowing  for  wina  in  any 
direction. 

2.  StabiUiy, — ^The  overturning  moment  due  to  wind  pressure  shall 
not  exceed  75  per  cent,  of  the  moment  of  stability  of  the  struc- 
ture, unless  the  structure  is  securely  anchored  to  the  foundation. 
Anchors  shall  be  of.  sufficient  strength  to  safely  carry  the  ezoess 
overturning  moment,  without  exceeding  the  working  stresses  pre- 
scribed in  Qiis  chapter. 

3.  AUowaJble  stresses, — When  the  stress  in  any  memb^  due  to 
wind  does  not  exceed  50  per  cent,  of  the  stress  due  to  live  and  de^d 
loads,  it  may  be  neglected.  When  such  stress  exceeds  50  per  ceiit. 
of  the  stress  due  to  live  and  dead  loads,  the  working  straises  pr^ 
scribed  in  this  chapter  may  be  increased  by  50  per  cent,  in  desigpung 
such  member  to  resist  the  combined  stresses. 
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§  55.  Floor  eapacides,  1.  BsdntcUe  "of  floor  capacity. — In  every 
building  now  existing  or  hereafter  erected,  occupied  wholly  or  in 
part  as  a  business  building,  in  whidi  heavy  materials  are  kept 
or  stored,  or  m^chineiy  is  intioduced,  the  weight  that  each  floor 
will  safdyi  sustain  shau  be  estimated  by  the  owner  or  occupant, 
or  by  a  competent  person  employed  by  the  ownw  or  occupant. 
Such  estimate  shall  be  filed  with  the  superintendent  (^  buildings, 
properly  vaified  by  the  person  makiiig  the  same  in  such  manner  as 
such  superintendent  may  direct,  and  ^all  ^ive  full  information  on 
which  the  estimate  is  based.  When  such  estimate  is  found  to  be  sat- 
ifl£aotory  and  correct,  4^e  superiatendent  of  buildings  shall  approve 
the  same. 

If  ^  superintendent  of  buildings  shall  have  cause  to  doubt  the 
correctness  of  said  estimate,  he  is  empowered  to  revide  and  correct 
the  same  and  for  the  purpose  of  such  revision  the  officers  and  em- 
ployes of  the  bureau  of  buildings  may  enter  any  building  and  re- 
move so  muc)i  of  any  floor  or  other  portion  thereof  as  may  be  rer 
quired  tp.make  necessary  measurements  and  examination.  Any 
expense  necessarily  incurred  in  removing  any  floor  or  other  portion 
of  any  building  for  the  purpose  of  makmg  any  examination  herein 
provided  fojr  shdl  be  paid  by  the  comptroUer,  upon  the  requisition 
of  the  superintendent  of  buildings,  out  of  the  fund  paid  over  to  him 
under  the  provisions  of  §  639  of  this  chapter.  Such  expenses  shall 
be  a  charge  gainst  the  person  or  persons  bv  whom  or  on  whose 
bdialf  said  estimate  was  made,  provided  sudb  examination  proves 
the  floors  of  insufficient  strength  to  carry  with  aafety  the  loads 
fbimd  upon  them  wh^i  su<^  examination  was  made;  and  shi^  be 
ooUectea  in  an  action  to  be  brought  by  the  corporation  counsel 
against  said  person  or  persons,  ana  the  sum  so  collected  shall  be 

Said  over  to  the  comptroller^  to  be  deposited  in  said  fund  in  reim- 
ursement  of  the  amount  paid  as  aforesaid. 

2.  Posting  floor  capacities. — Before  any  building  hereafter  erected 
is  occupied,  in  whole  or  in  part,  as  a  business  building,  and  before 
any  building  already  erected  but  not  heretofore  occupied  as  a  busi- 
ness building  is  occupied  or  used,  in  whole  or  in  part,  for  such  pur- 
I>06e,  the  sale  live  load  for  each  floor  as  approved  by  the  superin- 
tendent of  buildings  shall  be  posted  in  a  conspicuous  place  in  the 
story  to  which  it  relates.  When  the  safe  live  load  for  any  existing 
floor,  ascertained  as  her^nbefore  provided,  has  been  approved  by 
the  sttperiatendent  of  buildings,  the  owner  or  occupant  shall  post 
8udi  approved  live  load  in  a  conspicuous  place  or  places  on  each 
story  occupied  for  any  of  the  purposes  indicated  in  this  sec- 
tion. 

3.  Loading  qf  floors, — No  person  shall  place,  or  cause  or  permit 
to  be  placed,  on  any  floor  of  any  building  any  greater  load  than  the 
iqipioved  sate  load. 

4.  Safesj^No  safe  shall  be  placed  on  a  stair  landing  or  in  a  stair 
haU^  nor  shall  its  weight  be  carried  by  any  beam  which  also  carries 
the  floor  of  any  landing  or  stair  hall. 

Sec.  2.  The  list  of  Articles  at  the  head  of  Chapter  5  of  the  Code 
of  Ordinances  of  the  City  of  New  York  is  hereby  amended  by  sub- 
stituting "Working  stresses  and  loads''  for  ''Strength  of  matericJs" 
as  iim  title  of  Artide  5^ 
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ARTICLE  i 


(At  amended  bp  ord.  effective  SepL  1 ,  IQIS) 
8«o.  70.  Occupancy. 
1  71.  Ckimtnicttoa. 

{  72.  When  buildinga  are  lequiied  to  be  firepioof. 
i  73.  When  buUdinaH  may^  be  noQ-flrepioof. 
i  74.  One-atory  special  buildings. 


luiidioBi,  as  heniuafter  speciSed  and  deCaed. 
'ublie  buUSinos. — Public  buildingH  are  buitdinga  or  parts  ol 
1  which  persons  congreEate  for  oivic,  political,  educational,  r 


__-,„  ,-  --jreationat  purposes,  or  in  which  pereons  are  Imrbored  to 
receive  medical,  charitable  or  other  care  or  treatment,  or  in  which 
persona  are  held  or  detained  by  reason  of  public  or  civic  duty,  or  (or 
oorrectional  purpoaea,  including  amoug  othar^oouit  houaea,  aohool*. 
ooUecra.  libnuiee.  muaeums,  exhibition  buildings,  lecture  halls,  churches, 
aaaembly  halla.  lodge  rorans,  danoe  halls,  theatres,  bath  bouiee.  hos- 
pitals, asylums,  annoriea.  fire  houses,  police  stations,  jails  and  paa- 


aanger  depots. 
",  Beeidenee 


buildings. — Reaidence  buildings  are  buitdinga  or  parts 

^.  -ncludlng 

hotels,  lod^ug  bousM, 
bouaea  having  al<'*ping 

re  buildings  or  parte  of 
ddence  buudings,  iaclud- 
rkets.  restaurants,  ware- 
la,  factoriea,  labMBtotiM, 

ildiog  ia  not  q>eoifij>aU]r 
r  as  to  its  olaaificktioih 
ly  the  superintendent  01 

s  occupied  or  used  for 
^visions  of  this  chapter 
ily  to  such  parts  of  the 
ra  dtould  be  conflioting 
ter  safety  shall  ^>ply. 

,._    _.._ _.   ., .. — For    the    purpoaea 

of  this  chapter,  all  buildings  or  structures  shall  be  classiGed,  with  l«- 
q>eat  to  coDstructiou.  bb  fireproof,  non-fireproof  and  frame. 

2.  Fireproof. — Fireproof  buildings  or  structures  are  those  which  MB 
constructed  throughout  of  mateiials  that  wHI  resist  the  action  of  fire 
and  are  conBtmcted  as  required  in  Article  17  of  thia  ah^>teT. 

3.  Non-fireproof. — Non-fireproof  buildings  or  struotUMS  are  tboae 
n4uah  do  not  conform  to  the  requirements  f<»  fireproof  buildinss  or 
structures,  but  which  are  enclosed  with  wall*  of  l4)(>roved  masonry  or 
reinforced  concrete. 

4.  Frame. — Frame  buildinES  or  structures  are  those  of  which  tLe 
exterior  walls  or  any  parts  thereof  are  of  wood,  or  which  do  not  ooa- 
form  to  the  requirements  for  fireproof  or  non-fireproof  buildings. 

172.  When  baildingi  are  rehired  In  be  firepnHtf.  1.  Nev>  truildinge. — 
Every  building  hereafter  erected  shall  be  a  fireproof  fauUdiog,ufcdiowa: 


r 
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ARTIOI^  4 

OliASSmCATION  OF  BUILDINOa 

{A8  amended  by  ord,  effective  Sept.  1, 191S) 

Sec.  70.  Occupancy. 

71.  Construction.  < 

72.  When  buildmgs  are  required  to  be  fireproof. 

73.  When  buildings  majr  be  non-fireproof. 

74.  One-story  special  buildings. 

Sec.  70.  Occupancu.  1.  Ckueea  deaionated, — For  the  purpoMfe  of 
this  chapter  all  buildings  or  structures  shall  be  classified,  with  respect 
to  occupancy  and  use,  as  public  buildings,  residenee  buildings  apd 
business  buildings,  as  hereinafter  specified  and  defined. 

2.  Public  huildings. — ^Public  buildmgs  are  buildings  or  parts  of  build- 
ing in  which  persons  congregate  for  civic,  i)oliticial,  educational,  re- 
ligious or  recreational  purposes,  or  in  which  persons  are  harbored  to 
receive  medical,  charitable  or  other  care  or  treatment,  or  in  which 
persons  are  held  or  detained  by  reason  of  public  or  civic  duty,  or  for 
correctional  purposes,  including  among  otherOoourt  houses,  schools, 
ooUeges,  libraries,  museums,  exhibition  buildings,  lecture  halls,  churches, 
assembly  halls,  lodge  rooms,  dance  halls,  theatres,  bath  houses,  hos- 
pitals, asylums,  armories,  fire  houses,  police  stations,  jails  and  pas- 
senger depots. 

3.  Residence  buildings. — ^Residence  buildings  are  buildings  or  parts 
of  buildings  in  which  sleeping  accommodations  are  provided,  except 
such  as  may  for  other  reasons  be  classed  as  public  buildings,  including 
funong  others,  dwellings,  tenement  houses,  hotels,  lodging  houses, 
dormitoriefi,   yonvfinfii    ^nH,  f^^Ai^  nnr^   ^inh   u«..—-  i -*--   -» 


^.  ^...^^  vv«,.»4/M^*vtf. — xu  vwfo  a  Duiiding  is  occupied  or  used  for 
different  purposes  in  different  parts,  the  provisions  of  this  chapter 
applying  to  each  class  of  occupancy  shall  apply  to  such  parts  of  the 
building  as  come  within  that  class;  and  if  there  should  be  conflicting 
provisions,  the  requirements  securing  the  greater  safety  shall  apply. 

171.  Construction.  1.  Classes  of  construction. — ^For  the  piuposas. 
of  this  chapter,  all  buildings  or  structures  shall  be  classified,  with  re- 
spect to  construction,  as  fireproof,  non-fireproof  and  frame. 

2.  Fireproof. — Fireproof  buildings  or  structures  are  those  which  are 
constructed  throughout  of  materials  that  will  reisist  the  a<^ion  of  fire 
and  are  constructed  as  required  in  Artide  17  of  this  chapter* 

3.  Non-fireproof. — Non-fireproof  bufldings  or  structures  are  those 
which  do  not  conform  to  the  requireiiaents  for  fireproof  buildings  or 
structures,  but  which  are  enclosed  fwii^  walls  of  ^proved  masonry  or 
reinforced  concrete. 

4.  Frame. — Frame  buildings  or  structures  are  those  of  which  the 
exterior  walls  or  any  parts  thereof  are  of  wood,  or  which  do  not  con- 
form to  the  requirements  for  fireproof  or  non-fireproof  buQdings. 

i  72.  When  huHdinos  are  required  to  be  fireproof.  1.  New  buildinpa.*^ 
Every  building  hereafter  erected  shall  be  a  fireproof  building,  as  foln^: 
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by  Article  5  o^  Article  22  of  this  chapter  to  be  Mme,  any  building  here- 
after erected  may  be  non-fireproof. 

2.  Alterations. — ^Except  when  required  by  this  article  to  be  fire- 
proof, or  when  permitted  by  Article  5  or  Article  30  of  this  chapter  to  be 
frame,  any  building  which  shall  hereafter  be  enlarged  in  any  manner, 
may  be  non-fireproof. 

3.  Special  fire  protection.  In  all  non-fireproof  buildings  hereafter 
erected  or  hereafter  altered  or  converted  to  be  used  as  garages,  motor 
vehicle  repair  shops  or  oil  selling  stations  the  columns  and  girders, 
unless  of  'fireproof  construction,  and  all  wood  floor  and  roof  construc- 
tion shall  be  covered  and  protected  on  all  sides  with  such  fire  retarding 
materials  and  in  such  manner  as  may  be  prescribed  by  the  rules  c^  the 
Board  of  Standards  and  Appeals,  except  that  when  such  buildings  are 
not  more  than  one  story  hi£^,  without  basement  or  cellar,  such  pro- 
tection shall  not  be  requu*ed  for  the  roof  construction. 

Existing  non-fireproof  buildings  heretofore  occupied  as  garages, 
motor  vehicle  repair  shops  or  oil  selling  stations  shall  not  be  required 
to  comply  with  the  provisions  of  this  sub-division,  except  as  may  be 
sp>ecifically  provided  in  rules  hereaft^  adopted  by  the  Board  of  Standards 
and  Appeals.     (New.)  ^ 

Adopted  July  3,  1917.    Became  effective  July  17, 1917. 

%  74.  One-story  special  buildings.  Nothing  in  this  article  shall  prohibit 
the  use  of  sheet  metal  not  less  than  No.  26  gauge  in  thickness,  or  other 
approved  incombustible,  weatherproof  material  of  such  character  and 
thickness  as  may  be  prescribed  by  rules  of  the  Board  of  Standards  and 
Appeals,  for  the  exterior  walls  of  any  building,  irrespective  of  occupancy 
or  location,  except  when  otherwise  specifically  prescribed  by  this  chapter; 
provided  that  such  building  is  not  more  than  one  story  high  above  the  curb 
or  the  surrounding  ground  level,  and  that  all  sides,  except  for  necessary 
window  and  door  openings,^  and  the  roofs  of  such  buildings  are  of  the 
same  material  and  construction,  and  provided  further  that  the  area  does 
not  exceed  1,250  square  feet,  and  the  side  walls  15  feet  in  height.    (New.) 

Adopted  May  1, 1917.    Became  effective  May  15, 1917. 

ARTICLE  5 

RESTRICTED  AREAS 

Sec.  90.  Fire  limits. 
$  91.  Suburban  limits. 
§  92.  Enlarging  buildings. 

93.  Repair  of  damaged  buildings. 

94.  Moving  buildings. 

95.  Buildings  in  process  of  construction. 

96.  Frame  buildings  permitted. 

Sec.  90.  Fire  limits. — Except  as  otherwise  specifically  provided  in 
this  chapter,  or  as  the  same  may  be  amended  from  time  to  time,  no 
frame,  wood  or  other  combustible  structure  shall  be  hereafter  built  in 
the  city  within  the  following  limits  hereinafter  referred  to  as  the  fire 
limits  and  no  person  shall  maintain,  occupy,  or  use  any  such  structure 
erected  in  violation  of  any  provision  of  this'  ordinance: 

1.  In  the  borough  of  Manhattan:  Beginning  at  a  point  on  the  North 
river  at  the  Battery,  and  running  thence  northerly  along  the  pierhead 
line  to  a  point  100  feet  north  of  the  northerly  side  of  Dyckman  street; 
thence  running  easterly  100  feet  north  of  and  parallel  to  the  northerly 
side  of  Dyckman  street  to  a  point  100  feet  west  of  the  westerly  side 
of  Seaman  ^venue;  thence  running  northerly  100  feet  west  of  and  par- 
allel to  the  westerly  side  of  Seaman  avenue  to  a  point  100  feet  south 
of  the  southerly  side  of  W.  215th  St.;  thence  running  easterly  100  feet 
south  of  and  parallel  to  the  southerly  side  of  W.  21Sth  St.,  to  a  point 


100  feet  \99$^  of  ib.9  westerly  side'ol  Broadway;  thenoe  ruBning  northerly 
100  feet  west  of  and  parallel  to  the  westerly  side  of  Broadway  to  the 
bulkhead  Ime  of  the  Harlem  ship  canal;  thence  easterly  and  southerly 
along  the  bulkhead  line  of  the  Harlem  ship  canal  and  the  Harlem  river 
to  the  Bronx  kills;  thenoe  easterly  along  the  bulkhead  line  of  the  Bronx 
kills  to  the  East  river;  thenoe  southerly  along  the  East  river  to  the 
east  of  Randalls,  Wards  and  Blackwells  islands  and  along  the  pierhead 
Ime  of  the  East  river  to  the  North  river,  at  the  place  of  beginning. 
(Ord.  app.  Aug.  14,  1914.) 

2.  In  the  borough  of  the^  Bronx:  a.  Beginning  at  a  point  on  the  eastern 
bulkhead  line  of  the  Harlem  river  at  the  intersection  with  the  centre 
line  of  Washington  bridge  to  Aqueduct  ave.,  thence  running  northerly 
along  the  centre  line  of  Aqueduct  ave.  to  Featherbed  lane,  thettiee  run*- 
ning  northeasterly  along  the  centre  line  of  Featherbed  lane  to  Macombs 
road,  thenoe  ruma^ng  southerly  along  the  centre  line  of  Macombs  road 
to  174th  St.,  thence  running  easterly  along  the  centre  line  of  174th  st. 
to  a  point  100  feet  west  of  the  westerly  side  of  Jerome  ave.,  thence 
running  northedy  idO  feet  west  of  and  parallel  to  the  westeriy  side  of 
Jerome  ave.  to  Woodlawn  road,  thence  running  southeasterly  along 
the  centre  line  of  Woodlawn  road  to  a  point  100  feet  east  of  the  eastedrly 
side  of  Jerome  ave.,  thenoe  running  southerly  100  feet  east  of  and 
{parallel  to  the  easterly  side  of  Jerome  ave.,  to  E.  174th  st.,  thence  run* 
ning  easterly  along  the  centre  line  ol  E.  174th  st.  to  a  point  100  feet  west 
of  uie  westerly  side  of  Webster  aVe.,  thence  running  northerly  100  feet 
west  of  and  parallel  to  the  westerly  side  of  Webster  ave.  to  a  point  100 
feet  north  of  the  northerly  side  oi  Gun  Hill  road,  tiience  running  easterly 
100  fe^  north  of  and  parallel  to  the  northerly  side  of  Gun  Hill  road  to  a 
point  100  feet  west  of  the  westerly  side  of  White  Plains  road,  thence 
running  westerly  100  feet  south  of  and  parallel  to  the  southerly  side 
of  Gun  Hill  road  to  the  westerly  line  of  the  right  of  way  of  the  New 
York  and  llarlem  railroad,  thence  running  southerly  along  the  westerly 
line  of  the  ri^t  of  way  of  the  New  York  and  Harlem  railroad  to  a  point 
100  feet  north  of  the  northerly  side  of  Fordham  road,  thence  running 
easterly  100  feet  north  of  and  parallel  to  the  northwly  side  of  Fordham 
road  to  the  westerly  boundary  of  Bronx  park,  thence  running  southerly 
along  the  westerly  boundary  and  easterly  along  the  southerly  boundary 
of  Bronx  park  to  the  Bronx  river,  thenoe  running  southerly  along  the 
centre  line  of  the  Bronx  river  to  a  point  100  feet  north  of  the  northerly 
side  of  Walker  ave.,  thence  running  easterly  100  feet  north  of  and  parallel 
to  the  northerly  side  of  Walker  ave.  to  a  point  100  feet  west  of  the 
westeriy  side  of  Morris  Park  Ave.,  thence  running  northeasteriy  100 
feet  northwest  of  and  parallel  to  the  northwesterly  side  of  Morris  Park> 
ave.  to  a  point  100  feet  west  of  the  westerly  side  of  White  Plains  road, 
thenoe  running  northerly  100  feet  west  of  and  parallel  to  the  westerly 
side  of  White  Plains  road  to  the  northerly  boundary  line  of  the  city, 
thence  running  easterly  along  said  boundary  line  to  a  point  100  feet 
east  of  the  easterly  side  of  White  Hains  road,  thenoe  running  southerly 
100  feet  east  of  and  parallel  to  the  easterly  side  of  White  Plains  road  to 
a  p(»nt  100  feet  south  of  the  southerly  side  of  Morris  Park  ave.,  thence 
running  southwesterly  100  feet  southeast  of  and  parallel  to  the  south- 
easterly side  odt  Morris  Park  ave.  to  a  point  100  feet  south  of  the  southerly 
side  of  Walker  ave.,  thence  running  westerly  100  feet  south  of  and 
parallel  to  the  southerly  side  of  Walker  ave.  to  the  Bronx  river,  thence 
running  southerly  aJong  the  centre  line  of  the  Bronx  river  to  a  point 
100  feet  north  of  the  northerly  side  of  Westchester  ave.,  thence  run- 
ning easterly  100  feet  ncrtii  of  and  parallel  to  the  northerly  side  of 
Westchester  ave.  to  the  Eastern  boulevard,  thence  running  southerly 
across  Westchester  ave.  to  a  point  100  feet  south  of  the  southerly  side 
of  Westchester  ave.,  thence  running  westeriy  100  feet  south  of  ^and 
parallel  to  the  southerly  side  of  Westchester  ave.  to  the  Bronx  river, 
thence  running  southeriy  along  the  centre  line  of  the  Bronx  river  to  the 
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East  river,  thence  mimiiig  southeasteiiy  along  the  East  river,  notth- 
westeriy  along  the  Bronx Idlls  and  northerly  along  the  Harlem  river 
to  the  point  9!  beginning; 

b.  Also,  beginning  at  a  point  on  the  boundary  line  between  the 
borouf^hs  of  The  Bronx  and  Manhattan  in  the  bed  of  the  old  Spuyten 
Du3rvil  creek  100  feet  west  of  the  westerly  side  of  Broadway,  thence 
running  northerly  100  feet  west  of  and  parallel  to  the  westerly  side  of 
Broadway  to  the  citv  line,  thence  running  easterly  along  the  city 
line  to  the  east  side  of  Broadway,  thence  running  southerly  along  the 
easterly  side  of  Broadway  to  the  northerly  side  of  Van  Cortlandt 
park  south,  thence  running  easterly  to  a  point  100  feet  east  of  the 
easterly  side  of  Broadway,  thence  running  southerly  100  feet  east  of 
and  parallel  to  the  easterly  side  of  Broadway  to  the  boundary  line 
between  the  boroughs  of  The  Bronx  and  Manhattan,  thence  running 
westerly  along  said  boundary  line  to  the  point  of  beginning. 

3.  In  the  Borough  of  Brooklyn:  a.  B^inning  at  the  junction  of 
Newtown  creek  with  the  East  river,  thence  running  along  Newtown 
creek  and  the  borough  line  between  Brookl3m  and  Queens  to  Chaun- 
cey  St.,  thence  running  southwesterly  along  the  cenU^  line  ci  Chaun- 
cey  St.  to  Central  ave.,  thence  running  souUieasterly  along  the 
centre  line  of  Central  ave.  to  the  bounduy  line  of  Evergreen  cem- 
et^y,  thence  running  southerly  along  the  boundary  line  of  Ever- 
green oemet^y  to  Highland  boulevard,  thence  running  northeasterly 
ak>n^  the  centre  line  of  Highland  boulevajrd  to  Highland  park,  thence 
runnmg  southerly  along  the  boundary  line  of  Highland  park  to  Ja- 
maica ave.,  thence  running  easterly  along  the  northerlv  side  ol 
Jamaica  ave.  to  the  borou^  line  Between  Brooklyn  and  Queens, 
thence  running  southerly  along  said  borough  line  to  a  point  100 
feet  south  of  the  southerly  side  of  Jamuca  ave.,  thence  running 
westeriy  100  feet  south  of  and  paralld  to  the  southeriy  side  of  Ja- 
maica ave.  to  a  point  100  feet  east  of  the  easterly  side  of  Norwood 
ave.,  thence  running  southerly  100  feet  east  of  and  parallel  to  the 
easterly  side  of  Norwood  ave.  to  Atlantic  ave.,  thence  running 
easterly  along  the  centre  line  of  Atlantic  ave.,  to  a  point  100  feet  east 
of  the  easterly  side  of  Milford  st.,  thence  running  southoiy  100  feet 
east  of  and  parallel  to  the  easterly  side  of  Milfora  st.  to  a  point  100 
feet  south  of  the  southerly  side  of  New  Lots  ave.,  thrice  running 
westerly  100  feet  south  of  and  parallel  to  the  southerly  side  of  New 
Lots  ave.  to  a  point  100  feet  south  of  the  southerly  side  of  Kiverdale 
ave.,  thence  running  westerly  100  feet  south  of  and  parallel  to  the 
southerly  side  of  Riverdale  ave.  to  a  point  100  feet  west  of  the  west- 
erly mde  of  E.  98th  st.,  thence  running  northwesterly  100  feet  west 
of  and  parallel  to  the  westerly  side  of  E.  98th  st.  to  a  point  100  feet 
south  of  the  southerlv  side  of  Clarkson  ave.,  thence  running  westeriy 
100  feet  south  of  and  parallel  to  the  southerly  side  of  Clancson  ave. 
across  Remsen  ave.  and  continuing  100  feet  south  of  and  puAllel  to 
the  southerly  side  of  Clarkson  ave.  to  a  point  100  feet  east  of  the 
eaoteriy  side  of  Flatbush  ave.,  th^ce  running  southerly  100  feet 
east  of  and  parallel  to  the  easterly  side  of  Flatbu^  ave.  to  a  point 
opposite  the  jimction  of  Kings  highway  with  Flatbush  ave.,  thence 
running  westerly  across  Flatbush  ave.  to  a  point  100  feet  west  of  the 
westerly  side  of  Flatbush  ave.,  thence  running  northerly  100  feet 
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west  (d  and  ]Mu«lld  to  the  woBterlv  side  of  Flatbush  ave.  to  a  point 
100  feet  south  o(  the  southerly  side  of  Church  ave.,  thence  running 
westerly  100  feet  south  of  and  parallel  to  the  southerly  side  oT 
Churdi  ave.  to  a  point  100  feet  southeast  of  the  southeasterly  side  of 
14th  ave.,  thence  running  southwesterly  100  feet  southeast  of  and 
parallel  to  ^e  southeasterly  side  of  14th  ave.  to  a  point  100  feet 
souUiwest  of  the  southwesterly  side  of  60th  st.,  thence  running 
northwesterly  100  feet  southwest  of  and  parallel  to  the  southwest 
dde  of  60th  st.  to  New  York  bay,  thence  running  northerly  along 
the  pierhead  line  of  New  York  bay,  Gowanus  bay,  Buttermilk  chan- 
nel and  the  East  river  to  the  point  of  beginning; 

b.  Beginning  at  a  point  at  the  intersection  of  the  Atlantic  Ocean 
and  W.  5th  st.,  thence  running  northerly  along  the  c^itre  line  of 
W.  6th  St.  to  a  point  100  feet  nwth  of  the  northerly  side  of  Surf  ave., 
thence  running  westerly  100  feet  north  of  and  parallel  to  the  north- 
erly side  of  Bud.  ave.  to  W.  8th  st.,  thence  running  westerly  alons 
the  southerly  side  of  the  right  of  way  of  the  Norton  s  Point  railroad 
to  W.  87th  St.,  provided  that  at  no  point  along  said  right  of  way 
shall  these  limits  be  taken  at  a  distance  less  than  100  feet  north  of  the 
northerly  skle  of  Surf  ave.,  thence  running  southerly  along  the  centre 
line  of  W .  37th  st.  to  the  Atlantic  Ocean,  thence  running  easterly 
along  the  shore  line  to  the  point  of  be^ning; 

4.  In  the  horaiwh  of  Queens,  a.  Banning  at  a  point  in  the  bulk- 
head line  of  the  East  river  at  its  intersection  with  the  centre  line  of 
Winthpop  ave.,  thence  running  southeasterly  along  the  centre  line  of 
Wintrhop  ave.  to  a  point  100  feet  southeast  of  the  southeasterly  side 
of  Steinway  ave.,  thence  running  southwesterly  100  feet  southeast  of 
and  parallel  to  the  southeasterly  side  of  Steinway  ave.  to  a  point  100 
feet  north  of  the  northerly  side  of  Astoria  ave.,  thrice  running 
easterly  100  feet  north  of  and  parallel  to  the  northerly  side  of  Astoria 
ave.  to  the  Old  Bowery  bay  road,  thence  running  southerly  along  the 
centre  line  of  the  Old  Bowery  bay  road  to  Woodside  ave.,  thence 
running  southerly  alon^  the  centre  line  of  Woodside  ave.  to  Middle- 
buig  ave.,  thence  runmng  westcarly  along  the  eentre  line  of  Middle- 
burg  ave.  to  Didoson  st.,  thence  running  southerly  along  the  centare 
Hne  of  Dickson  st.  to  a  point  100  feet  south  of  the  southerly  side  of 
C^reenpoint  ave.,  ihence  running  westerly  100  feet  south  of  and 
parallel  to  the  southerly  side  of  Greenpoint  ave.  to  Bord^i  ave., 
thence  ranning  easterly  idong  the  centre  line  of  Borden  ave.  to 
Laurel  Hill  boulevard,  thence  running  southwesterly  along  the  c^itre 
Hne  ci  Laurel  Hill  boulevard  to  Medhrer  ave.,  thence  running  soutii- 
erly  along  the  centre  line  of  Medcer  ave.  to  Newtown  Creek,  thence 
along  Newtown  creek  to  the  East  river,  thence  running  northerly 
idong  the  bulkhead  line  of  the  East  river  to  tiie  place  of  beginning. 
(Amend  Nov.  9,  1915.) 

b.  Beginning  at  a  point  on  llie  borough  line  between  Queens  and 
Brooklsm  intersected  ny  a  line  distant  100  feet  north  of  and  pandlel 
to  the  northerly  side  of  MetropoUtan  ave.,  thence  running  easterly 
100  feet  north  of  and  parallel  to  the  northerly  side  of  Metropolitan 
ave.  to  a  point  100  feet  east  of  the  easterly  side  of  Fresh  Pond  road, 
tbenee  running  southeiiy  100  feet  east  of  and  parallel  to  the  easterly 
side  of  Frerii  Pbnd  road  to  Myrtle  ave.,  thence  running  souther^ 
along  the  Long  Island  railroad  to  the  borough  line  between  Queens 
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and  Brooklyn,  thence  running  northwesterly  along  stud  Borough  liae 
to  the  point  of  beginning; 

0.  Beginning  at  a  point  on  the  borough  line  between  Queens  and 
Brooklyn  100  feet  north  of  the  northerly  side  of  Jamaica  ave., 
thence  running  easterly  100  feet  north  of  and  parallel  to  the  northerly 
side  of  Jamaica  ave.,  to  Brenton  ave.,  thence  running  southerly  across 
Jamaica  ave.  to  a  point  100  feet  south  of  the  southerly  side  thereof, 
thence  running  westerly  IpO  feet  south  of  and  parallel  to  the  southerly 
side  of  Jamaica  ave.  to  a  point  100  feet  east  of  the  easterly  side  oif 
Roseville  ave.,  thence  running  southerly  100  feet  east  of  and  parallel 
to  the  easterly  side  of  Roseville  ave.  to  Mandsley  St.,  thenpe  running 
westerly  across  Roseville  ave.  to  a  point  100  feet  west  of  the  westerly 
side  l^ereof,  thence  running  northerly  100  feet  west  of  and  parallel 
to  the  westerly  side  of  Roseville  ave.  to  a  point  100  feet  south  of  the 
southerly  side  of  Jamaica  ave.,  thence  running  westerly  100  feet 
south  of  and  parallel  to  the  southerly  side  of  Jam^ca  avenue  to  the 
bmmdary  line  between  the  boroughs  of  Queens  and  Bco(^yn, 
thence  running  northerly  along  said  boundary  line  to  the  place  of 
bednnin^; 

d^  Beginning  at  a  point  on  the  centre  line  of  Madison  street, 
Flushing,  100  feet  west  of  the  westerly  side  of  Main  street,  thence 
running  northerly  100  feet  west  of  and  parallel  to  the  westerly  side  of 
Main  street  to  Jackson  ave.,  thence  running  easterly  along  the  centre 
line  of  Jackson  ave.  to  a  point  100  feet  east  of  the  easterly  side  of 
Main  street,  thence  running  southerly  100  feet  east  of  and  parallel  to 
the  easterly  side  of  Main  street  to  Madison  street,  thence  running 
westerly  ak)ng  the  centre  line  of  Madison  street  to  the  point  of 
b^inning. 

e.  (See  paige  579). 

The  erection  of  a  frame  dwelling  in  a  manner  forbidden  by  the  ordinance,  does 
not  give  private  oitiaen  right  to  an  mjunction  unless  special  injunr  to  him  be  Jshown. 
Young  V.  Scheu,  56  Hun,  807.  Wooden  building  created  vested  right,  which  oaa- 
not  be  revoked  by  ordinance.    City  of  Buffalo  v.  Chodeoyne,  45  St.  Rep.  765. 

§  91.  Svburban  limits, — ^Except  as  oUierwise  specifieallyniroyided 
in  this  chapter,  no  frame  or  wckxI  sMicture,  shall  be  built  nercAf ter 
within  the  following  areas  or  limits  hereinafter  referred  to  as  ^'Subur- 
ban Limits,''  and  it  shall  be  unlawful  to  maintain,  oocup^r  or  use  any 
such  structure  erected  in  violation  of  any  of  the  provisions  of  this 
ordinance,  provided,  however,  that  nothing  herein  contained  shall 
prevent  the  erection,  maintenance  or  occupancy  of  any  frame  build- 
mg  to  be  used  exclusively  for  residence  purposes  with  not  more  than 
15  sleepine  rooms  and  covering  not  more  than  85  per  e^it.  of  the 
width  of.  the  lot  or  plot  on  which  it  is  erected,  and  maintaining  on 
at  least  one  side  an  open  space  or  open  spaces  as  may  be  necessary 
to  preserve  such  restriction,  or  of  any  one-stOry  frame  stable  or 
garage  not  exceeding  600  square  feet  in  area  or  15  feet  in  height 
and  erected  on  the  same  plot  with  a  one  or  two-family  buildii^  and 
maintained  on  all  sides  at  least  4  feet  from  any  lot  line. 

1.  In  the  borough  of  Manhattan,  dl  that  portion  cMf  the  borough 
not  included  in  the  fire  Umits. 

2.  In  the  borough  of  The  Bronx,  all  that  portion  of  the  borough 
lying  between  the  fire  limits  and  the  following  boundaries: 

B^inning  at  the  Hudson  river  and  running  easterly  along  the 
boundary  Une  between  the  borough  of  The  Bronx  and  Westchester 
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Excepting  that  poTtioD  of  the  borough  l^iog  within  the  following 
deBCribed  area:  Beginniog  at  a  point  aX  the  intcrcsection  of  the  centre 
llDe  of  the  BroQi  River,  100  feet  south  of  Walker  avenue  (formerly 
West  Farma  road),  running  easterly  along  the  southerly  line  of  E.  177Ui 
street  to  the  right  of  way  of  the  New  York,  New  Haven  and  Hartford 
Railroad;  thence  southerly  along  the  west  side  of  the  right  of  way  of 
New  York,  New  Haven  and  Hartford  Railroad  to  the  northerly  Bide  of 
E.  174th  Btreet;  thence  westerly  along  the  north  Bide  of  E.  174th  street 
to  the  centra  line  of  the  Bronx  River;  thence  northerlj^  along  the  oentre 
line  of  the  Bronx  River  to  the  point  or  place  of  beginning. 
Adopted  Monli  27,  1017.    BsoamB  effeotive  April  10,  1017. 

3.  In  the  bonxioh  of  Brookli/n,  all  that  portion  of  the  borough  lying 
between  the  fire  limits  and  the  following  boundaries:  Beginning  at 
the  Atlantic  Ocean  on  a  lino  100  feet  east  of  and  parallel  to  the  easterly 
side  of  Ocean  parkway,  running  thence  northerly  100_  feet  cast  of  and 
parallel  to  the  easterly  side  of  Ocean  parkway,  to  a  point  100  feet  south 
of  the  southerly  side  of  Neptune  ave.;  thence  easterly  100  feet  south  of 
and  parallel  to  the  southerly  side  of  Neptune  avenue,  to  a  point  100  feet 
east  of  the  easterly  side  of  Coney  Island  avenue;  thence  southerly  100 
feet  east  of  and  parallel  to  the  easterly  side  of  Coney  Island  avenue,  to 
the  Atlantic  Ocean;  thence  easterly  aloug  the  line  up  to  the  Atlantic 
Ocean  to  a  point  100  feet  east  of  the  easterly  side  of  ThornHU  street 
(Manhattan  Beach  Estates),  running  thence  northerly  100  feet  east  of 
and  parallel  to  the  easterly  side  of  Thornhill  street,  continuinR  across 
Sbeepshead  bay  till  it  intersects  with  a  line  drawn  100  feet  north  of  and 
parallel  to  the  northerly  side  of  Emmons  avenue,  thence  westerly  100 
feet  north  of  and  parallel  to  the  northerly  side  of  Emmons  avenue  to  a 
point  100  feet  east  of  the  easterly  side  of  Batchelder  street,  thence 
northerly  100  feet  east  of  and  parallel  to  the  easterly  side  of  Batthelder 
street  to  a  point  100  feet  north  of  the  northerly  side  of  Avenue  Z,  thence 
westerly^  lOO  feet  north  of  and  parallel  to  the  northerly  side  of  Avenue  Z 
to  a  point  100  feet  east  of  the  easterly  side  of  Ocean  avenue;  thence 
northed^  100  feet  east  of  and  parallel  tn  the  easterly  side  of  Ocej 
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U  to  a  point  100  feet  east  oi  the  easterly  side  of  Nostrand  avenue,  thence 
northerly  100  feet  east  of  and  parallel  to  the  easterly  side  of  Nostrand 
avenue  to  a  point  100  feet  south  of  the  southerly  side  of  Avenue  N, 
thence  easterly  100  feet  south  of  and  parallel  to  the  southerly  side  of 
Avenue  N,  to  a  point  100  feet  west  of  the  westerly  side  of  East  35th 
street,  thence  southeasterly  100  feet  southwest  of  and  parallel  to  the 
southwesterly  side  of  E.  35th  street  to  a  point  100  feet  southeast  of  the 
southeasterly  side  of  Flatlands  ave.,  thence  northeasterly  100  feet 
southeast  of  and  parallel  to  the  southeasterly  side  of  flatlands  ave.  to  a 
point  100  feet  east  of  the  easterly  side  of  Schenectady  avenue,  thence 
northerly  100  feet  east  of  and  parallel  to  the  easterly  side  of  Schenectady 
avenue  to  a  point  100  feet  south  of  the  southerly  side  of  Clarendon  road, 
thence  easterly  100  feet  south  of  and  parallel  to  the  south  side  of  Claren- 
don road  to  a  point  100  feet  southeast  of  the  southeasterly  side  of  Dit- 
mas  avenue,  thence  northeasterly  100  feet  southeast  of  and  parallel  to 
the  southeasterly  side  of  Ditmas  avenue  to  a  point  IQO  feet  northeast  of 
the  northeasterly  side  of  East  98th  street,  thence  northwesterly  100  feet 
northeast  of  and  parallel  to  the  northeasterly  side  of  East  98th  street  tp 
a  point  100  feet  south  of  the  southerly  side  of  Vienna  ave.,  thence  easterly 
100  feet  south  of  and  parallel  to  the  southerly  side  of  Vienna  avenue  to  a 
point  100  feet  east  of  the  easterly  side  of  Fountain  avenue,  thence  nor- 
therly 100  feet  east  of  and  parallel  to  the  easterly  side  of  Fountain  avenue 
to  a  point  100  feet  south  of  the  southerly  side  of  Sutter  avenue,  thence 
easterly  100  feet  south  of  and  parallel  to  the  southerly  side  of  Sutter 
avenue  to  the  boundaiy  line  of  Queens  borough. 

Excepting,  however,  the  premises  beginning  at  the  Atlantic  Ocean 
at  the  easterly  side  of  Ocean  Avenue,  running  thence  northerly  along 
the  easterly  side  of  Ocean  Avenue  to  Oriental  Boulevard,  thence  easterly 
along  the  southerly  side  of  Oriental  Boulevard  to  the  westerly  side  of 
Irwin  Street;  thence  southerly  along  the  westerly  side  of  Irwm  Street 
to  the  Atlantic  Ocean;  thence  along  the  Atlantic  Ocean  to  the  point  of 
beginning. 

Adopted  January  1, 19X7.    Approved  January  12, 1917. 

§  92.  Enlarging  buildings. — ^Except  aa  otherwise  specifically  provided 
in  this  chapter,  or  as  the  same  ^all  be  amended  from  time  to  time, 
no  existing  frame,  wood  or  other  combustible  structure  shall  be  enlarged 
within  the  fire  limits,  or  suburban  limits,  except  in  conformity  with 
the  provisions  of  this  chapter  with  respect  to  new  structures. 

§93.  Repair  of  damaged  buUdinga.  1.  When  prohibited. — ^Within 
the  fire  limits  any  existing  frame,  wood,  or  other  combustible  struc- 
tures which,  in  the  judgment  of  the  superint^ident  of  buildings  of  the 
borough,  may  be  damaged  from  any  cause  whatsoever  to  an  amoimt 
greater  than  one-half  of  the  value  thereof  exclusive  of  the  foundations 
or  may  be  in  need  of  structural  repairs  to  an  amoimt  greater  than  one- 
half  of  its  value  exclusive  of  the  foundations,  shall  not  be  repaired  or 
rebuilt,  but  ^all  be  taken  down. 

2.  Surveys, — ^In  case  the  owner  or  owners  of  the  structure  which 
may  be  damaged  or  in  need  of  repa^  shall  be  dissatisfied  with  the 
decision  of  the  superintendent  of  buildmgs  as  to  the  extent  of  such  dam- 
age or  need  of  repairs,  then  the  amount  or  extent  of  such  damage  or 
required  repairs  shall  be  determined  by  competent  surveyors,  one  ap- 
pointed by  the  superintendent  of  buildings,  one  by  the  owner  or  owners 
of  the  structure  and,  in  case  these  two  do  not  agree,  one  selected  by  them 
jointly.  The  report  of  the  surveyors  shall  be  reduced  to  writing  and, 
when  signed  by  any  two  of  them,  shall  be  conclusive.  No  building  the 
subject  of  survey  shall  be  in  any  manner  repaired,  altered  or  rebuilt 
until  after  the  decision  of  the  surveyors  shall  have  been  rendered. 

§  94.  Moving  buildings, — No  frame,  wood  or  other  combustible  struc- 
ture shall  be  moved  from  without  to  within  the  fire  limits.  (Ord.  eff. 
June  22,  1915.) 
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{  95.  Buildings  m  process  of  construction. — Nothing  herein  con- 
tained shall  prevent  the  erection  or  completion  of  a  frame  structure 
for  which  a  permit  has  been  lawfully  issued  at  the  time  this  ordinance 
,  shall  take  dOfect  within  such  portion^  of  the  fire  limits  as  were  not 
heretofore  included  within  the  fire  limits  of  the  city;  provided  the 
work  thereon  shall  be  diligently  prosecuted  so  that  the  structure 
shall  be  completed  within  15  months  after  the  passage  of  this  ordi- 
nance. 

In  case  any  such  structure  shall  not  be  completed  within  the  said 
p^od  the  holder  of  the  permit  therefor  shall  be  4eemed  to  have 
forfeited  all  rights  and  privileges  thereunder  and  the  uncompleted 
building  or  structure  shall  be  taken  down  and  removed  within  60 
days  after  the  date  of  the  forfdture  <^  such  permit. 

i  96.  Frame  buildings  permitted, — If  any  block  situated  within  the 
fire  limits  has  90  per  cent,  of  the  buildings  erected  thereon  con- 
structed of  frame,  any  vacant  lot  situated,  therein  may  have  a  frame 
building  placed  or  constructed  thereon,  provided  the  same  be  not 
more  thaix  2  stories  and  basement  in  height  and  is  to  be  used  for 
residence  purposes  only.     (Ord.  app.  Aug.  14,  1914.) 

ARTICLE  6 

HmOHT,  SI2B  AND  AJEtBANOBMSNT 

Sec.  110.' 

ARTICLE  7 

LIGHT  AND  VENTILATION 

(Added  by  ord.  effecHve  Dee.  ^,  1916) 

Sec.  130.  Ro(»ns  in  residence  buildings. 
§  131.  Rooms  in  business  buildings. 
§  132.  Rooms  in  public  buildings. 
~  133.  Bathrooms  and  water-closet  compartments. 

134.  Windows. 

135.  Courts. 
§  136.  Buildings  on  same  plot. 
§  137.  Alterations. 

Sec.  130.  Rooms  in^  residence  buildings.  1.  Windows  required. — ^Ex- 
cept as  otherwise  provided  in  this  article  or  by  any  other  law.  every 
living  room  in  every  residence  building  hereaft^  erected  shall  have 
one  or  more  windows  opening  directly  upon  a  street  or  other  open 
public  space,  or  upon  a  court  located  upon  the  same  lot  or  plot  as 
the  building  and  conforming  to  the  requirements  of  this  article  for 
courts,  provided  that  the  width  of  such  street  or  open  public  ^ace 
is  not  less  than  required  by  this  article  for  courts. 

2.  Size  of  rooms.  Every  such  room  shall  be  not  less  than  6  feet 
wide  in  any  part,  and  shall  contain  not  less  than  60  square  feet  of 
clear  floor  area,  and  the  clear  height  for  this  minimum  floor  area  idiall 
be  not  less  than  8  feet. 
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3.  Alcove  rooms.  Nothing  in  this  section  shall  prohibit,  in  resi- 
dence buildings  occupied  by  not  more  thian  two  families,  roomis  with- 
out windows  as  prescribed  by  subdivision  1  of  this  section,  provided 
that  every  such  room  opens  without  obstruction  direcUy  into  another 
rocmi  wluch  has  one  or  more  windows  having  an  aggregate  area 
between  stop*  beads  of  not  less  than  24  square  feet  and  opening  to 
the  outer  air  as  prescribed  in  subdivision  1  of  this  section,  and  that 
.  the  opening  between  such  rooms  is  not  less  than  60  square  feet  in 
ai-ea. 

§  131.  Rooms  in  business  huildmgs. — Exc^t  aa  otherwise  pro- 
vided in  this  article,  every  room  in  every  business  building  hereafter 
erected,  other  than  rooms  specifically  provided  for  by  the  Labor  Law, 
shall,  unless  ventilated  by  windows  opening  directly  upon  a  street, 
or  other  open  public  space,  or  upon  a  court  located  on  ^e  same  lotr 
or  plot  as  the  building  and  conforming  to  the  requirements  of  this 
•article  for  courts,  be  provided  with  ^proved  means  of  ventilation 
consisting  of  transoms  or  ^milar  devices  opening  into  rooms  venti- 
lated directly  to  the  outer  air  or  of  other  methods  capable  of  main- 
taining a  carbon  dioxide  content  of  the  air  of  not  more  than  one  part 
in  one  thousand,  provided  that  this  requirement  sh£dl  not  apply 
to  breweries  or  charging  rooms^  or  other  rooms  where  high  quantities 
of  carbon  dioxide  are  an  unavoidable  concomitant  of  the  use  to  whidi 
the  room  is  put,  or  to  rooms  used  ^cclt»ively  for  storage  purposes, 
and  provided  further  that  the  requirements  of  this  section  shall  not 
apply  to  rooms  in  which  the  unoccupied  space  exceeds  500  cubic 
feet  for  each  occupant. 

§  132.  Roomys  in  public  buildings.— ^lElicoept  as  otherwise  provided  in 
this  article  or  by  any  other  law  or  ordinance,  every  room  in  every 
public  building  hereafter  erected  shall  be  equipped  with  some  ap- 
proved ^stem  of  positive  ventilation  which,  during  occupancy, 
will  provide  noteless  than  2  cubic  feet  of  fresh,  uncontaminated  air 
per  minute  for  each  square  foot  of  floor  surface,  unless  the  unoccupied 
space  of  such  rooms  exceeds  1000  cubic  feet  for  each  occupant  and 
windows  are  provided  opening  directly  upon  a  street  or  other  open 

eublic  space,  or  upon  a  court  located  on  the  same  lot  or  plot  as  the 
uilding  and  conforming  to  the  requiremeaits  of  this  article  for 
courts.  '' 

§  133.  Bathrooms  and  vxiter-closet  compartments. — ^Every  bathroom, 
toUet  room  or  other  room  containing  one  or  more  water-closets  or 
urinals,  hereafter  placed  in  any  building,  shall  be  ventilated  in  at 
least  one  of  the  following  waysr 

a.  By  a  window,  opemng  to  the  outer  air  as  prescribed  in  sub- 
division 1  of  §  130  and  having,  between  stop  beads,  an  area  of  not 
less  than  10  per  cent,  of  the  floor  area  nor  less  than  3  square  feet 
in  any  case  and  a  width  of  not  less  than  1  foot; 

b.  By  a  window  of  the  size  specified  in  a,  opening  on  a  vent  shaft 
which  extends  to  and  through  the  roof  or  into  a  court  ccmforming 
to  the  requirements  of  this  article  for  courts  and  which  has- a  crosa^ 
sectional  area  of  not  l^ss  than  i/s  of  a  square  foot  for  eveiy  foot  of 
height,  but  not  less  than  9  square  feet  in  any  case,  and,  unless  open 
to  the  outer  air  at  the  top,  a  new  area  of  louvre  openings  in  the 
skylight  equal  to  the  maximum  required  shaft  area; 

c.  By  an  individual  vent  flue  or  duct  extending  independoitly 
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<^  any  other  flue  or  duct,  to  ai^d  above  the  roof  and  having  a  cross- 
sectional  area  of  not  less  than  1  square  foot  for  2  or  less  water-closets 
or  urinal  fixtures  and  Vs  of  a  square  foot  additional  for  each  additional 
water-closet  or  urinal  fixture; 

d.  By  a  skylight  in  the  ceiling,  having  a  glazed  surface  of  not  less 
than  3  square  feet  and  arranged  so  as  to  provide  ventilating  openings 
of  not  less  than  3  square  feet  to  the  outer  air  above  the  rool  of  the 
building  or  into  a  court  conforming  to  the  requir^nents  of  this  article 
for  courts,  for  2  or  less  water-closets  or  urinal  fixture^  and  2 
square  feet  additional  for  each  additional  watear-closet  or  urinal 
fixture;  or 

e.  By  some  ai^roved  system  of  mechanical  ^diaust  ventilation 
of  sufficient  capacity  to  provide  not  less  than  4  changes  of  air  per 
hour.  ^ 

§  134.  Window8.^-AR  windows,  except  windows  provMed  for  in 
§  133  of  this  |u*ticle,  placed  in  any  room  ol  a  residence  building 
hereafter  erected  for  the  purpose  of  complying  with  the  requirements 
of  this  article,  shall  have  an  aggregate  area  between  stop  beads  of 
not  less  than  Vio  of  the  floor  area  of  the  room  served  thereby.  Such 
windows  shaU  be  so  arranged  that  when  fully  opened  the  total  open 
space  shall  not  be  less  than  50  per  cent,  of  the  total  requued  window 


§  135.  Courts, — ^In  eveiy  building  hereafter  erected  every  court 
providisd  und^  the  provisi(»is  of  this  article  for  the  l^tmg  and 
vaitilation  of  any  room  shall  have  a  width  at  every  pcnnt  A  not 
less  than  1  inch  for  every  foot  that  such  point  is  distant  from  ^e 
lowest  part  of  such  eoiut,  but  not  less  than  4  feet  in  any  case.  Every 
such  court  idiall  be  open  and  Unobstructed  for  the  required  widtlis 
from  its  lowest  point  to  the  sky,  except  for  4ihe  ordinary  projections 
of  window  sills,  belt  courses  and  similar  omam^ital  projections  to 
the  extent  of  not  more  than  4  inches.  When  a  court  is  located  along 
a  side  of  a  lot  or  plot  the  lot  line  sh^  be  deemed  an  enclosure  of  such 
court,  except  that  when  a  court  opens  on  a  street  or  open  public  space, 
such  street  or  open  public  space  may  be  conadered  as  part  of  that 
court. 

§  136.  BuUdinga  &n  the  same  plot, — If  more  than  1  building  is  here- 
after placed  on  any  lot  or  plot,  or,  if  any  building  is  pla^sed  on  l^e 
same  lot  or  plot  with  an  existing  buUaing,  the  several  buildings, 
may,  for  the  purposes  of  this  article,  be  considered  as  a  single  buik^ 
ing.  Any  structure,  whether  independent  or  attached  to  a  Duilding, 
shall  for  the  purposes  of  this  article,  be  deemed  a  building  or  part 
of  a  building. 

§  137.  Alterations, — No  building  shall  hereafter  be  altered  so  as 
to  reduce  either  the  size  of  any  room  or  the  amount  of  window  space, 
to  less  than  that  required  for  bxiildings  hereafter  ^ected,  or  so  as  to 
create  any  additional  room  or  rooms  imless  such  additional  room  is 
made  to  conform  to  the  requirements  for  rooms  in  buildings  here- 
after erected,  except  that  such  rooms  may  be  of  the  same  height  as 
existing  rooms  in  the  same  story.  No  building  shall  hereafter  be 
enlarge  nor  G^all  the  lot  or  plot  on  which  it  is  located  be  diminished 
80  t^t  the  dimensions  of  any  court  required  for  li^t  or  ventilation 
as  in  tliis  article  provkied,  shall  be  less  than  prescnoed  for  buildings 
hereafter  erected. 
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ARTICLE  8 

EXIT  FACILITIES 

(Amended  by  ord.  effective  Dec.  28, 191S) 

Sec.  150.  Definitions. 

i  151.  Application  of  article. 

§  152.  Exits. 

§  153.  Interior  stairs. 

§  154.  Exterior  stairways. 

§  155.  Fire  towers. 

§  156.  Horizontal  exits. 

§  157.  Hallways. 

§  158.  Doorways. 

§  159.  Miscellaneous  requir^nents.  ^ 

1 160.  Alterations. 

§  161.  Existing  buildings. 

§  162.  Fire  escapes. 

Sec.  150.  DefimJtUms, — ^For  the  purpose  of  this  article. 

a.  A  floor  area  is  any  floor  space  enclosed  on  aU  sides  by  either  the 
exterior  walls,  fire  waUs,  or  fire  partitions; 

b.  A  stair  exit  is  a  direct  connection  of  any  floor  area  to  a  stairway 
constructed  in  accordance  with  the  requirements  of  this  article  for 
required  stairs; 

c.  A  horizontal  exit  is  the  connection  of  any  two  floor  areas, 
whether  in  the  same  building  or  not;  by  means  of  a  vestibule,  or  bv 
an  open  air  balcony  or  bridge,  or  through  a  fire  partition  or  fire  wall; 

d.  The  term  '^sfirinklered^'  means  equipped  with  an  approved 
B3rstem  of  automatic  sprinklers  throughout  the  building,  and  the 
term  '^unsprinklered''  means  not  so  equipped. 

§  151.  Application  of  article. — ^Unless  otherwise  specifically  stated 
in  this  article,  the  provisions  thereof  shall  apply  to  buildings,  here- 
after erected,  except  tenement  houses  coming  under  the  provisions 
of  the  Tenement  House  Law,  factories  coming  under  the  provisions 
of  the  Labor  Law,  motion-picture  theatres  coming  under  the  provi- 
sions of  article  24  of  this  chapter,  theatres  and  other  places  at  amuse- 
ment coming  under  the  provisions  of  article  25  of  this  chapter,  and 
refiddence  buildings  occupied  exclusively  by  1  or  2  families  or  having 
not  more  than  15  sleeping  rooms. 

§  152.  Exile.  1.  Kind. — Every  building  hereafter  erected  shall 
have  one  or  more  exits  as  required  in  this  section,  consisting  of  in- 
terior or  exterior  stairs,  fire  towers,  or  horizontal  exits,  constructecl 
and  arranged  as  speeified  in  this  article,  with  the  necessary  hallways 
and  doorways. 

2.  Number  of  occupants.  For  the  purposes  of  this  article,  when 
the  number  of  persons  to  be  accommodated  by  the  exits  is  not  stated 
in  the  application  for  a  permit  to  construct,  such  number  of  persons 
within  any  floor  area  shall  be  taken,  according  to  the  use  of  such 
floor  area,  as  one  person. 

a.  For  every  10  square  feet  in  dance  halls,  lodge  rooms  and  places 
of  assembly; 
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b.  For  every  16  square  feet  in  court  rooms,  restaurants  and  class- 
rooms in  schools  and  colleges; 

c.  For  every  25  square  feet  in  stores,  markets,  lodging  houses  and 
reading  rooms;    - 

d.  For  every  32  square  feet  in  workrooms; 

e.  For  every  50  square  feet  in  oflSces  and  snow  rooms; 

f.  For  every  100  square  feet  in  hospiitals,  hotels,  asylums,  fur- 
nished room  houses,  studios  and  other  residence  buildings; 

g.  For  every  150  square  feet  in  warehouses  and  garages. 

It  shall  be  unlawful  to  occupy  any  floor  area  by  a  ^eater  number 
of  persons  than  that  for  which  exits  have  been  provided  in  accord- 
ance with  this  article. 

3.  Number,  a.  From  rooms.  Every  room  having  an  occupancy 
of  more  than  75  persons  shall  have  at  least  2  doorways,  remote  from 
each  other,  leading  to  an  exit  or  exits. 

b.  From  ground  floor.  Every  floor  area  having  direct  exit  by 
doorways  or  hallways  to  a  street  and  having  an  occupancy  of  more 
than  75  persons,  shall  have  at  least  2  mieans  of  exit. 

c.  From  fljoor  areas.  Every  other  floor  area  hbove  or  below  the 
ground  floor  shall  have  at  least  1  interior  stairway  or  fire  tower  con- 
nected thereto.  Every  such  floor  area  shall  have  at  least  1  addi- 
tional «xit  when  it  exceeds  2500  square  feet  in  area. 

d.  Fire  towers  required.  In  business  buildings  exceeding  85  feet 
in  height,  at  least  1  stairway  shaU  be  a  fire  tower,  provided  that  in 
rorinkled  buildings  in  which  2  or  more  stairways  are  required  under 
the  provisions  of  this  article,  such  fire  tower  shall  not  be  required 
unless  the  building  exceeds  125  feet  in  height. 

4.  Location,  ^xits  shall  be  so  located  that  no  point  in  any  floor 
area  served  by  them  shall  be  niore  than  100  feet  distant  along  the 
fine  of  travel  from  an  exit,  except  that  when  any  floor  area  is  sub- 
divided into  smaller  areas,  such  as  rooms  in  hotels  and  office  build- 
ings, the  distance  from  the  door  of  any  such  room,  along  an  unob- 
structed hallway,  to  an  exit,  shall  not  be  more  than  125  feet.  Where 
more  than  1  exit  is  required  to  any  floor  area,  the  exits  shaU  be  placed 
remote  from  each  other. 

5.  Stairway  e^cHs.  Every  required  stairway  shall  lead  to  a  street. 
At  least  1  Bteirway  shall  continue  to  the  roof,  and  when  there  are 
more  than  2  stairways,  at  least  2  shall  continue  to  the  roof. 

6.  Engineers*  ladders.  Every  building,  including  tenement 
houses,  factories,  theatres  and  motion-picture  theatres,  in  which 
high  pressure  steam  boilers  are  placed  below  the  curb  level  shall 
have  stationary  iron  ladders  or  stairs  from  such  story  leading  directly 
to  a  manhole  through  the  widewalk  or  other  outside  exit,  imless  exit 
is  provided  by  an  enclosed  stairs  or  a  horizontal  exit. 

§  153.  Interior  stairs. — 1.  Construction,  a.  Strength.  All  stairs, 
platforms,  landings  and  stair  halls  shall  be  of  sufficient  strength  to 
safely  sustain  a  live  load  of  not  less  than  100  pounds  per  square  foot. 

b.  Materials.  All  stairs  and  stairways  serving  an  exit  shall  be 
constructed  of  incombustible  material  throughout,  except  in  frame 
and  non-fireproof  buildings  not  exceeding  40  feet  in  height  and  occu- 
laed  by  not  more  than  60  persons  above  the  first  story,  and  except 
when  uie  stairs  are  enclosed  in  fireproof  partitions,  in  frame  and  non* 
ftreptoof  building  not  exceeding  50  feet  in  height. 
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c.  Sii(pport  for  treads  and  Umdirigs.  When  treads  or  landing  are 
of  slate,  marble,  stone  or  composition,  they  shall  be  supported  for 
their  entire  length  and  width  by  a  solid  steel  plate  at  least  1-8  of  an 
inch  thick,  securely  fastened.  When  stairs  are  of  fireproof  construc- 
tion, the  treads  and  landings  may  be  solidly  supported  for  their  en- 
tire length  and  width  by  the  materials  of  which  such  stairs  are 
constructed.  The  treads  and  landings  shall  be  constructed  and  main- 
tained in  such  manner  as  to  prevent  persons  from  slipping  thereon. 

2.  When  to  be  enclosed,  a.  Fireproof  enclosures.  In  buildings 
exceeding  40  feet  in  height  or  occupied  by  more  than  50  persons 
above  the  first  story,  interior  required  stairways  shall  be  enclosed 
with  fireproof  partitions  or  walls  of  approved  masonry. 

b.  Non-fireproof  enclosures.  In  buildings  not  exceeding  40  feet 
in  height  and  occupied  by  not  more  than  50  persons  aboye  the  first 
story,  interior  required  stairways  which  are  not  enclosed  in  fireproof 
partitions  or  walls  of  approved  masonry  shall  be  enclosed  in  parti- 
tions of  wood  studs  firestopped  at  every  story  with  incombustible 
material,  and  wire-lathed  or  covered  with  approved  plaster  boards 
on  both  sides,  and  in  each  case  plastered  with  at  least  1-2  of  an  inch 
of  mortar  on  all  exposed  surfaces,  or  of  other  approved  equally  slow- 
burning  material  and  construction. 

c.  Stairs  of  ornamental  character.  Nothinjg  in  this  section  shall 
require  the  enclosure  of  the  flight  of  a  required  stairs,  when  orna- 
mental in  character,  from  the  main  entrance  fioor  to  tne  floor  next 
above,  provided  that  such  st£urs  are  not  the  only  required  stairs, 
that  all  other  required  stairs  in  the  same  story  are  enclosed  as  in  this 
section  prescribed,  and  that  some  other  required  stairs  is  accessible 
from  the  upper  part  of  the  stairs  in  question. 

d.  Open  stair  toeUs.  Except  as  in  this  section  otherwise  provided, 
not  more  than  2  stories  in  any  building  shall  be  connected  by  an 
open  well  or  unenclosed  stairway.  . 

e.  Openings  in  endosures.  No  opening  shall  be  permitted  in  the 
stair  enclosures  required  by  this  section,  other  than  doorways, 
and  such  windows  as  are  necessary  for  proper  lighting.  The  doorways 
shall  be  equipped  with  approved  self-closing  me  doors,  except 
that  in  non*fireproof  enclosures,  substantial  self-closing  hardwood, 
metal  or  metal  covered  doors  may  be  used*  Windows,  opening  on 
the  interior  of  the  building,  shall  be  stationary  fire  windows. 

3.  Width. — No  stair  or  stairway  required  by  this  article  as  an  exit 
shall  have  an  unobstructed  width  of  less  than  44  inches  throughout 
its  len^h,  except  that  hand-rails  may  j^oject  not  more  than  Z}^ 
inches  mto  such  width.  The  aggregate  width  of  stairs  in  any  story 
of  the  building  shall  be  such  tmit  the  stairs  or  the  stairways  may 
accommodate  at  one  time  the  total  number  of  persons  ordinanly 
occupying  or  permitted  to  occupy  the  largest  floor  area  served  by 
such  stairs  or  stairways  above  the  flight  or  flights  of  stairs  under 
consideration,  on  the  basis  of  1  person  for  each  full  22  inches  of  stair 
width  and  1  }4  treads  on  the  stairs,  and  1  person  for  each  Z}4  square 
feet  of  floor  area  on  the  landings  and  halls  within  the  stairway,  pio> 
vided  that  the  number  of  persons  to  be  accommodated  as  hereiii 
pioyided  may  be  assumed  at  ^  of  such  total  number  of  persons 
ordinarily  occupying  or  permitted  to  occupy  any  floor  area  wnen  the 
building  is  spruDUed  and  at  Vi  of  such  total  number  when  a  hoci- 
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waoM  eodt  is  provided  in  acoordanoe  with  this  ^uiicle,  and  tit  J4  of 
mck  total  number  when*  the  building  is  sprinkled  ana  a  horiscmtal 
exit  is  provided. 

4.  Treads  and  risers. — ^Ekoept  where  winders  are  pennitted  the 
treads  and  risers  of  stairs  shall  be  so  prc^rtioned  that  the  product 
of  the  tread,  excludve  of  nosing,  and  the  riser,  in  inches,  shall  be  not 
lees  than  70  nor  more  than  75,  but  risers  i^all  not  exceed  7^  inches 
in  hei^tj  and  treads,  exdusive  of  hosing,  shall  be  not  less  than  9H 
inches  wide.  Treads,  other  than  winding  treads,  and  risers,  shall 
be  of  uniform  width  and  height  in  any  one  fught.  The  use  of  windefB 
is  im>hibited,  except  for  stairs  of  an  ornamental  character,  having 
a  width  of  not  less  than  5  feet.  The  treads  of  winders,  exclusive  <h 
the  norangs,  shall  have  a  width  of  not  less  than  7  inches  at  any  point 
nor  more  than  10  inches  average  width. 

5.  Landings. — No  flight  of  stairs  shall  have  a  vertical  rise  of  more 
tiian  12  feet  between  flcnors  or  landings,  provided  that  in  stairs  serving 
as  an  isxit  fiixn  places  of  asseaibl}^  enich  vertical  rise  shall  not  exoeea 
8  feet.  The  distance  between  risers  on  landings  in  straight  runs 
ci  stairs  shall  be  not  less  than  44  inches. 

6.  Hand  ra»28.--Stairs  shall  have  walls  or  well  secured  balustrades 
or  guards  on  both  sides,  and  shall  have  hand-rails  on  both  sides. 
When  the  required  width  of  a  ffi^t  of  stairs  exceeds  88  inches,  an 
intermediate  hand-rail,  continuous  between  landings,  substantially 
supported  and  terminating  at  the  upper  end  in  ne?^  or  standards 
at  least  6  feet  high,  shall  be  pnrovidea. 

7.  Space  under  sktirs. — ^The  space  undi^  onv  sturs  built  in  whole 
or  in  part  of  combustible  matericds  shall  be  left  entirdy  open  and 
kept  dear  and  free  from  encumbrance. 

§  154.  Exterior  stairways. — ^Re(|uired  stairs  which  may  be  per- 
mitted on  the  outside  of  a  building  shall  be  constructed  of  incom- 
bustible materials  and  shall  conform  in  other  respects,  except  as  to 
enclosure,  to  the  requirements  of  this  article  for  interior  stairs.  Ex- 
terior stairs  shall  be  connected  to  each  story  which  they  serve  by 
means  of  self-closing  fire  doors.  Doors  ana  windows  opaung  aa 
such  stairs  shall  be  protected  by  apinx>ved  self-closing  me  doors  or 
automatic  fire  windows.  Metal  mesh  or  other  rigid  guards  at  least 
6  feet  hig^  shall  be  provided  on  each  un^idosed  side  of  such  stair- 
WAVB  throuj^out. 

( 155.  Fire  t&tvers, — Interior  stairways  constructed  and  arranged 
as  follows  shall  be  known  as  fire  towers.  The  enclosing  walls  shall 
be  c^  brick  or  reinforced  concrete  not  less  than  8  inches  thick,  and 
without  openings,  except  for  doors  or  windows  opening  on  a  street, 
or  on  a  yard  or  court  not  less  than  100  square  feet  in  area.  Access 
to  the  stairway  shall  be  {Movided  at  each  story  served  by  a  fire  tower 
tfarou^  outdde  hslconies  or  fire^xxxf  vestibules  having  solid  floors 
d  incombustible  materials  and  provided  wil^  substantial  railings. 
Such  balconies  or  vestibules  shall  be  level  with  the  floors  of  the 
buildmg  and  platforms  of  the  stairs  connected  by  them,  and  shall 
be  s^Mcated  Hierefrom  by  sdf-dosmg  fire  doors.  The  clear  width 
of  suoi  connecting  balconies  and  ve^ibides  shall  be  not  less  than 
that  required  for  a  hallway.  Hie  stairs  in  fire  towers  shall  oomj^y 
in  all  respects  with  the  requir^nents  of  this  article  reh&ting  to  in* 

tsriorstim. 
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§  156.  HoritorUal  exits. — No  horizontal  exit  shall  foe  dekned 
factory  under  this  artiele  unless  the  floor  area  on  eiiheT  side  of  mxlL 
horizontal  exit  is  sufficient  to  hold  the  joint  occupancy  a(  footh  floor 
areas,  aUovring  not  less  than  S}4  scjuare  feet  of  clear  floor  space  per 
person,  and  at  least  one  interior  stau*way  or  fire  tower  conforming  to 
the  requirements  of  this  article  is  provided  on  eadi  mde  of  such 
horizontal  exit.  When  vestibules  or  open  air  balconies  are  used 
they  shall  conform  to  the  reiiuirements  for  vestibules  or  open  air 
balconies  or  fire  towers.  When  bridges  are  used  they  shall  oe  con- 
structed of  incombustible  material.  All  doorways  or  windows  open- 
ing on  such  vestibules,  balconies  or  brid^  shidl  be  equipped  with 
self-closing  fire  doors  or  automatic  fire  wmdows.  Where  there  is  a 
difference  ki  level  between  the  connected  floor  areas,  gradients  shaU 
be  provided  of  not  more  than  1  foot  in  10  feet. 

§  157.  HaUways, — When  serving  as  an  exit  from  or  in  connection 
with  one  or  more  stairwa3rs,  the  clear  width  of  any  hallway  or  pas- 
sageway shall  be  not  less  than  the  aggregate  required  clear  widtn  of 
all  stairs  leading  to  it.  The  clear  width  of  every  hallway  or  passage- 
way leading  to  an  exit  shall  be  not  less  than  44  inches  for  ihe  first  50 
persons  to  oe  accommodated  thereby,  and  6  inches  additional  for 
each  additional  50  persons  or  fraction  thereof;  when  the  number  of 
persons  to  be  accommodated  thereby  is  less  than  50  the  dear  width 
of  such  hallway  or  passa^way  shall  be  not  less  than  36  inches. 

§  158.  Doorways.  1.  Width, — ^The  aggregate  clear  widtli  of  doop> 
ways  serving  as  an  exit  from  any  room  or  floor  area  to  a  hallway^ 
stairs  or  otli^r  means  of  exit,  shall  be  not  less  than  36  inches,  for  the 
6rst  50  persons  to  be  accommodated  thereby,  and  6  inches  additional 
for  each  additional  50  persons  or  fraction  thereof.  The  aggregate 
olear  mdth  of  doorways  serving  as  an  exit  from  any  stairway,  hall- 
way or  passageway,  snail  be  not  less  than  the  required  widtii  of  such 
stairway,  haUway  or  passageway.  No  sin^e  exit  doorway  shaU 
have  a  clear  width  of  less  than  30  inches,  provided  that,  when  the 
total  number  of  persons  to  be  accommodated  exceeds  50  the  cleat 
width  shall  be  not  lees  than  36  inches. 

2.  Hanging  of  Doors,  The  doors  of  any  doorway  required  by 
this  section  shall  be  so  hung  and  arranged  that  when  they  shall  not 
in  any  way  obstruct  the  required  width  of  hf^way,  stairs,  or  other 
means  of  exit  and,  in  the  case  of  doorways  leading  directly  to  a 
sUeet,  i^all  not,  in  any  position,  project  more  than  18  inches  beyond 
the  building  line.  Doorways  servmg  as  exits  to  a  street  from  required 
stairways  of  any  building,  or  to  a  yard,  court  or  open  passage- 
way oommunicatmg  with  a  street,  ^aU  have  the  doors,  including 
the  doors  of  vestibules,  so  hung  as  to  swing  outwards  when  open* 
ing;  but  this  requirement  shall  not  be  construed  to  prohibit  the  use 
of  doors  swinging  both  inwards  and  outwards,  nor  of  sliding  doors 
in  stifles  and  garages,  and  in  the  shilling  and  receiving  rooms  of 
business  buildings. 

3.  Door  fastenings. — ^The  fast^iing  on  any  exit  door  within  the 
scope  of  this  section  shall  be  such  that  the  door  may  be  readily 
op^ed  from  the  inside  without  the  use  of  keys,  provided  that  this 
requirement  shall  not  apply  to  ^e  doors  of  ro(»ns  where  persons  are 
under  legal  restraint. 

S  150.  Miscellaneous  requirements.    1.  EtbU  signs. — ^All  estts  hoa^ 
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floor  asreas  accommodating  more  than  50  perscms  riiall  be  i^ainly 
marked  by  approved  exit  signs  and  red  liriits. 

2.  Lighiinq, — ^Provision  shall  be  made  fen*  the  adequate  lighting 
by  artificial  li^t  of  all  stairways,  hallways  and  other  means  of  exit 
required  by  tms  article. 

3.  ExU8  to  he  kept  dear, — No  doorway,  hallway,  passageway,  stairs, 
or  other  means  of  exit^  required  by  this  article,  aball  h^  dxttructea 
or  reduced,  except  as  to  hand-rails,  beyond  its  required  widtii  in  any 
manner  wnatsoever. 

§  160.  Alterations. — ^No  building  shall  hereafter  be  altered  so  as 
to  reduce  the  number  or  capacity  of  exits  to  less  than  required  for 
buildings  hereafter  ere^cted'.  New  exits  hereafter  install^  in  any 
building  shall  be  installed  in  conformity  to  the  requirements  for 
exists  in  new  buildings,  unless  such  exits  are  installed  to  comply  with 
a  notice  issued  under  the  provisions  of  §  161  of  this  article. 

§  161.  Existing  ftwiWin^s.— Every  building  now  existing  which  is 
not  provided  with  exit  facilities  as  prescribe  in  this  artide  for  new 
buildings  and  in  which  the  exit  facihties  are  inadequate  for  the  safety 
of  the  occupants,  shall  be  provided  with  such  good  and  suffident 
fire  escapes,  stairways,  or  other  means  of  e^ess  in  case  of  fire  as  diall 
be  directed  by  the  superintendent  of  buudings;  and  said  superin- 
tendent shall  have  authority  within  said  city  to  direct  fire  escapes 
and  othj»  means  of  egress  to  be  provided  upon  and  within  such  buud- 
ings  or  any  <^  them,  except  as  may  be  otherwise  provided  by  law. 
If  the  owner  of  any  building  affected  by  any  order  issued  under  this 
section,'  or  his  agent,  shall  within  48  hours,  Sundays  and  holiday 
excluded,  after  personal  service  of  such  order  has  been  made,  file 
with  the  superintendent  of  buildings  a  written  appeal  from  such 
OTder,  the  superintendent  of  buildings  shall  appoint  a  board  of  sur- 
vey, as  provided  for  in  §  633  of  this  chapter  for  unsafe  buildings, 
upon  whose  findings  a  new  order  shall  be  based  and  issued. 

§  162.  Fire  escapes,  1.  Construction. — AU  fire  escapes  hereafter 
erected  shall  be  c(mstructed  of  incombustible  materials  and  of  suffi- 
cient strength  to  safely  sustain  a  superimposed  load  of  100  pounds 
per  square  foot.  The  owner  or  lessee  of  any  building  upon  whidi 
a  fire  escape  is  erected  shall  keep  the  same  in  good  repair. 

2.  Incwnbering  fire  escapes. — No  person  ^aXi  at  any  time  place 
any  incumbrance  of  any  kind  whatsoever  before  or  upon  any  fire 
esoi^,  balcony  or  ladder. 

3.  Notice  against  incumbrances, — ^In  constructing  all  balcony  fire 
escapes,  the  manufacturer  thereof  shall  securely  fasten  thereto,  in  a 
ocmspicuous  place,  a  metal  plate  having  suitable  raised  letters  on  the 
same,  to  read  as  follows:  '^Notice:  Any  person  placing  an^  incum- 
touiee  cm  tibis  balcony  is  liable  to  a  penalty  of  $10  and  imprison- 
ment for  10  days.'* 

4.  Dui^  of  firemen  and  policemen.-^Aay  fireman  and  policemen  who 
shall  discover  any  fire  escape,  balcony  or  ladder  of  any  fire  escape 
incumbered  in  any  way  shall  forthwith  repOTt  the  same  to  the  com- 
manding officer  of  his  company  or  precmct,  who  shall  forthwith 
cause  the  occupant  of  the  premises  or  apartment  to  which  said  fire 
escape,  balccmy  or  ladd^  is  attached,  or  for  whose  use  tiie  same,  is 
provided,  to  be  notified,  either  verbally  or  in  writing,  to  remove 
audi  incumbrance  and  keep  the  same  clear. 
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5.  Punishment  for  violati&ns, — If  said  notice  shall  not  be  comp^ecl 
with  by  the  removal  for^with  of  such  incumbrance,  and  keeping 
said  fire  escapes,  balcony  or  ladder  free  from  incumbrance,  then  the 
said  commanding  officers  shall  apply  to  the  nearest  police  magis- 
trate for  a  summons  for  the  occupant  of  the  said  premises  or  apart- 
m^t  of  which  the  fire  escape  forms  a  part,  and,  on  conviction,  the 
said  occupimt  shall  be  fined  not  more  than  $10  for  each  offense,  or 
may  be  imprisoned  not  to  exceed  10  days,  or  both,  in  the  discretion 
of  the  court. 

ARTICLE  9 

PROJECTIONS    BEYOND    BUILDING    LINB 

(Added  by  ord,  effective  Dec.  fS8, 1916) 

Sec.  170.  Restrictions. 

171.  Permits  revociable. 

172.  Alterations. 

173.  Existing  encroachments. 
§  174.  Action  of  board  of  estimate.^ 

Sec.  170.  Restrictions,  1.  General, — ^Except  as  hereinafter  otheix 
wise  t)rovided  in  this  article  no  part  of  any  building  hereafter 
erected,  or  of  any  enlargement  of  an  existing  building  shaU  project 
beyond  the  buikung  line  so  as  to  encit)ach  upon  a  pubUc  street  or 
public  space. 

2.  Projections  removable. — Any  part  of  a  building  permitted  to 
project  beyond  the  building  line  under  the  provisions  of  this  article 
diall  be  so  constructed  that  its  removal  may  be  made  at  any  time 
without  causing  the  building  or  any  part  therec^  to  become  structu-i- 
raJly  unsafe. 

3.  Structural  support, — ^No  part  of  any  building  hereaft^  erected  or 
of  any  enlargement  of  an  existing  building  that  is  necessary  for  the 
structural  safety  of  the  building  or  im  enlargement  thereof  shall  pro- 
ject bevond  the  building  line  so  as  to  encroach  upon  a  public  steeet 
or  public  space,  but  this  shall  not  be  deemed  to  prohibit  the  projec- 
tion beyond  the  building  line  to  the  extent  of  not  more  Uian  12  in<mes 
of  the  footings  of  street  walb  provided  such  projecting  parts  of  foot- 
ings are  not  less  than  8  feet  below  the  sidewalk  level. 

4.  Permissible  projections. — a.  Areas,  meaning  thereby  open  spaces 
below  the  ground  level  immediately  outside  the  building  and  enclosed 
by  substantial  walls,  ma^  project  beyond  the  buikiing  line  not  mcn^ 
than  1/15  of  the  width  of  the  street,  but  not  more  ihaxk  5  feet,  except 
where  entirely  prohibited  by  §  160  of  chapter  23  of  this  Code,  pro- 
vided, however,  that  ev«y  such  area  shall  be  covered  over  at  the 
street  level  by  an  approved  grating  of  metal  or  other  incombustible 
material  of  sufficient  strength  to  carry  safely  the  pedestrian  street 
traffic. 

b.  Steps,  leading  up  or  down  at  entrances  and  included  between 

ornamental  columns,  pilasters  or  check  pieces  at  least  3  f eet  hi|^ 

^For  decisions  as  to  projections  and  encroachments  see  Chapter  28,  aMkSlea 
13  and  14. 
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on  the  cddes  of  such  entrances,  may  i)roject  beyond  the  buiiding  line 
not  more  than  2^  per  cent,  of  the  width  of  the  street,  but  not  more 
than  18  inches  in  any  case,  exc^t  where  prohibited  entirely  by  §  16Q 
of  chapter  23  of  this  Code,  provided  that  the  aggregate  width  of  such 
steps  shall  not  exceed  20  t)er  cent,  of  the  actual  street  frontage  of 
any  one  building,  when  such  frontage  is  25  feet  or  more  nor  more  than 
5  feet  when  such  frontage  is  less  than  25  feet. 

c.  Columns,  pilasters  and  ornamental  projections,  including  their 
mouldings  and  bases,  erected  piurely  for  the  enhancement  of  the 
beauty  of  the  building  from'  an  artistic  standpoint,  may  project 
beyond  the  building  Ime  not  more  tiian  2}4  per  cent,  of  the  width 
of  the  street,  but  not  more  than  18  inches  in  any  case. 

d.  Balustrades  of  an  ornamental  character,  including  the  sills  and 
brackets  on  which  they  rest,  may  project  beyond  the  building  line 
not  more  than  5  per  cent,  ot  the  width  of  the  street  nor  more  than 
22  inches  in  any  case,  provided  that  evety  part  of  such  balustrade 
is  not  less  than  10  feet  above  the  sidewalk. 

e.  Mouldings,  belt  courses,  cornices,  lintels,  sills,  pediments  and 
similar  projections  of  a  decorative  character  may  project  beyond 
the  building  line  not  more  than  l}4  P^  cent,  of  the  width  of  the 
street  nor  more  than  10  inches  in  any  case. 

f.  The  main  cornice,  meaning  thereby  a  moulded  projection  at 
or  near  the  top  of  the  street  walL  may  ^iect  beyond  the  buildi^ 
line  not  more  than  5  par  cent,  of  the  widtn  of  the  street  nor  more 
than  5  feet  in  any  case,  provided  such  main  ooinice  is  not  less  tiian 
12  feet  above  the  sidewalk  at  anv  point. 

g.  Base  courses  mav  proiect  beyond  the  building  line  not  more 
than  1^  per  cent,  of  the  width  of  tne  street  nor  more  than  10  inches 
in  any  case,  provided  they  do  not  extend  more  than  5  feet  above  the 
hi^est  point  of  the  sidewalk. 

h.  Rustications  and  quoins  may  project  beyond  the  building  line 
not  more  than  4  inches. 

i.  Awnings  and  marquises,  extending  wholly  or  in  part  across  the 
sidewalk,  in  connection  with  entrances  to  buildings,  shall  be  not  less 
than  10  feet  above  the  sidewalk  at  all  points,  except  where  pr(^ibited 
l>y  i  160  of  chapter  23  of  this  Code,  provided  they  are  constructed 
of  iron  and  glass  or  other  incombustible  materials,  and  securely 
flupported  from  the  building,  and  are  properly  drained,  and  provided 
further  that,  except  on  streets  that  may  Iby  ordinance  be  designated 
as  market  streets,  qo  awiiing  or  marquise  shall  extend  along  the 
street  wall  of  a  building  for  more  than  75  per  cent,  of  the  length  of 
such  wall,  nor,  in  any  case,  more  than  50  feet,  and  there  shall  be  a 
dear  distance  of  not  less  than  4  feet  between  any  two  awnings  on 
the  same  building. 

j.  Fire  escapes  and  balconies  to  fire  towers  or  other  required  exits, 
oonstructed  of  steel  or  other,  incombustible  material,  when  required 
on  the  fronts  of  buildings,  may  project  beyond  the  building  line  not 
more  than  4^  feet,  but  no  part  of  such  fire  escapes  or  balconies  shall 
be  less  than  10  feet  above  the  sidewalk,  provided  that  nothing  in 
this  section  shall  prevent  the  use  of  movable  ladders  or  stairs  to  the 
sidewalk,  so  arranged  that  they  are  within  10  feet  of  the  sidewalk 
only  when  in  actusJ  use. 

k.  Vaults,  entirely  below  the  sidewalk  level  and  conforming  to 
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the  requirements  of  artide  17,  chapter  23,  of  this  Code,  ^fUl  not 
^rt«nd  beyond  the  curb  line.  Openings  in  the  roofs  of  vaults,  be- 
tween the  building  line  and  curb,  shall  be  provided  with  substantial 
covers,  flush  in  all  parts  with  the  sidewalk,  of  incombustible  material, 
and  8o  constructed  and  maintained  as  to  be  normally  kept  closed 
and  wh^i  open  thoroughly  safeguarded,  and  to  prevent  persons  from 
sHpping  thereon. 

1.  Hose  connections  for  interior  Are  extinguishment  equipments 
and  fre^  air  inlets  for  plumbing  systems  may  project  through  a 
street  wall  not  more  than  12  inches  beyond  the  building  line,  except 
that  where  there  is  an  angle  formed  by  the  street  wall  and  a  check 
piece  or  the  base  of  a  column,  pilaster  or  ornamental  projection, 
provided  as  in  this  section  specified,  they  may  be  so  located  that  no 
part  extends  more  than  15  inches  from  either  side  of  such  angle. 

5.  RvJLeB  governing  projections. — Nothing  in  this  article  shall  be 
deemed  to  abridge  the  powers  and  duties  of  the  borough  pr^dents 
or  the  conmiissioners  of  parks,  within  their  respective  jurisdictions, 
to  adopt  additional  rules  as  may  be  necessary  with  respect  to  the 
construction  or  disposition  of  parts  of  buildings  projectmg  beyond 
the  building  line.  The  borough  piiesidents  or  commissioners  of  parks 
may,  wh^i  deemed  necessary  or  desirable,  fix  further  restrictions 
as  to  the  extent  of  projections  beyond  the  building  line,  but  no  pro- 
jection greater  than  in  this  article  specified  shall  oe  permitted. 

§  171.  Permits  revocable. — ^Any  permission,  express  or  implied,  to 
eonstruct  part  of  a  building  so  as  to  project  beyond  the  ouilainff 
line,  under  the  provisions  of  this  article,  is  revocable  by  the  board 
of  aJdermen  or  the  board  of  estimate  at  will. 

§  172<  Alterationa. — No  alterations  or  enlargement  shall  be  nfiade 
to  any  existing  part  oi  a  building  now  projecting  beyond  the  building 
Une,  except  in  conformity  with  the  provisions  of  this  article  so  far  as 
it  affects  new  construction. 

§  173.  Existing  encroachments. — Such  parts  of  buildings  which 
already  project  beyond  the  building  line  may  be  maintained  as  con- 
structed imtil  thdr  removal  is  directed  by  the  board  of  aldermen  or 
the  board  of  estimate,  provided,  however,  that  nothing  contained  in 
this  article  shall  be  deemed  to  abridge  the  right  of  the  city,  or  anv  of 
its  officers,  to  continue  any  action  for  the  removal  of  any  unauthor- 
ized projection  beyond  the  building  line  or  for  the  collection  of  any 
penalty  heretofore  incurred  in  connection  therewith. 

§  174.  Action  of  board  of  estimate. — Nothing  in  this  article  shall  be 
deemed  to  authorize  any  projection  beyond  the  building  line  on 
those  streets  on  which  the  removal  or  projections  has  been  heretofore 
or  may  be  hereafter  directed  by  the  board  of  estimate,  except  in 
conformity  to  resolutions  by  such  board. 

ARTICLE  10 

SAFEQUARDS  DURING  CONSTRUCTION  OR  DEMOLrnON 

(As  amended  by  ord.  effective  Nov.  iSSj  191S) 

Sec.  190.  Enforcement  of  article. 
§  101.  Sidewalk  sheds. 
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192.  Temporary  [eoce. 

193.  Roofs  and  skylights  of  adjoininB  bu3d!iigB, 

194.  ScaffoldldK. 

195.  Floon  to  be  filled  in  or  covered  over. 

196.  PintectkoKrf  floor  openings. 

197.  Weatlier  protection. 

198.  Cellar  drainage. 

199.  OverloadinB  prohibited. 

200.  Precsutiona  during  demolition. 

8eo.  190.  Enfonxmenl  of  or 
vided  by  &ny  law  or  ordinanc 
enfomed  by  the  superintendent 
by  the  proviaons  of  thia  urtiiil 
ahall  be  subject  to  the  super 
BUperiDlfndeat  uf  buildinga  ah: 
consistent  uith  the  provisions 
seeufE  fully  the  protection  of  j 
guard  shall  not  be  provided  ai 
t«ndent  of  buiMioRs  ahall  eauf 

the  peraoDS  whose  duty  it  may  be  to  provide  the  same  or  upon  the  ovnen 
of  the  buildinfp  affected,  reauiFiaK  such  safegUBrd  and  specifying  the 
manner  in  which  the  same  shall^  be  erected.  If  such  safeguani  is  not 
provided  as  required  in  such  notice,  within  three  dajra  after  the  service 
thereof,  the  superintendent  of  buildings  shall  have  full  poner  and  au- 
thority to  prevlde  or  cause  the  same  Ui  be  provided  as  herein  eiiecified. 
AH  eipenses  oonneoted  with  same  may  berome  a  lien  on  the  property 
inclosed  or  protected,  which  lien  may  be  crested  and  enforced  in  t« 
same  manner  as  now  provided  in  (  652  of  this  ch^ter. 

i  191.  Sidewaik  ehede. — Whenever  any  building  or  part  thereof,  within 
ten  feet  of  the  building  tine,  is  to  be  erected  or  raised  to  exceed  forty  feet 
in  height,  or  whenever  such  a  building  more  than  forty  feet  in  height 
is  to  be  demolished,  the  owner  or  the  person  doing  or  causing  such  work 
to  be  done  shall  erect  and  maintain  during  such  work  a  substantial  ahed 
over  the  sidewalk  ini  front  of  said  building  and  extending,  bo  far  aa 
practicable,  from  building  line  to  curb.  On  streets  fifty  f^  or  less  in 
width  and  on  streets  having  sidewallcB  leas  than  fifteen  feet  in  width, 
such  sheds  may  extend  beyond  the  curb  to  such  extent  as  may,  on  the 
recommendation  of  the  auperintendent  of  buildings,  be  approved  by 
the  borough  fuesident,  provided  that  when  such  shads  ext«[[id  to  within 
fifteen  feet  of  the  opposite  building  line  the  written  approval  of  the 
lessees,  tenants  or  occupants  of  the  two  stories  or  parts  of  stories  next 
above  the  curb  of  the  buildings  along  the  opposite  building  line  shall  have 
boen  obtained  before  such  appiov^  is  issued.  Such  shed  ahall  remain 
in  place  until  the  building  is  enclosed,  or,  in  case  of  demt^tion.  until  tha 
building  has  been  reduced  to  twenty  feet  in  height.  Every  such  died 
shall  be  kept  properly  lighted  at  night. 

Adopted  Juns  IS.  1B20.    Aivrovsd  June  22, 1930. 

I  )93.  Temporaru  fence. — lu  any  building  operation  tllat  does  not 
require  a  sidewalk  sbed  m  provided  in  1 191  of  this  artjole,  tha  ownies 
or  peison  doing  («'  causing  such  work  tt>  he  done,  shall,  unless  relieved 
by  a  general  rule  of  the  superintendent  of  buildings  or  a  special  permit 
from  him,  erect  ajid  maintain  in  front  of  (lie  building  during  such  build- 
ing operation,  a  substantial  fence  not  less  than  eight  feet  hi^,  of  wood 
or  other  suitable  material.  Such  fence  may  extend  not  more  than  six 
feet  into  the  highway,  and  shall  be  buiit  solid  for  its  full  lenirth  except 
for  ni(^  openings,  provided  with  sliding  doors  or  doors  swinging  inwards, 
aa  may  be  neceesary  (or  a  proper  prosecution  of  the  work. 

f  193.  Ro(^tan'    ■   ' -'-      '  -■    ■   ■   -  ■     ■'■  "-■ 

is  to  be  earned  a 
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for  the  protection  of  the  daylights  and  roof  of  such  adjoining  build- 
ing shaU  be  provided,  at  his  own  expense,  by  the  person  construct- 
ing or  causing  the  construction  of  such  building,  provided  that  if 
the  owner,  lessee  or  tenant  of  the  adjoinii^  building  should  refuse 
pennission  to  have  the  roofs  and  sl^lights  so  protected,  the  respon- 
sibility and  expense  for  the  necessary  protection  shall  devolve  on  the 
person  refusing  this  permission. 

§  194.  Scaffolding, — All  scaffolds  used  in  connection  with  the 
erection,  alteration  or  demolition  of  any  building  shall  be  constructed 
in  a  manner  to  secure  the  safety  of  the  wdrkmen  on  them  and  of  all 

Eersons  passing  under  or  near  them.  All  scaffolds  used  on  or  about 
uildings  at  a  neight  of  more  than  twenty  feet  above  the  street  or 
ground  level,  or  a  floor,  except  scaffolding  wholly  within  the  interior 
of  a  building  and  covering  the  entire  floor  space  of  any  room  therein* 
shall  be  provided  along  the  outer  edges  and  ends  with  substantial 
railings  or  enclosures  of  wire  mesh  or  other  suitable  material,  extend- 
ing at  least  three  feet  above  the  working  platform. 

5  195.  Floors  to  be  filled  in  or  covered  over, — ^If  the  floors  of  any 
building  are  to  be  of  fireproof  construction  the  floor  filling  shall  be 
completed  as  the  building  progresses.  If  the  floors  consist  of  wood 
beams  the  imder-flooriijig,  when  double  flooring  is  to  be  used,  shall 
be  laid  on  each  story  as  the  building  progresses;  when  double  floors 
are  not  to  be  used,  the  floors  two  stories  below  the  story  where  the 
Yfotk  is  being  performed  shall  be  kept  planked  over.  If  the  floor  ^ 
be^uns  are  of  iron  or  steel,  the  entire  tier  of  iron  or  sted  beams  on 
which  the  structural  iron  or  steel  work  is  being  erected,  except  such 
spaces  as  may  be  reasonably  required  for  the  proper  construction 
of  such  iron  or  steel  work,  and  for  the  raising  or  lowering  of  materials 
to  be  used  in  the  construction  of  such  building,  or  such  spaces  as  mav 
be  designated  bv  the  approved  plans  for  stairways  ana  shafts  shaU 
be  tiioroughly  planked  over. 

1 196.  Protection  of  floor  opemnps.-^AYL  floor  openings  within  a 
building  in  the  course  of  construction  shall  be  enclosed  or  fenced  in 
on  all  sides  bv  a  barrier  of  suitable  height,  except  on  those  sides  which 
may  be  used  for  the  handling  of  materials  hoisted  through  such 
openings,  or  at  which  stairs  or  ladders  land,  provided,  that  such  sides, 
other  uian  landings,  shall  be  guarded  by  an  adjustable  barrier  not 
less  than  three  nor  more  than  four  feet  from  the  floor  and  not  less 
than  two  feet  from  the  edge  of  such  opening. 

i  197.  Weather  protection. — ^Whenever  permission  has  been  ^ven 
under  any  of  the  provisions  of  this  chapter  to  enter  any  adjoining 
building  the  person  who  receives  such  permission  or  who  is  respon- 
sU>le  for  the  work  requiring  such  permission,  shall  provide  for  such 
adjoining  building  adequate  protection  against  the  weather. 

§  198.  Cellar  drainage. — Before  the  foundation  walls  of  any  build- 
ing are  completed  provision  shall  be  made  to  prevent  water  accu- 
mulating in  the  excavation  or  cellar  to  the  injury  of  the  foundation, 
and  if  mere  is  a  sewer  in  the  street  the  cellar  shall  also  be  connected 
therewith. 

§  199.  Overloading  prohibited. — No  building  or  part  thereof,  or  any 
temporary  support  or  scaffolding  in  connection  therewith,  shall  be 
loaded  during  erection,  alteration  or  demolition  in  excess  of  its  safe 
carrying  capacity. 
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~  §200.  PrecatUiomdurmgdemoHiion, — ^la  demoliahiag  any  buildmg 
or  part  thereof,  story  after  story  shall  be  completely  removed.  No 
material  shall  be  stored  UFK>n  a  floor  of  any  bmlding  in  the  course  oi 
demolition,  but  old  material  shall  be  lowered  to  t£e  ground  inmie- 
diately  upon  dis^^cement.  The  material  to  be  remoyed  shall  be 
properly  wet  to  lay  the  dust  incident  to  its  removal. 

^ec.  2.  The  provisions  of  this  ordinance  shall  take  ^ect  three 
months  after  its  adoption  by  the  Board  of  Alderm^.  (Ord.  eff. 
Nov.  23,  1916.) 

ARTICLE  11 

PABTITION  FENCES  AND  WAIJA 

Sec.  210.  Construction  and  maintenance  of  fencee^ 
I  211.  Retaining  walls. 
§212.  Regulation  of  lots. 

213.  N^ect  to  maintain. 

214.  Disputes. 

215.  En£)rcement. 

Sec.  210.  Con^ructian  and  madnUnance  of  /sncss. — ^All  partition 
fences,  imless  erected  imder  some  special  agreement,  shall  be  so 
built  that  the  dividing  line  between  the  properties  shall  run  throu|;a 
the  centoe  of  such  fence  in  each  case,  and  they  shall  be  built  and  maui- 
tained  at  the  joint  expense  of  the  owners  of  the  land  on  each  side. 

{  211.  Retaining  wath,  1.  To  conform  to  street  regulation.-^When 
the  regulation  of  a  lot,  in  conformity  with  the  street  or  street^  on 
which  it  is  situated,  shall  require  the  ground  on  such  lot  to  be  raised 
and  kept  higher  than  the  ground  of  the  adjoining  lot  or  lots  (pro- 
vided the  ground  of  such  adjoining  lot  or  lots  is  not  maintained  at  a 
grade  lower  than  in  conformity  with  the  street  or  streets  on  which 
they  are  situated)  and  a  retaimng  wall  for  supporting  the  same  shall 
be  necessarv,  such  retaining  wall  shall  be  made  and  maintained 
jointly  by  the  owners  of  the  land  on  each  side  and  shall  stand  one- 
half  upon  the  land  of  each  owner;  but.  if  the  owner  of  the  lot  or  lots 
having  the  lower  grade  shall  bear  ana  discharge  the  entire  cost  and 
^cpense  of  the  making,  such  retaining  wall  snail  be  built  entirely 
ui>an  the  lot  having  the  higher  grade  and  shall  thereafter  be  main- 
tained jointly  by  the  owners  of  the  land  on  both  sides  thereof. 

2.  To  support  adjoining  earth. — Where  an  excavation  has  been  made 
or  a  fill  placed  on  any  lot,  but,  as  the  case  may  be,  not  below  or  above 
the  legal  grade  in  conformity  with  the  street  on  which  that  lot  fronti?, 
and  the  land  adjoining  it  nas  no  building  or  permanent  structure 
thereon,  other  than  frame  sheds  or  structures  of  like  character,  and 
where  a  retaining  wall  shall  be  necessary  to  support  the  adjoining 
earth,  such  retaining  wall  shall  stand  one-half  upon  the  lot  of  each 
owner  and  shall  be  made  and  maintained  jointly  by  the  owners  of  the 
land  on  each  side;  provided,  that,  if  the  owner  of  the  lot  having  the 
lower  grade  shall  bear  and  discharge  the  entire  cost  and  expense  of 
the  making,  such  retaining  wall  slmll  be  built  entirely  upon  the  lot 
having  Uie  higher  grade  and  shall  thereafter  be  maintained  jointly 
by  the  owners  of  the  land  on  both  sides  thereof. 
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3.  Starplus  waU.  Where  any  owner  shall  insist  on  maintaining 
his  ground  either  higher  or  lower  than  the  legal  regulation  as  hereior 
after  provided,  except  in  a  case  herein  otherwise  specifically  pro- 
vided for,  the  surplus  retaining  wall,  which  maj  he  necessary  to 
support  such  height  or  provide  for  such  exeavatHm,  shall  be  made 
ana  maintained  at  the  sole  ex|3ense  of  such  owner. 

4.  Construction.  All  retaining  walls,  required  tmder  this  section 
shall  be  constructed  in  accordance  with  the  proviaons  of  ihis  chapter. 

5.  Removal.  Any  retaining  wall  erected  or  provided  under  this 
section,  standing  partly  on  the  land  of  each  owner,  may  be  removed 
by  either  owner  when  the  necessity  for  such  retaining  wall  no  longer 
exists.    See  notes  under  §  230. 

§  212.  Regulation  of  lots. — ^The  regulation  of  lots,  in  conformitv 
with  the  street  or  streets  on  which  they  are  situated,  shall  be  cal- 
culated at  an  ascent  of  2  inches  in  every  10  feet,  measured  from  the 
curb  in  a  (Urection  at  ri^t  angles  or  normal  thereto;  provided  that, 
in  the  case  of  a  Jot  havmg  more  than  one  street  frontage,  when  so 
situated  that  the  street  frontages  intersect,  the  curb  along  the 
longest  street  frontage  shall  be  used,  and.  when  so  situated  that  the 
street  frontages  do  not  intersect,  the  curb  along  eadi  frontage  i^all 
be  used  to  one-half  the  depth  of  the  lot  between  street  frontages. 
A  lot,  as  referred  to  in  this  section,  shall  be  deemed  and  construed 
to  mean  a  parcel  of  land  not  over  25  teet  by  100  feet,  in  one  ownership, 
whether  adjacent  land  be  in  the  same  ownership  or  not;  but,  for  the 
purpose  hereof,  no  land  in  the  same  ownership  may  be  divided  into 
lots  smaller  than  25  feet  by  100  feet. 

§  213.  Neglect  to  maintain. — ^If  any  person,  whose  duty  it  may  be 
to  jointly  make  or  repair  any  partition  fence  or  retaining  wall  or  any 

{)art  thereof,  in  pursuance  of  the  provisions  of  this  artime,  shall  neg- 
ect  so  to  do.  or  to  join  in  so  doing,  for  6  days,  after  being  requested, 
in  writing,  oy  the  owner  or  owners  of  the  adjoining  ground,  the 
owner  of  such  adjoining  ground  mav  make  or  repair  such  partition 
fence  or  retaining  wall,  or  cause  the  same  to  be  done,  and  may 
recover  from  such  person  such  share  of  the  expense  of  making  or 
repairing  so  much  thereof  as  is  necessarily  made  or  repaired  by  him, 
with  coists.  in  any  court  having  jurisdiction. 

§  214.  Dispvies. — In  case  of  any  dispute  between  parties,  as  to 
what  part  or  portion  of  the  expense  shall  be  borne  and  discharged  by 
either  of  them,  for  building  or  maintaining  any  partition  fence  or 
wall,  and  in  all  cases  of  dispute  concerning  the  sufficiency  of  any 
fence  or  wall,  the  controversy  shall  be  determined  by  the  superin- 
tendent of  buildings  of  the  borough  in  which  ihe  fence  or  wiJl  may 
be  situated. 

§215.  Enforcement. — ^The  superintend^it  of  buildings  in  each 
borough  may,  in  order  to  effect  the  purposes  of  this  artiek,  notify  in 
writing  any  owner  of  anjr  requirement  under  any  provision  thereof. 
Any  person  vrho  shall  fail  to  proceed,  within  10  days,  in  accordance 
with  such  notice,  or  to  comply  therewith,  within  such  reasonable 
time  thereafter  as  shall  be  allowed  or  permitted  by  the  superintend- 
ent of  buOdings,  shall  be  liable  to  a  penalty  of  not  less  than  $10,  nor 
moris  than  $50,  and,  in  addition,  he  shall  be  liable  to  a  further  penalty 
of  $1  for  each  and  every  day  that  his  default  shall  continue,  after 
due  notice  thereof.     (Ord.  Aug.  11,  1914.) 
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ARTICLE  12 

EXCAVATIONS  AND  FOUNDATIONS 

(As  amended  by  ord,  effective  Sept,  22^1916) 

Sec.  230.  Excavations. 

§  231.  Soil,  bearing  capacity. 

§  232.  Foundations,  generally.  / 

§  233.  Footings. 

§  234.  Foundation  piers  and  caissons. 

$235.  Pile  foundations. 

§236.  Foundation  walls. 

\  237.  Retaining  walls. 

Sec.  230.  ExcavcUions.  1.  Safegwxrding  generally. — Until  pro- 
vision for  permanent  support  has  been  made,  all  excavations  sball 
be  properly  guarded  ana  protected-  so  as  to  prevent  the  same  from 
becoming  dangerous  to  life  or  limb  and  shall  be  sheet-piled,  braced 
or  shor^,  where  necessary  to  prevent  the  adjoining  earth  from 
cavingin,  by  the  person  causing  tne  excavation  to  be  made. 

2.  When  retaining  wall  required.  When  an  excavation  is  made 
on  any  lot,  and  provision  for  the  support  of  adjoining  earth  is  not 
otherwise  made  m  accordance  with  law,  the  person  making  such 
excavation  or  causing  it  to  be  made  shall,  at  his  own  cost  and  expense, 
except  as  may  be  provided  in  article  11  of  this  chapter  or  as  herein- 
after i)rovideci  in  this  section,  build  a  retaining  wail  to  support  the 
adjoining  earth;  and  such  retaking  wall  shall  be  carried  to  the  hei^t 
of  the  adjoining  earth,  and  be  properly  protected  by  coping. 

3.  Support  of  neighboring  waUs,  a.  When  excavation  exceeds  ten 
feet, — ^Whenever  an  excavation  is  intended  to  be,  or  shall  be  carried 
to  the  depth  of  more  than  ten  feet  below  the  curb,  the  person  causing 
such  excavation  to  be  made  shall  at  all  times,  if  afifordea  the  necessai^ 
license  to  enter  upon  the  adjoining  land,  and  not  otherwise,  at  his 
own  expense,  preserve  and  protect  from  injury  any  wall,  building 
or  structure,  the  safety  of  which  may  be  affected  by  said  excavation, 
and  support  the  same  by  proper  foundations,  whether  the  said  wall, 
building  or  structure  is  down  more  or  less  than  ten  feet  below  the 
curb.  If  the  necessary  license  is  not  accorded  to  the  person  making 
midi  excavation,  then  it  shall  be  the  duty  of  the  owner  refusing  to 
grant  such  license  to  make  such  wall,  building  or  structure  safe,  and 
to  support  the  same  by  proper  foundations;  and,  when  necessary  for 
that  purpose,  such  owner  shall  be  permitted  to  enter  upon  the  prem- 
ises where  such  excavation  is  to-be  made. 

-  b.  When  excavation  doee  not  exceed  ten  feet.  If  such  excavation 
is  not  intended  to  be,  or  shall  not  be,  carried  to  a  depth  of  more  than 
10  feet  below  the  curb,  the  owner  of  any  wall,  builaing  or  structure, 
the  safety  of  which  may  be  affected  by  said  excavation,  shall  pre- 
serve and  protect  the  same  from  injury,  and  support  the  same  by 
proper  foundation;  and,  when  necessary  for  that  purpose,  shallbe 
permitted  to  enter  upon  the  premises  where  such  excavation  is  to 
be  made.  In  case  such  wall,  building  or  structure,  however,  is  so 
looated  that  the  curb  to  which  it  is  properly  referred  is  at  a  higher 
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level  than  the  curb  to  which  the  exoavattion  is  referred,  such  part  of 
any  necessary  underpinning  or  foundation  as  may  be  due  to  the 
difference  in  curb  levels  shcdl  be  made  and  maintained  at  the  ioint 
expense  of  the  person  causing  the  excavation  to  \)e  made  ana  the 
owner  of  such  wall,  buildmg  or  structure. 

Where  a  party  is  excavating  next  to  a  building  it  is  incumbent  upon  him  to  re- 
quest permission  to  enter  upon  the  adjoining  property  to  support  the  adjoiafauc 
wall,  and  the  adjoining  owner  will  not  lose  the  benefit  of  the  statute  because  he  did 
not  tender  such  license.  Dorrity  v.  Rapp,  72  N.  Y.  307.  And  the  builder  must 
protect  the  adjoining  building  not  only  during  such  excavating,  but  have  the  ad- 
joining wall  as  stable  after  as  before  excavating.  Bemheimer  v.  Kilpattick,  A3 
Hun,  316;  6  N.  Y.  Supp.  858.  But  to  impose  such  obligation  on  the  builder  the 
adjoining  owner  must  grant  a  proper  license.  Sherwood  v.  Seaman,  2  Bosw.  127. 
And  where  such  license  has  been  given  the  builder  will  have  a  reasonable  time  to 
finish  the  wall,  although  the  license  may  be  revoked  by  the  adjoining  owner.  Ket- 
.  chum  V.  Newmann,  1 16  N.  Y.  422.  But  the  provision  requiring  an  owner  excavating 
below  ten  feet  to  protect  his  neighbor's  wall  does  not  a|>piy  to  one  excavating 
in  a  street  under  a  contract  with  the  municipal  authorities.  Jencks  v.  Kenny» 
19  N.  Y.  Supp.  243;  28  Abb.  N.  C.  164. 

See  also  Cohen  v.  Simmons,  21  N.  Y.  Supp.  385,  app.  142  N.  Y.  671 ;  McEensie 
V.  Hatton,  141  N.  Y.  8;  Blanchard  v.  Savarese,  97  App.  Div.  58;  New  York  Steam 
Co.  V.  Foundation  Co.,  123  App.  Div.  254;  Foster  v.  Zunpieri,  140  App.  Div.  471. 

Whefe  an  excavation  is  only  carried  9  ft.  the  defendant  must  still  pay  for  cost 
of  protecting  adjoining  building  as  the  intention  was  to  go  10  ft.  or  more.  Wear  v. 
Kbehler,  App.  Term  SuprCt.  N.  Y.  Law  Journal,  Dec.  29, 1914. 

4.  Support  of  party  v)aU,  In  case  an  adjoining  party  wall  is  in- 
tended to  be  used  by  the  person  causing  the  excavation  to  be  made 
and  such  party  wall  is  in  good  condition  and  suflScient  for  the  uses 
of  the  existing  and  proposed  buildings  the  person  causing  the  ex:- 
cavation  to  be  made,  shaU,  at  his  own  expanse,  preserve  such  party 
wall  from  injury  and  support  the  same  oy  proper  foundations,  so 
that  said  party  wall  shall  be  and  remain  practically  as  safe  as  before 

\the  excavation  was  commenced. 

5.  Superintendent  of  buUdinga  may  act.  If  the  person  whose 
duty  it  shall  be  under  the  provisions  of  this  chapter  to  properly 
guard  and  protect  an  excavation,  or  to  prevent  ad|oining  earth  from 
oavinp  in,  or  to  preserve  or  protect  any  wall,  buUding  or  structure 
from  mjury,  shall  neglect  or  fail  so  to  do  after  having  had  a  notice  of 
24  hours  from  the  superintendent  of  buildings,  such  superintendent 
may  enter  upon  the  premises  and  employ  such  labor,  and  furnish 
sucn  materials  and  take  such  steps  as,  in  his  judgm^it,  may  be 
necessary  to  prevent  adjoining  eartn  from  caving  in  on  to  make  su<^ 
wall,  building  or  structure  safe  and  secure,  or  to  prevent  the  same 
from  becoming  unsafe  or  dangerous,  at  the  expense  of  the  person 
whose  duty  it  is  to  keep  the  same  safe  and  secure.  The  City  of  New 
York  or  any  person  doing  the  said  work,  or  any  part  thereof,  under 
and  by  direction  of  a  superintendent  of  builcUng^,  may  bring  and 
maintain  an  action  against  the  person  last  herein  referred  to,  to 
recover  the  value  of  the  work  done  and  materials  furnished,  in  and 
about  the  said  pr^nises,  in  the  same  manner  as  if  he  had  been  em- 
ployed to  do  the  work  by  the  said  person. 

$231.  SoUf  bearing  capacUy,  1.  Indicative  statement  reqmred,^-^ 
Applications  for  permits  for  new  buildings,  and,  when  necessary, 
for  alterations  to  existing  buildings  shall  contain  a  statement  of  ihe 
character  of  the  soil  at  the  level  of  the  footings. 

2.  Presumptive  capacities.  In  the  absence  of  a  sati^actory  test 
of  the  sustaining  power  of  the  soil,  different  soils,  excludmg  mud. 
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shall  be  deemed  to  safely  sustaiii  the  following  loads  to  the  dapeiw 
fidal  foot,  namely: 

Soft  clay .1  tcm 

Wet  sand 2  tons 

Finn  clay 2  tons 

Sand  ana  clay,  mixed  or  in  layers 2  tons 

Kne  and  dry  sand. 3  tons 

Hard  dry  day. . .  .• 4  tons 

CoEtfjse  sand 4  tons 

Gravel '    6  tons 

Soft  rode 8  tons 

Hard  pan 10  tons 

Medium  rock 16  Urns 

Hard  rook 40  tons 

In  case  the  soil  under  the  footings  of  any  one  building  is  partly 
Tock  and  partly  yielding  soil,  the  bearing  capadty  of  the  3rvBlding 
scnl  shall  Be  taken  at  not  more  than  one-half  of  the  cs^MMsity  other- 
wise allowed. 

3.  Soil  testa.  When  a  doubt  arises  as  to  the  safe  sustaining  power 
of  the  soil  upon  which  a  building  is  to  be  erected,  the  superintendent 
of  buildings  may  order  borings  to  be  made,  or  he  may  direct  the 
sustaining  power  of  the  soil  to  be  tested  in  accordance  with  the 
methods  established  by  the  rules  of  ihe  superintendent  of  buik&igs, 
by  and  at  the  eroense  of  the  owner  of  the  proposed  building.  Where 
a  test  is  made  of  the  sustaimng  power  of  the  soil  the  ilupermtendent 
{A  buildingB  shall  be  notified  so  that  he  mav  be  present  in  person  or 
by  representative.  The  record  of  the  test  shall  be  filed  in  the  bureau 
of  buildings. 

$232.  Foundations,  generally,  1.  General  requirenient8,'--*'Every 
building,  except  buildii^  erected  upon  aoM  rock  or  upon  whiwes 
or  piers  on  the  water  front,  diall  have  foundations  of  bnek,  or  o^er 
approved  mason^,  irc^  or  steel,  laid  not  less  than  four  feet  below 
>  the  surface  of  the  earth,  on  the  solid  ground  or  levd  surface  of  rock, 
or  upon  i^es  or  rang^g  timbers  when  solid  earth  or  cook  is  not  found. 

2.  Protection  of  metal  work, — ^Where  meted  is  incorporated  in  or 
forms  part  *of  a  foundation,  it  diall  be  thorooghly  protected  from 
rust  by  paint,  asphaltum,  ocmcrete,  or  by  such  materiab  and  in 
audi  manner  as  may  be  approved  by  the  superintendent  of  buildings. 

$233.  Footings,  1.  Materials. — ^The  footings  of  foundation  widls 
shall  consist  of  footing  stones,  concrete,  rdnforced  concrete  con- 
istruction  or  steel  grillages.  Wood  footings  may  be  used  if  they  are 
eaixrefy  bdow  the  permanait  water  levd. 

2.  Footina  stones.  Footing  stones  shall  not  be  less  than  2  by  3 
feet,  they  wall  be  not  less  t£an  8  inches  in  thickness  for  walls,  nor 
less  than  10  inches  in  thickness  under  piers,  columns  or  posts.  Foot* 
ing  stones  shall  be  well  bedded  and  laid  crosswise,  edge  to  edge. 

3.  Concrete  footings.  Concrete  footings  shall  be  not  less  than 
12  inches  Uiick,  except  that  for  frame  buildings  the  thickness  may 
be  not  less  than  8  inches. 

4.  Sted  grillages.  When  grillage  beams,  resting  on  a  proper  con^ 
erete^^bed,  are  used,  they  shall  be  provided  with  s^arators  and  bolts 
and  shall  be  inclosed  and  filled  solid  between  with  concrete. 

5.  Pretture  under  footings.    For  the  loads  exerting  pressure  under 
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tlie  footkigB  of  foundations  the  full  dead  loads  cuid  the  figured  live 
loads  on  the  lowest  tier  of  columns,  piers  or  walls  shall  oe  taken. 
For  this  purpose  the  reduced  Uve  loads  permitted  by  subdivision  7 
of  §  53  of  this  chapter  may  be  used. 

6.  Design.  Footings  shall  be  so  designed  that  the  loads  they 
sustain  per  unit  of  area  shall  be  as  nearly  uniform  as  possible  and 
within  the  bearing  capacities  of  ^soils  established  by  this  article,  and 
that  the  stresses  in  the  materials  shall  not  exceed  those  fixed  by  this 
chapter.  In  proportioning  the  areas  of  footings  for  any  building  the 
dead  loads  alone  shall  be  considered,  provided,  however,  that  in 
no  case  shall  the  pressure  under  the  footings  as  determined  in  sub- 
division 5  of  this  section,  exceed  the  safe  load  on  the  soil  estabHahed 
by  this  article. 

§  234.  FoundcUion  piers  and  caissons. — The  foundations  of  any 
building  may  be  carried  down  to  rock  or  hard  pan  by  isolated  piers 
of  approved  masonry  or  reinforced  concrete,  or  by  open  or  pneu- 
matic caisscms,  so  designed  that  the  working  stresses  in  the  ms^ 
terials  and  the  loads  on  the  rock  or  hardpan  do  not  exceed  those 
established  by  this  chapter. 

{235.  PHe  foundations.  1.  General  requirements.— -FHea  in^ 
tended  to  sustain  a  wall  or  building,  or  any  part  thereof,  shall  be 
dnvm  to  a  sc^d  bearing,  if  practicable  to  do  so,  and  the  method  of 
driving  i^all  be  such  as  not  to  impair  their  strength.  No  pile  or 
group  of  iHles  shall  be  loaded  eccentrically.  Any  tj^pe  of  pile  caof 
struction  not  provided  for  in  this  section  shall  meet  such  require- 
ments as  may  be  prescribe  by  the  rules  oi  the  superintendent  of 
buildings. 

2.  Wood  piles,  a.  Qtiality  and  size.  Wood  piles  shall  be  of  ap- 
proved timber,  sound  and  strai^t.  The  diameter  at  ihe  point  shall 
be  not  less  than  6  inches.  The  diameter  at  the  butt  shall  be  not 
less  than  10  inches  for  piles  not  over  25  feet  in  length,  and  not  less 
than  12  inches  at  the  butt  for  piles  of  |;reater  length. 

b.  AUouxible  loads.  The  safe  sustaining  pow&c  oi  any  wood  pile, 
in  tons  shall  be  taken  as  twice  the  wdght  of  the  hammer  in  toiui 
multiplied  by  the  hd^t  oi  the  fall  in  feet,  divided  by  the  average 
penetration  of  the  pile  in  inches  under  the  last  five  blows,  plus  <m€^ 
wheal  a  drop  hammer  is  used  for  driving,  and  as  twice  the  weight  <m 
the  hammer  in  tons  multiplied  by  the  hdght  of  the  fall  in  feet,  di- 
vided by  ihe  average  penetration  in  inches  under  ihe  last  five  Uow^ 
plus  (me-tenth,  when  a  steam  hammer  is  used  for  driving,  provided 
that  the  driving  has  reached  such  a  point  when  successive  blows 
produce  approximately  equal  penetration.  No  wood  pile,  however, 
shall  be  weighted  with  a  load  exceeding  20  tons. 

c.  Construction,  The  distance  between  wood  piles  shall  be  not 
more  than  thirty-six  nor  less  than  twenty  inches  on  centers.  The 
tops  of  wood  piles  shall  be  cut  off  below  the  permanent  water  leveL 
Wnen  ranong  and  cappins  timbers  are  laid  on  piles  for  foimdations, 
they  shall  DO  of  hard  wood  not  less  than  six  inches  thick  and  prop- 
erly joined  together,  and  their  tops  laid  below  the  permaoflnt  watW 
level. 

d.  M0adow  land  construction,  Whm  wood  piles  are  .used  under 
frame  buildings  built  over  the  water  or  on  salt  meadow  land,  they 
may  projeet  above  the  water  a  sufficient  height  to  raise  the  buildiDg 
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abo^e  high  tide^  «nd  the  building  may  be  placed  tdirectly  th^feoB 
without  other  foundation.    (B.  C,  §  25.) 

3.  Concrete  vUee,  a.  Concrete  fitted  ateel  tubes.  For  piles  con- 
sisting of  steel  tubes  filled  with  concrete,  the  tubes  shMl  have 'a 
diameter  of  9  inches  or  more  and  a  thidmess  of  not  less  than  5-16 
of  an  mch.  The  ends  of  each  tube  shall  be  faced  perpendicular  to 
ks  axis.  Splices  shall  be  of  an  approved  design  and  not  more  than 
one  splice  shall  be  used  in  the  total  length  oi  the  pile.  The  length 
of  any  such  pile  shall  not  exceed  forty  times  the  inside  diamet^  of 
the  tube.  Such  piles  shall  be  driven  to  a  full  bearing  on  rock.  Hie 
allowable  load  on  any  such  pile  shall  not  exceed  500  lbs.  p^  square 
inch  on  the  concrete  and  7,500  lbs.  per  square  inch  on  the  sted, 
provided  that  in  computii^  the  e£Fective  area  of  the  steel  the  outer 
1-16  inch  of  tluk^ess  shall  be  deducted  from  the  thickness  of  ^e 
tube.    No  interior  steel  reinforcement  shall  be  used.   (New.) 

b.  Piles  moulded  before  driving.  Concrete  piles  moulded  and 
cured  before  driving  shall  not  be  provided  with  more  than  4  per 
eent.  of  longitudinal  reinforcement.  The  diameter  or  lateral  dimen- 
sioB  of  such  a  pile  shall  be  not  less  than  8  inches  at  tiie  foot  and 
shall  not  average  less  than  12  inches  in  ike  length  cd  the  pile.  The 
length  shall  not  exceed  twenty  times  the  average  diameter  when 
the  pile  is  driven  to  rock  nor  forty  times  the  average  diameter  in 
any  ease.  When  driven  to  rock  the  allowable  load  on  any  sudi  jpSLe 
tAuM.  not  exoeibA  500  lbs.  per  souare  inch  on  the  concrete  at  the 
average  cro8»-section  and  O^OOO  lbs.  per  square  inch  on  l^e  longitu- 
dinal reinforcement.  If  driven  to  rock,  me  foot  shall  be  provided 
with  a  metal  shoe.  (New.) 

c.  Piles  moulded  in  place.  Concrete  piles  cast  in  place  diall  be 
80  made  and  placed  as  to  insure  the  exdusion  of  ftn3^f  orei^  matter, 
and  to  secure  a  perfect  full-sized  shaft.  The  average  diameter  of 
any  such  pile  in  place  shall  be  not  less  than  11  inches  and  the  diam- 
eter of  the  foot  shall  be  not  less  than  6  inches.  The  length  shall 
not  exceed  thirty  times  the  average  diameter.  The  allowaUe  load 
shall  not  exceed  350  Ibs^per  square  inch  on  the  concrete.    (New.) 

d.  Allowable  loads.  When  concrete  piles  are  not  driven  to  rock 
they  shall  be  treated  as  friction  piles  and  their  carrying  capacities 

"all 


shall  be  determined  bv  test  in  accordance  with  rules  established  by 
the  superintendent  of  bmldings;  but  the  stresses  herein  given  lor  the 
materials  composing  them  shall  not  be  exceeded  in  any  case.  (New.) 

e.  Concrete.  The  concrete  for  concrete  piles  shaU  be  mixed  in 
the  proportion  of  1  part  portland  cement  to  not  more  than  2  parts 
of  clean,  coarse  sand,  and  4  p^rts  of  broken  stone  or  gravel  of  a  mze 
passing  through  a  1-inch  rmg,  with  sufficient  water  to  produce  a 
plastic  or  viscous  consistency.     (New.) 

4.  Tests,  When  any  doubt  ejosta  as  to  the  safe  sustaining  power 
of  piles  upon  which  a  building  or  structure  is  to  be  sui^Mrted,  the 
superintendent  of  buildings  may  order  a  test  of  the  same  to  be  made 
at  the  expense  of  ihe  owner  of  the  proposed  building  or  structure 
or  ^e  person  causing  the  piles  to  be  dnven.  The  record  of  every 
such  test  shall  be  filed  in  the  bureau  of  buildings.    (New.)   . 

§236.  Foundation  watts, — 1.  Definition,  Foundation  walls  shall 
be  construed  to  include  all  waUs  and  piers  built  below  the  curb  level 
or  the  neaitst  tier  of  beams  to  the  curb,  wjiich  serve  as  supports  for 
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walls,  piers,  <^lumBSy  or  other  struct^iral  parts  o£  a  baiikliiig  or  stni6* 
ture.   (B.  C.,  §  26.)  :   ^ 

2.  Matenala.    Foiindatimi  walls  shall  be  built  of  approved  ma-* 
sonry,  reiafcnroed  concrete  or  steel  jirotected  by  masonry.    All  ma- 
sonry foundation  walls  t^iall  be  laid  in  cement  mortar. 

3.  Thickness,  If  built  of  rubble  stone,  foundation  walls  i^all  be 
at  least  8  inches  thicker  than  the  walls  next  above  them,  but  not 
less  than  18  inches  in  any  case.  If  built  oi  brick,  concrete  or  hollow 
building  blodcs,  they  shall  be  at  least  4  inches  thicker  than  ike  walls 
next  above  them,  but  not  less  than  12  inches  thick  in  anv  case. 
For  each  additional  10  feet,  or  part  thereof,  below  the  depth  of  12 
feet  below  the  curb  level,  the  thickness  shall  be  increased  4  inches. 

4.  Brick,  When  brickwork  in  foundaticm  wflUs  is  stepped  up 
&om  the  footings,  the  c^sets,  if  laid  in  single  courses,  shall  not  ex* 
ceed  l}/i  inches,  or  if  laid  in  double  courses,  shall  not  exceed  3  inches. 

5.  Stone,  Hubble  stone  masonry,  unless  built  in  dressed,  level 
courses,  shall  not  be  used  for  buildings  exceeding  75  feet  in  hei^t. 

6.  HoUow  huUding  Hocks,  Foundation  walls  of  hollow  buildii^ 
blocks  may  be  used  only  when  the  upper  walls  are  of  frame  or  holk)w 
building  block  construction.  The  hollow,  spaces  in  the  blocks  shall 
be  filled,  as  the  construction  progresses,  with  concrete  <^  not  less 
than  1  part  of  c^nent  to  9  parts  ofaggr^ate.    (New.) 

i  237.  RetaininQ  vxiUs, — All  walls  built  to  retain  or  support  ad- 
joining eaHh  or  rock,  including  foundation  walls  subjected  to  pres- 
sure fnHn  adjoining  earth  or  rock,  shall  be  constructeid  of  approved 
masonry  or  reinforced  concrete  and  so  designed  that  in  resisting 
the  pressures  to  which  they  are  subjected,  including  any  water 
ikessure  that  may  enst,  the  working  stresses  of  the  materials  shall 
not  be  exceeded,  the  soil  shall  not  be  overloaded  and  the  stability* 
of  the  wall  shall  be  insured.    (New.) 


ARTICLE  13 

MASONRY  C0N8TRUCn(»7 

{As  amended  by  ord.  effective  Oct,  6, 191S) 

Sec.  250.  Definitions. 
§2M.  Construction. 
§  252.  Brick  masonry. 
§253.  Stone  masonry. 
§  254.  Hollow  building  bkwk  macKmry. 
§255.  Ashlar. 
§256.  Mortar. 
§  257.  Wall  thicknesses. 
§  258.  Existing  walls. 
§  259.  Parapet  walls. 
§260.  Hollow  waUs. 

!261.  Recesses  and  chases. 
262.  Miscellaneous  requirements. 
§263.  Mascmry  arches. 

Sec.. 250.  Jk^imUona. — ^For  the  purposes  of  this  chapter: 
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a.  approved  masonry  means  mas<»iry  constructed  in  accordance 
with  tne  requirements  of  this  article,  of  the  materials  specified 
therein;  '  ' 

b.  bearing  wall  means  any  vrsOl  which  carries  any  load  other  than 
its  own  weight; 

(B.  C,  sec.  27,  rev.  from  L.  1882,  ch.  410,  S  42,  as  amend.) 
Where  many  buildings  have  one  roof  they  must  have  fire  walls  for  s^arate  build- 
insB.    Landgon  v.  Fire  Dept.,  17  Wend.  234. 

c.  height,  as  applied  to  a  wall^  means  the  vertical  distance  to  the 
top  measured  from  the  foundation  wall,  or  from  a  ^rder  or  other 
immediate  support  of  such  wall. 

$  251.  Construction.  1.  Materials, — ^Approved  masonry  shall  be 
constructed  of  brick;  stone,  concrete,  hollow  building  blocks,  or  a 
combination  of  these  materials  as  provided  in  this  article.  It  shall 
be  properly  and  solidly  bonded  with  joints  filled  with  mortar. 

2.  Protection  against  freezing.  No  masonry  shall  be  built  when 
the  temperature  is  below  28  degrees  F.  on  a  rising  temperature  or 
32  on  a  falling  temperature  at  the  point  where  the  work  is  m  progress. 
No  frozen  materials  ^all  be  built  upon. 

3.  Wettirig  hridc.  All  brick  shall  be  thoroughly  wet  just  previous 
to  being  laid,  except  in  freezing  weather,  when  they  shall  oe  thor- 
oui^ydry.  ,  ■  - 

4.  Erection  of  ivalls  and  piers.  Masonry  walls  and  piers  shall  be 
built  to  a  line  and  carried  up  plumb.  In  each  story  the  walls  shall 
be  carried  up  full  thickness  to  the  top  of  the  beams  above.  No 
waU  of  any  building  shall  be  built  up  more  than  two  stories  in  ad- 
vance of  any  other  portions  of  the  walls  of  the  building,  provided 
that  where  walls  are  carried  independentlv  by  girders  at  each  floor 
this  provision  shall  not  apply.  AU  waUs  tnat  meet  or  intersect  shall 
be  bonded  or  anclfored  to  each  other  in  an  approved  manner.  Any 
pier  having  less  than  four  square  feet  of  cross  section  when  located 
at  an  intersection  with  a  wall  shall  be  bonded  into  and  built  as  psurt 
of  that  wall. 

5.  Piers,  Every  pier  supporting  a  girder,  arch,  column  car  lintel 
sparming  an  opening  over  10  feet,  upon  which  a  wall  rests,  shall  be 
built  of  approved  masonry.  Every  such  pier  having  a  neight  of 
more  than  ten  times  its  least  dimension,  and  every  isolated  pier 
built  of  brick  or  hollow  building  blocks,  having  less  than  9  square 
feet  of  cross  section  shall,  at  vertical  intervals,  of  not  more  than 
30  inches,  have  built  into  it  bond  stones  not  less  than  4  inches  thick,  or 
approved  perforated  steel  or  cast  iron  plates  of  the  full  size  of  the  pier. 
Isolated  piers  shall  not  exceed  in  height  ten  times  their  least  dimension. 

6.  Arches  and  lintels.  Door  and  window  openings  in  walls  shall 
be  sparmed  by  arches,  or  lintels  having  a  beanr^  at  each  end  of  not 
less  than  5  inches.  In  walls  of  non-fireproof  buildings,  when  the 
thickness  of  the  lintel  is  less  than  the  thickness  of  the  wall  to  be 
supported,  a  timber  lintel  may  be  placed  on  the  inside  of  the  wall 
resting  at  each  end  not  more  than  2  inches  on  the  wall,  and  cham- 
bered or  cut  to  serve  as  centre  for  a  rowlock  or  keyed  arch.  When 
the  opening  is  more  than  6  feet  in  width,  templates  shall  be  provided 
under  the  ends  of  lintels  resting  on  the  wails,  unless  the  pressure 
under  the  lintel  does  not.  cause  a  working  stress  in  the  masonry 
greater  than  specified  in  article  3  of  this  chapter. 
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7.  Timber  in  toaUs,  No  timber,  except  lintels,  provicjed  ior  in 
subdivision  6  of  this  section,  and  nailing  blocks  mA,  over  8  inches  in 
length,  shall  be  placed  in  any  masonrv  wall.    ' 

8.  Br<icing  during  conatrucHon.  Tne  walls  and  beams  of  every 
building  during  erection  or  alteration  shall  be  strongly  braced  from 
the  beams  of  each  story,  and  when  reauired  shall  also  be  braced 
frpm  the  outside  until  the  building  is  enclosed. 

§  252.  Brick  masonry. — Except  when  laid  in  flemish  bond  or 
faced  with  running  bond,  every  sixth  course  in  brick  walls  shall  be 
a  heading  course.  When  running  bond  is  used,  every  sixth,  course 
shall  be  bonded  into  the  backing  by  cutting  the  course  of  the  face 
brick  and  putting  in  diagonal  headers  behiiKl  the  same,  or  b^r  split- 
ting the  face  brick  in  ludf  and  backing  the  same  with  a  continuous 
row  of  headers.  Where  face  brick  is  used  of  a  diffei^nt  thickness 
from  the  brick  used  for  backing,  the  courses  of  the  face  brick  and 
backing  shall  be  brought  to  a  level  at  intervals  of  not  more  than 
six  courses  in  height  of  the  backing,  and  the  face  brick  shall  be  prop^ 
erly  tied  to  the  backing  by  a  full  heading  course  of  the  face  brick  or 
other  approved  method.  Face  brick  shall  be  laid  at  the  same  time 
as  the  backing,  and  shall  in  no  case  be  laid  after  the  backing  is  in 
place. 

§  253.  Stone  masonry.  1.  Workmanship. — No  stone  shall  be  la^d 
in  a  wall  in  any  other  position  than  on  its  natural  bed.  Stones 
shall  be  firmly  bedded  in  cement  mortar  and  all  spaces  and  joints 
thoroughly  filled.  No  stone  shall  be  used  that  does  not  bond  or 
extend  into  the  wall  at  least  6  inches.  All  headers  shall  be  at  least 
12  inches  in  width  and  8  inches  in  thickness,  and  consist  of  good  flat 
stones. 

2.  Bond.  All  stone  walls  24  inches  or  less  in  thickness  shall  have 
at  least  one  header  extending  through  the  wall  in  every  three  feet  in 
height  from  the  bottom  of  the  wall,  and  in  every  three  feet  in  length, 
and  if  over  24  inches  in  thickness,  shall  have  one  header  for  every 
6  superficial  feet  on  both  sides  of  the  wall,  laid  on  top  of  each  other 
to  bond  together,  and  running  into  the  wall  at  least  2  feet. 

3.  Limitation.  Rubble  stone  walls,  except  for  foundations^  shall 
not  be  used  in  buildings  over  60  feet  high. 

§254.  Hollow  huildina  block  masonry.  1.  Consiruclicn. — Where 
walls  of  hollow  building  blocks  are  decreased  in  thickness,  the  blocks 
in  the  top  course  of  the  thicker  wall  shall  be  filled  soUdly  with  con- 
crete or  covered  with  slabs  of  hard  burned  terra  cotta  or  concrete 
at  least  1  inch  in  thickness.  Terra  cotta  or  concrete  templates  of 
approved  size  and  thickness  shall  be  placed  under  all  floor  beams 
and  girders  to  properly  distribute  the  loads. 

2.  Veneering,  Hollow  building  blocks  of  terra  cotta  used  in  ex- 
terior walls  shall  be  extra  hard  burned  or  veneered  with  brick, 
architectural  terra  cotta,  or  stone,  or  covered  on  the  exposed  surface 
with  at  least  three-quarters  of  an  inch  of  portland  cement  stucco. 
When  walls  of  hollow  building  blocks  are  veneered  with  brick,  the 
facing  shall  be  bonded  to  the  backing  with  headers  every  sixth 
course  of  the  brickwork. 

3.  LdmilaHon.  Walls  of  hollow  building  blocks  shall  not  be  used 
in  buildings  over  forty  feet  in  height,  except  that  in  buildings  of 
^eleton  construction  terra  cotta  blod^s  with  sheUs  and  webs  not 
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leas  tiun  ODe  indi  thick,  faced  with  at  least  four  inches  of  brick- 
work properly  bonded  as  specified  in  this  section,  may  be  used. 

i  255.  Abmot. — Stone,  architectural  terra  cotta  or  other  approved 
niBteaial,  used  for  the.facinR  of  any  wall  and  known  as  ashlar,  shall 
be  not  less  than  4  inches  thick.  Such  aahiar  shall  be  anchored  to 
the  wall  in  an  approved  manner.  Within  the  fire  limits  aahlar  diall 
not  be  uaed  in  any  wall  the  total  thickness  of  which  ia  less  than  12 
ini^es. 

{  256,  Mortar.— la  the  followmg  masoniy  ooiiBtnictioii  no  mortar 
other  than  oranent  mortar  shall  be  used: 

a.  Foundation  walls  and  footings; 

b.  Rubble  stone  wails; 

c.  Hollow  building  block  construction; 

d.  Walls  faced  with  ashlar; 

e.  Isolated  piers; 

f.  Curtain  walls; 

K.  EirteriOT  walb  of  skeleton  stnicturva; 

wills. 

w.  1.  AppUcaHon. — a.  The  tbioknesa  of 
Jl  oases,  irrespective  at  any  other  lequire- 
iufiioient  to  keep  the  stresses  in  the  maaoni7 
les  prescribed  by  this  diapter. 
specified,  unless  otherwise  clearly  indicated, 
its  defined  in  J  250. 

a  thicknesses  herein  specified  shall  be  ap- 
[>f  beams  to  the  heiaht  specified. 
i,ion  shall  prevent  the  use  in  any  wall  of  the 
in  piera  and  buttresses  aa  is  required  for  the 
jed. 
K  Tha  unsupported  height  of  any  wall  or  part  thN«of  shal),not 

exceed  twenty  tunes  the  thickness  of  such  unsupported  part,  unlew 

reinforced  by  adequate  cross-walls,  buttresses  or  columns. 

2.  Residence   building).     Except    as   hereinafter  provided,    the 

thicknesses  of  masonry  walls  of  residence  buildings  hereafter  erected 

shall  be  not  less  than  the  foUowii^: 

a.  when  ovei  75  feet  in  height,  12  inches  for  the  uppermost  25 
feet,  IS  inches  for  the  next  lower  35  feet,  20  inches  for  the  next  lower 
40  leet,  wiUi  a  4-inch  increase  for  each  additional  lower  section  of 
40  feet: 

b.  when  not  over  75  feet  in  height,  12  inches  for  the  uppermost 
55  feet,  and  16  inches  below  that. 

'3.  P-ublic  and  Inisineti  buHdtnga.  £xo»t  as  hereinafter  [iro- 
vkled  the  thicknesses  of  maaonry  walls  of  public  and  business  build- 
ings hereafter  erected  shall  be  not  lees  than  the  following: 

a.  when  over  75  feet  in  h^ht,  16  inches  for  the  up 

feet,  20  inches  for  the  next  lower  35  feet,  24  inches  f<__    

lower  40  feet,  and  increasing  4  inches  for  each  additional  lower 
Beotli>nof40feet; 

'  b.  whan  aver  60  feet  and  not  over  75  feet  in  height,  16  inches  for 
the  uppermost  50  feet,  and  20  inches  bdow  that; 
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e.  when  over  40  feet  and  not  over  60  feet  in  height,  12  incihes  for 
the  uppermost  20  feet,  and  16  mches  below  tliat. 
d.  when  not  over  ^  feet  in  height,  12  inches  throudiout. 

4.  Increased  tkicknesSf  when  required,  a.  Every  bearing  wall 
with  face  brick  bonded  with  cHp  courses  or  tiers,  and  every  bearing 
wall  faced  with  ashlar  shall  have  a  total  thickness  of  at  least  4  inches 
more  than  otherwise  required  imless  the  ashlar  is  at  least  8  inches 
thick  in  every  alternate  course  and  bonded  to  the  wall. 

b.  Every  waH  built  of  rubble  stone  i^iall  have  a  thickness  at  least 
4  inches  more  than  required  by  subdivisions  2  and  8  of  this  section, 
but  no  such  stone  wall  shall  be  less  than  18  inches  thick. 

c.  When  the  clear  span  between  bearing  walls  is  over  26  feet,  such 
walls  shall  be  increased  4  inches  in  thiclmess  for  eveiy  123^  feet  or 
part  thereof  that  said  span  is  over  26  feet.  > 

d.  All  walls  over  105  feet  long  between  cross-walls  or  proper  piers 
or  buttresses,  shall  be  increased  in  thickness  over  the  minimum 
requirement  at  least  4  inches  for  every  105  feet,  or  part  thereof, 
over  105  feet  in  length. 

e.  If  the  horizonl^  section  through  a  bearing  wall  shows  more 
than  thirty  per  cent,  area  of  flues  and  openings  such  part  of  the 
wall  where  the  excessive  openings  exist  shall  be  increased  four  inches 
in  thickness  over  minimum  requirements  for  every  fifteen  per  cent., 
or  fraction  there(rf,  of  flue  or  opening  area  in  excess  oi  thirty  per 
cent.,  provided  that  if  such  wall  be  laid  up  in  portland  cement  mortar 
the  increase  in  thickness  shall  be  requu^ed  onl^  when  the  area  of 
flues  and  openings  exceeds  forty-five  per  cent. ;  or,  instead  ci  increasing 
such  wall  in  thicKness,  adetquate  piers  or  buttresses  shall  be  provided. 

f .  In  case  any  wall  is  increased  in  thickness  in  accordance  with 
one  of  the  reqmrements  of  this  subdivision,  it  will  not  be  necessary 
to  further  increase  the  thickness  to  meet  another  requirement  of 
this  subdivision,  imless,  in  the  judgment  of  the  supermt^tident  of 
buildings,  the  ssiety  of  the  wall  demands  it. 

5.  One-story  buildings.  In  one-story  buildings  the  walls  may  be 
8  inches  thick,  provided  that  no  such  wall  exceeds  50  feet  in  length 
between  cross-walls  or  adequate  buttresses. 

6.  SmaU  residence  buildings.  In  any  residence  building  bearing 
walls  of  brick  laid  in  Portland  cement  mortar  may  be  8  inches  in 
thickness,  provided  such  buildings  are  not  more  than  40  feet  in 
height  and  that  the  8-inch  walls  do  not  exceed  50  feet  in  length  be- 
tween cross-walls  or  adequate  buttresses,  except  that  when  the  walls 
are  not  pierced  by  openings  of  any  kind  such  length  may  be  60  feet. 

Adopted  June  29,  1920.    Became  effective  July  13,  1920. 

7.  Residence  buOdings  ouiside  the  fire  limits.  Outside  of  the  fire 
limits  the  buttresses  of  walls  of  hollow  building  blodcs  shall  be  not 
less  than  8  inches  for  the  uppermost  20  feet,  10  inches  for  the  naxt 
lower  10  feet,  and  12  inches  for  the  next  lower  10  feet. 

8.  Nanrbearing  walls.  The  thicknesses  of  non-bearing  walls  of 
residence  buildings,  or  of  public  and  business  buildings  may  be  4 
inches  leas  than  those  specified,  respectively,  in  subdivisions  2  and 
3  of  this  section  for  walls  of  corresponding  height,  provided  that 
no  such  wall  shall  be  less  than  12  inches  thick  nor  extend  for  mote 
than  55  feet  in  height  without  any  increase  of  thickness. 
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9.  Cwrtam  waUa.  ■  Noorbearing  walls  built  between  piers  or  metal 
columns  shall  be  not  less  than  12  inches  thick  for  the  uppermost 
60  feet  of  height,  increasing  4  inches  in  thickness^fcnr  each  next  lower 
section  of  60  feet. 

10.  WaUs  of  skeleton  structures.  Masonry  walls  supported  at 
each  story  by  girders  may  be  12  inches  thick  for  the  entire  height 
of  the  building. 

11.  Interior  toaUs,  a.  In  residence  buildings,  interior  walls  of 
brick  or  concrete,  whether  bearing  or  non-bearing  walls,  may  be 
8  inches  thick  for  the  uppermost  55  feet  and  12  inches  for  the  next 
lower  20  feet,  provided  that  no  such  w^  shall  exceed  75  feet  in 
height  nor  30  feet  in  length  between  cross-walls  or  buttresses. 

b.  Interior  walls  over  75  feet  in  height  may  be  reduced  in  thiqk- 
ness  in  such  proportion  to  the  number  of  cross-^alls,  piers  or  but- 
tresses, and  weir  nearness  to  each  other,  as  may  be  denned  safe 
by  the  superintendent  of  buildings,  provided,  however,  that  such 
walls  shall  be  not  less  than  12  inches  thick  at  the  top,  and  ah$ii  be 
gradually  increased  in  thickness  to  the  bottom. 
•  §  258.  Eodsting  v)aUs»  1.  When  vse  is  pemuUed  without  change. — 
Walls  heretofore  built,  whose  thickness  at  the  time  of  their  erection 
was  in  accordance  with  the  requirements  of  the  then  existin^g  laws, 
but  which  are  not  in  accordance  ynth  the  requirements  of  this  chap- 
ter, may  be  used  without  change,  if  in  good  condition,  in  buildings 
hereafter  erected  or  altered,  provided  the  stresses  in  the  masonry 
do  not  exceed  the  working  stresses  prescribed  by  this  chapter  and 
the  height  of  such  walls  be  not  increased  except  m  so  far  as  may  be , 
necessary  to  make  the  height  uniform. 

2.  Lining  walls.  In  case  it  is  desired  to  use  and  incr^Eise  the 
height  of  any  existing  wall  which  is  less  in  thickness  than  required 
by  this  chapter,  such  wall  shall  be  reinforced  bv  a  lining  of  brick- 
work so  that  the  combined  thickness  with  the  old  wail  shall  be  not 
less  than  4  inches  more  than  the  thickness  required  for  a  new  wall 
corre[q)ondinff  with  the  total  height  of  the  wall  when  increased  in 
height,  provided  that  such  lining  shall  not  be  used  to  a  greater  height 
thsai  forty  feet  and  that  such  wall  shall  not  be  increased  to  exceed 
seventy-nVe  feet  in  height.  Such  Hning  shall  be  oipported  on  proper 
foundations,  and  shall  be  not  less  tmm  eight  inches  in  thickness, 
and  thoroughly  anchored  to  the  old  wall  with  suitable  anchors, 
placed  two  feet  apaxt  and  properly  fastened  or  driven  into  the  old 
wsdl  in  rows,  alternating  vertically  and  horizontally  with  each  other, 
the  old  wall  being  first  cleaned  of  plaster  or  other  coatings  where 
any  lining  is  to  be  built  against  the  same.  No  wall,  however,  shall 
be  lined  unless  in  good  condition  and  not  until  the  approval  of  the 
superintendent  of  buildings  has  been  given. 

{  259.  Parapet  walls* — ^All  exterior  and  division  or  party  walls  of 
masonry  over  15  feet  high,  except  in  detached  buildings  with  over- 
hanging roofs,  or  where  such  walls  are  to  be  finished  with  cornices, 
gutters  or  crown  mouldings,  shall  have  parapet  walls  carried  above 
the  roof.  For  residence  buildings  parapet  walls  shall  be  not  less 
than  eight  inches  thick  and  carried  at  least  two  feet  above  the  roof, 
except  that  in  party  walls  between  buildings  of  the  same  height  and 
not  over  forty  feet  in  height,  such  parapet  shall  be  not  less  than 
eight  inches  above  the  roof.     For  public .  and  business  buildings 
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parapet  walls  shall  be  not  less  than  twelve  inches  thick,  and  earned 
at  least  three  feet  above  the  roof.  All  parapet  walls  shall  be  coped 
with  stone,  terra  cotta,  concrete  or  cast  iron. 

§  260.  Hollow  walls, — In  all  walls  that  are  built  hollow  the  ^ame 
amount  of  masonry  shall  be  used  in  their  construction  as  if  thev 
were  built  solid,  as  in  this  chapter  provided,  and  no  hollow  wall  shall 
be  built  unless  the  parts  of  same  are  connected  by  proper  ties,  either 
of  brick,  stone  or  iron,  placed  not  over  24  inches  apart. 

§261.  Reoes8  cmd  chases.  1.  Stairway  and  elevator  recesses. — 
RcKjesses  for  stairways  or  elevators  mav  be  left  in. the  foimdation 
walls  of  buildings,  but  in  no  case  shall  the  walls  be  of  les^  thickness 
than  the  walls  of  the  fourth  story,  unless  reinforced  by  additional 
piers  with  iron  or  steel  girders,  or  iron  or  steel  columns  and  girders, 
securely  anchored  to  walls  on  each  side. 

2.  Alcoves.  Recesses  for  alcoves  and  similar  purpb^  shall  have 
not  less  than  8  inches  of  brickwork  at  the  back  of  such  recesses,  and 
such  recesses  shall  be  not  more  than  8  feet  in  width,  and  shall  be 
arched  over  or  spanned  with  iron  or  steel  lintels,  and  not  carried  up 
hi^^r  than  18  mches  below  the  bottom  of  the  beams  of  the  floor 
next  above. 

3.  Pipe^hases.  No  chase  for  pipes  or  other  purpose  shall  extend 
into  any  wall  more  than  one-third  of  its  thickness.  No  horizontal 
chase  in  any  wall  shsdl  exceed  4  feet  in  length.  No  bhase  shall  be 
made  within  the  required  area  of  any  pier.  Chases  shall  not  be 
cut  in  walls  of  hollow  block  construction,  but  may  be  provided  by 
properly  formed  blocks.  Chases  shall  be  filled  up  with  solid  ma- 
sonry within  the  floor  thickness  at  each  story. 

4.  lAmitaHons.  The  aggr^ate  area  of  recesses  and  chases  in 
any  wall  shall  not  exceed  one-fourth  of  the  whole  area  of  the  face 
of  the  wall  on  any  story.  No  recess  shall  be  made  within  a  distance 
of  6  feet  from  any  other  recess  in  the  same  wall. 

§262.  Miscellaneous  requirements.  1.  Hollow  brick. -^The  inside 
4  inches  of  walls  may  be  built  of  hard-burnt  hollow  brick,  properly 
lied  and  bonded  into  the  walls  and  of  the  dimension  of  ordinaiy  bricks. 

2.  Furring.  Where  hollow  blocks  of  any  kind  are  used  as  furring 
for  walls,  they  shall  not  be  included  in  the  measurement  of  the 
tMokness  of  such  walls. 

3.  Fire  stops.  In  all  walls  furred  with  wood,  tHe  brickwork  be- 
tween the  ends  of  wood  beams  shall  project  the  thickness  of  the 
furring  beyond  the  inner  face  of  the  wall  for  the  full  d^th  of  the 
beams. 

§  263.  Masonry  arches. — AU  masonry  arches  shall  be  capable  of 
sustaining  the  weight  and  pressure  which  they  are  to  carry,  and  the 
stress  at  any  point  shall  not  exceed  the  working  stresses  prescribed 
by  this  chapter.  Tie  rods  shall  be  used  where  necesfuury  to  remst  the 
thrust. 

ARTICLE  14 

WOOD  CONSTRUCTION 

{As  amended  by  ord.  effective  Mdy  1, 1915) 
Sec.  280.  Wood  beams  and  girders. 
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§  281.  Wood  oohimns  and  posts.  ' '  '    *  -  .  -   - 

§282.  Bolting. 

§  283.  8tud  partitk>ns. 

§284.  Fire  stops. 

Sec.  280.  Wood  beams  and  girders,  1.  WicUh  of  beams. — No  wood 
floor  or  roof  beam  used  in  any  building  hereafter  erected  witiiin 
the  fire  limits  shall  be  less  than  three  inches  thick. 
^  2.  Supports.  Every  wood  beam,  except  header  and  tail  beams, 
shall  halve  bearings  <k  at  least  four  inches.  The  ends  ci  all  such 
beams,  where  they  rest  on  brick  walls,  shall  be  cut  to  a  level  of  three 
inches  in  their  depth.  In  no  case,  except  in  frame  bmldings,  shall 
either  end  of  a  fioor  or  roof  beam  be  supported  on  stud  partitions. 
All  wood  trimmer,  header  and  tail  beams  over  four  feet  in  length, 
unless  supported  on  a  wall  or  girder,  shall  be  hung  in  approved 
metal  stirrups  or  hangers. 

3.  Bridging,  All  wood  floor  and  roof  beams  shall  be  properly 
brac^  with  cross  bridging.  The  distance  between  bridging  or  be- 
tween bridging  and  bearing  shall  not  exceed  eight  feet. 

4.  Anchorina,  a.  Beams  in  vxUls,  Each  tier  of  beams  shall  be 
anchored  to  the  walls  at  intervals  of  not  more  than  six  feet  with 
approved  steel  or  wrought  iron  anchors. 

b.  Beam^s  on  girders.  The  ends  of  wood  beams  resting  upon  girders 
shall  be  butted  end  to  end  and  strapped  by  steel  or  wrought  iron 
straps  in  the  same  beam  as  the  wall  anchors,  or  they  may  lap  each 
other  at  least  12  inches  and  be  weU  spiked  or  bolted  together  where 
lapped. 

c.  Girders,  Wood  girders  shall  be  anchored  to  the  walls  and 
fastened  to  each  other  by  suitable  steel  or  wrought  iron  straps. 

d.  Anchor  strips.  Each  tier  of  wood  beams  running  parallel  to 
enclosing  walls  shall  be  anchored  to  such  walls  with  approved  anchor 
strips  and  similarly  to  every  pier. 

6.  Fire  prevention,  a.  Trimming  around  flues.  All  wood  beams 
shall  be  trinuned  away  from  all  flues  and  chimneys.  The  header 
and  trimmer  beams  shall  not  be  less  than  4  inches  from  the  outside 
face  of  the  chimney.  Any  header  beam  supporting  a  trimmer  arch 
in  front  of  a  fireplace  shall  be  not  less  than  20  inches  from  the  face 
of  the  chimney  breast. 

b.  Separation  in  waUs.  Every  wooden  beam  in  any  masonry  or 
fire  wall  shall  be  separated  from  any  other  beam  in  tne  wall  by  at 
least  four  inches  of  soUd  masonry. 

§  281.  Wood  edvMns  and  posts, — ^AU  wood  columns  and  posts 
shall  be  squared  at  the  ends  perpendic^ilar  to  their  axes,  and  ci^ 
and  base  plates  shall  be  provided.  Where  the  cap  plate  of  a  Wood 
oohutin  or  post  supports  a  wood  ^rder,  any  column  above  shall 
bear  directly  on  the  cap  and  shall  not  rest  on  the  girder.  Additional 
iron  or  steel  cheek  plates  shall  be  placed  between  the  cap  and  base 
plates  and  bolted  to  the  girders,  when  required  to  transmit  the  loads 
with  safety: 

§  282.  Bolting, — ^AU  bolts  in  wood  construction  shall  be  provided 
with  washers  dr  such  proportions  that  the  compression  on  the  wood 
at  the  face  of  the  wash^  will  not  exceed  the  working  stresses  pre* 
aciibed  in  this  ohi^>ter. 
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S  283.  Studr  perHt^tona.— Stud*  foarUtions  whioh  rest  directly  oyer 
each  other  and  are  not  parallel  with  wood  floor  beams  shall  run 
down  between  the  wood  floor  beams  and  rest  on  the  top  plate  of 
the  partition  below  and  shall  have  the  studding  filled  in  solid  be- 
tween the  uprights  to  the  depth  of  the  floor  beams  with  suitable 
incombustible  materials. 

{294.  Fire  stops.  1.  Studdedroff  spaces, — Where  walls  are  studded<> 
ofif,  the  space  between  the  inside  face  of  the  wall  and^the  studdins 
directly  over  such  space  shall  be  fire-stopped  with  fireproof  material, 
for  a  depth  of  not  less  than  ^  inches,  securely  supported;  or  the  beams 
directly  over  the  studded-off  space  shall  be  d€aended  with  not  less 
than  4  inches  of  fireproof  material. 

2.  Wainscoting.  The  surface  of  the  wall  or  partition  behind  wain- 
scoting shall  be  plastered  flush  with  the  grounds  and  down  to  the 
floor  hne. 

Sections  443,  444  and  445  of  Article  21  of  Chapter  5  of  the  Code 
of  Ordinances  ol  the  City  of  New  York  are  hereby  repealed. 


ARTICLE  15 

mON  AND  STEEL  CONSTRTTCTION 

{As  amended  by  ord  effective  May  1, 1916) 

Sec.  300.  Cast-iron  columns. 
§  301.  Steel  columns. 
{  302.  Column  bases.    , 
I  303.  Lintels,  beiuns  and  girders* 

304.  Framing  and  connecting. 

305.  Trusses. 

306.  Riveting. 

307.  Boltmc. 
I  308.  Tie  rods. 

309.  Templates. 

310.  Protection  against  corrosion. 

311.  Protection  against  fire. 

312.  Metal  fronts. 

313.  Use  of  o|d  materials. 

Sec.  300.  Cast  iron  columns,  1.  Dimensions, — Cast  iron  columns 
shall  not  have  a  smaller  outside  diameter  or  side  than  5  inches,  nor 
dball  they  have  an  unsupported  length  greater  than  that  allowed  by 
S  52  of  this  chapter. 

2.  Thickness  of  metal.  The  thickness  of  metal  shall  be  not  less 
than  one-twelfth  the  diameter  or  least  dimension  of  cross  section, 
but  never  less  than  three-fourths  of  an  inch.  When  necessary,  the 
thickness  shall  be  increased  near  the  end  so  that  the  core  of  a  column 
below  a  joint  shall  not  be  larger  than  the  core  of  the  column  above, 
in  which  case  the  metal  may  be  tapered  down  for  a  distance  d  not 
leas  than  6  inches;  or  a  joint  plate  may  be  inserted  of  suflicient 
strength  to  distribute  the  load.  Wherever  the  core  of  a  oast  iron 
column  has  shifted  more  than  one-fourth  the  thickness  of  the  shell 
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the  thickness  of  the  m^tal  all  amund  shall  be  assumed  equal  to  the 
thlnli^t  part. 

3.  Workmanship,  a.  Joints,  Cast  iron  columns  shall  be  machine 
faced  at  the  end  to  a  true  surface  perpendicular  to  the  axis.  They 
shall  be  bolted  together  with  at  least  four  bolts,  not  less  than  three- 
quarters  of  an  inch  in  diameter,  passing  throudi  the  flanges,  the  bolts 
being  of  sufficient  length  to  allow  the  nuts  to  oe  screwed  up  tightly; 
and  as  each  colimm  is  placed  in  position,  the  bolts  shall  also  be  placed 
in  position  and  the  nuts  shall  be  screwed  up  tightly. 

o.  Flanges.  Where  C£ist  iron  colimms  rest  one  on  top  of  another, 
the  top  flange  of  the  lower  column  shall  project  on  all  sides  not  less 
than  three  inches  from  the  outer  surfaces  of  the  column,  and  the 
shape  and  dimensions  of  the  bottom  flange  of  the  upper  column 
shall  be  the  same  as  those  of  the  top  flange  of  the  lower  column, 
except  that  when  a  column  is  placed  on  a  lot  line,  the  flanges  on  the 
side  toward  such  lot  line  may  be  omitted,  if  not  required  for  bolting. 
Flanges  shall  be  at  least  one  inch  in  thickness  when  finished,  and 
reinforced  bv  fillets  and  brackets  when  necessary. 

c.  BoU  holes.  All  holes  in  cast  iron  columns  shall  be  drilled.  The 
diameter  of  the  holes  shall  not  exceed  that  of  the  bolts  by  more  than 
one-sixteenth  of  an  inch. 

4.  lAmitation.  Cast  iron  columns  shall  not  be  used  in  any  case 
where  the  load  is  so  eccentric  as  to  cause  tension  in  the  cast  iron. 
Nor  shall  they  be  used  for  such  parts  of  the  structural  frame  of 
buildings  whicn  are  required  to  resist  stresses  due  to  wind. 

5.  Inspection.'  No  cast  iron  column  shall  be  set  in  place  until  it 
has  passed  an  inspection  satisfactory  to  the  superintendent  of  build- 
ings. Wherever  blowholes  or  imperfections  are  found  in  a  cast  iron 
commn  which  reduces  the  area  of  the  cross  section  at  that  point 
more  than  10  per  cent,  such  colimm  shall  be  condemned.  Cast  iron 
columns  not  cast  with  one  open  side  or  back,  shall  have  three-ei^ths 
inch  holes  drilled  in  the  shaft  to  exhibit  the  thickness  of  the  castings, 
as  may  be  required  by  the  superintendent  of  buildings.  Cast  iron 
columns  shall  not  be  painted  before  inspection. 

§  301.  Steel  columns.  1.  Length. — No  steel  colimm  shall  have  an 
unsupported  length  greater  than  that  allowed  by  §  52  of  this  chapter. 

2.  Design.  No  part  of  a  steel  column  shall  be  less  than  one- 
quarter  oi  an  inch  thick.  No  material,  whether  in  the  body  of  the 
column  or  used  as  a  lattice  bar  or  stay  plate,  shall  be  used  of  less 
thickness  than  one  thirtynsecond  of  its  unsupported  width,  measured 
between  centres  of  rivets  transversely,  or  one-sixteenth  the  distance 
between  centres  of  rivets  in  the  direction  of  the  stress.  Stay  plates 
are  to  have  not  less  than  4  rivets,  and  are  to  be  spaced  so  that  the 
ratio  of  length  to  the  least  radius  of  gyration  of  the  parts  connected 
does  not  exceed  40,  the  distance  between  nearest  rivets  of  two  stay 
plates  in  this  case  being  considered  as  length.  In  built-up  columns 
the  thickness  of  any  outstanding  member  shall  not  be  less  than  one- 
twelfth  the  width  of  the  outstanding  portion. 

3.  Joints.  The  ends  of  all  columns  shall  be  faced  to  a  plane  sur- 
face at  right  angles  to  the  axis  of  the  columns.  Wherever  practicable 
the  connection  between  them  shall  be  made  with  splice  plates. 
When  splice  plates  cannot  be  used  a  connection  formed  of  plates  and 
angles,  desired  to  properly  distribute  the  stress,  may  be  used. 
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Where  any  part  of  tl^e  section  of  a  oolunm  projects  beyond  that  of 
the  column  above  or  below,  the  di£ference  shall  be  made  up  by  filliog 
plates  secured  to  the  column  by  the  proper  number  of  nvets.  All 
column  connections  shall  be  riveted. 

§  302.  Column  bases, — ^Whenever  necessary  to  properly  distribute 
the  load,  iron  or  steel  shoes  shall  be  used  under  the. bottom  tier  of 
colunms.  Cast  iron  bases  or  shoes  shall  be  not  less  than  one  inch 
thick  in  any  part.  If  any  side  of  the  bed  plate  exceeds  three  feet  in 
length,  a  reinforcing  flange  at  least  four  inches  high  shall  be  provided 
around  the  outer  edges.  All  cast  iron  bases  or  shoes  shall  be  planed 
on  top,  and,  when  resting  on  steel  ^ders,  on  both  top  and  bottom. 
Bases  or  shoes  of  steel  plates  and  shapes  shall  be  designed  to  meet 
the  requirements  of  §  301  of  this  chapter.  Nothing  in  this  section 
shall  prevent  iron  or  steel  bases  being  made  as  a  part  of  the  columns. 

§303.  Ldntels.  beams  and  girders,  1.  Cast  iron  lintels, — Cast 
iron  lintels  shall  not  be  less  than  three-quarters  of  an  inch  in  thick- 
ness at  any  point,  and  shall  not  be  used  for  spans  exceeding  six  feet. 

2.  Double  beams  as  girders.  When  rollea  steel  beams  are  used 
in  pairs  to  form  a  girder,  they  shall  be  connected  together  by  sep- 
arators at  intervals  of  not  more  than  5  feet.  All  b^ams  12  inches 
and  over  in  depth  shall  have  at  least  2  bolts  to  each  separator. 

3.  Riveted  girders.  The  thickness  of  the  web  in  riveted  ^ders 
shall  be  not  less  than  one-one  hundred  and  twentieth  of  the  distance 
between  flange  angles,  and  in  no  case  less  than  one-quarter  of  an 
inch.  If  the  unsupported  depth  of  the  web  plate  exceeds  60  times 
its  thickness,  stiffeners  shall  be  used  at  intervals  not  exceeding  120 
times  the  tnickness  of  the  web.  Stiffeners  of  sufficient  strength 
shall  also  be  provided  over  supports  and  under  concentrated  loads. 

4.  Lateral  hracing.  The  compression  flanges  of  steel  beams  and 
g^ders  shall  be  secured  against  buckling,  if  the  length  exceeds  twenty 
times  their  width  unless  the  working  stresses  in  such  flanges  are  pro- 
portioned to  the  ratio  of  length  to  width  aa  provided  for  steel  columns 
m  §  52  of  this  chapter. 

§  304.  Framing  and  connectina. — ^AIl  columns^  beams,  trusses  and 
all  other  iron  or  steel  work  shaU  be  suitably  framed  and  connected 
together  and  te  the  walls.  All  beams  framed  inte  and  supported  by 
other  beams  or  girders  shall  be  cojmected  thereto  by  angles  or  knees 
of  a  proper  size  and  thickness,  with  sufficient  bolts  or  rivets  te  trans- 
mit the  entire  load,  or  bv  seats  of  sufficient  strength  and  the  neces- 
sary angles  or  knees  to  hold  the  beam  in  place.  Beams  resting  on 
{^ers  shall  be  securely  riveted  or  bolted  te  the  same. 

§  306.  Tmsses,  1.  Ueneral  desian. — ^Trusses  shall  be  of  such  de- 
sign that  Ihe  stresses  in  each  member  can  be  calculated. 

2.  Lateral  bracing.  All  trusses  shall  be  held  rightly  in  position  by 
efficient  systems  of  lateral  or  sway  bracing. 

3.  Tension  members.  For  tension  meml^ers,  the  actual  net  area 
only,  after  deducting  rivet  holes  one-eighth  inch  larger  than  the  rivets 
shall  be  considered  as  resisting  the  stress. 

4.  Compression  members.  Compression  members  in  pin-connected 
trusses  shall  be  desired  so  that  me  stresses  shall  not  exceed  75  per 
cent,  of  the  permissible  working  stresses  for  columns. 

5.  Eye  bars.  The  heads  of  all  eye  bars  shall  be  made  by  upsetting 
or  forgmg.    No  weld  will  be  idlowed  in  the  body  of  the  bar.    Steel 
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eye  bars  shall  be  anne£ded.  Bars  shall  be  straight  before  boring. 
Eyes  and  screw  ends  shall  be  so  proportioned  that  upon  test  to 
destruction,  fracture  will  take  place  in  the  body  of  the  member. 

6.  Pins.  All  pins  shall  be  accurately  turned.  All  pin^-holes  i^iall 
be  bored  true  and  at  right  angles  to  the  axis  of  the  members,  and 
must  fit  the  pins  within  one-thirty-second  of  an  inch. 

§  306.  Riveting.  1.  When  required. — All  component  parts  of 
buillHip  columns,  girders  and  trusses,  including  any  splices  in  the 
same,  shall  be  riveted. 

2.  Spacing  of  rivets.  The  pitch  of  rivets  shall  never  be  less  than 
three  diameters  of  the  rivet,  nor  more  than  6  inches.  In  the  direc- 
tion of  the  stress  it  shall  not  exceed  16  times  the  least  thickness  of 
the  outside  member.  At  right  angles  to  the  stress  it  shall  not  exceed 
32  times  the  least  thickness  of  the  outside  member. 

3.  Distance  from  edge.  The  distance  from  centre  of  a  rivet  hole 
to  the  edge  of  the  material  shall  not  be  less  than: 

J^  of  an  inch  for  J^inch  rivets; 
1  inch  for  ^/s-inch  rivets; 
1  Ji  inches  for  J^-inch  rivets; 
IJi  inches  for  ^/»-inch  rivets; 
1^  inches  for  1-inch  rivets. 

4.  Length.  The  lengths  of  rivets,  between  heads,  shall  not  ex- 
ceed five  times  the  diameters. 

5.  Driving.  All  shop  rivets,  wherever  practicable,  shall  be  ma- 
chine drifven.  Rivets  shall  fill  the  holes  completely .  Rivet  heads 
shall  be  hemispherical  and  concentric  with  the  axis  of  the  rivet. 

§  307.  Bolting.  1.  When  permitted. — Where  riveting  is  not  re- 
quired by  the  provisions  of  this  chapter  connections  may  be  effected 
by  bolts  of  mild  steel,  with  United  States  standard  thieads.  The 
threads  shall  be  full  and  clean,  the  nut  shall  be  truly  concentric 
with  the  bolt,  and  the  thread  shall  be  of  sufficient  length  to  allow 
the  nut  to  be  screwed  up  tightly. 

2.  SiLspenders.  When  the  bolts  are  used  for  susp^iders,  the  work- 
ing stress  shall  be  reduced  to  9,000  pounds  per  square  inch  of  net 
area,  and  the  load  shall  be  transmitted  into  the  head  or  nut  by 
suitable  washers. 

§  308.  Tie  rods. — ^Whenever  tie  rods  may  be  required  by  the  pro- 
visions of  this  chapter  in  connection  with  iron  and  steel  construction 
they  shall  be  at  least  three-fourths  of  an  inch  in  diameter.  Holes 
for  tie  rods  in  floor  arches  shall  be  placed  as  near  the  thrust  of  the 
arch  as  practicable.  The  distance  between  tie  rods  in  floors  or  roofs 
shall  not  exceed  8  times  the  depth  of  the  beams  nor  8  feet  in  any 
case. 

§  309.  Templaies. — When  any  lintel,  beam,  girder  or  truss  is 
supported  at  either  end  by  a  wall  or  pier,  it  shall  be  properljr  an- 
chraed  thereto  and  shall  rest  upon  a  template  or  shoe  of  cast  iron, 
steel  or  stone  of  such  design  and  dimensions  as  to  safely  distribute 
its  load  on  the  masonry,  except  that  when  beams,  not  exceeding  6 
inches  in  depth,  are  placed  not  more  than  30  inches  on  centres,  no 
templates  shall  be  required. 

§310.  Protection  against  corrosion.  1.  PainHrig. — ^AU  structural 
iron  and  steel  work  shall  be  cleaned  of  all  scale,  dirt  and  rust  and  be 
thoroughly  coated  with  one  coat  of  paint  before  erection,  except 
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-  that  oast  iron  columns  shall  not  be  painted  until  after  inspection. 
Where  surfaces  in  riveted  work  come  in  contact,  they  shall  be  painted 
before  assembling.  After  erection  all  work  shall  be  painted  at  least 
one  additional  coat  of  a  different  shade  than  the  first. 

2.  Subaqueotis  work.  All  iron  or  steel  used  under  water  shall  be 
encased  in  concrete. 

§  311.  Protection  against  fire, — ^Any  iron  or  steel  construction 
hereafter  placed  in  any  building  to  support  a  wall  or  part  thereof  or 
a  sidewalk,  shall  be  protected  with  not  less  than  two  inches  of  fire- 
proof material  securely  applied,  except  that  in  non-fireproof  build- 
ings such  protection  shall  not  be  required  for  columns  immediately 
above  the  sidewalk  level  supporting  walls  fronting  on  streets. 

§  312.  Metal  fronts. — Metal  fronts  or  facias  hereafter  erected  on 
the  exterior  of  buildings  over  one  story  high  shall  be  backed  up  or 
filled  in  with  masonry  not  less  than  8  inches  thick. 

§  313.  Use  of  old  material. — Nothing  in  this  article  shall  prevent 
the  use  of  old  steel  or  wrought  iron  shapes,  provided  that  the  work- 
ing stresses  used  do  not  exceed  three-fourths  of  those  specified  in 
this  chapter  for  steely  and  that  the  provisions  of  this  article  are 
otherwise  complied  with. 

'  ARTICLE  16 

REINFORCED  CONCRETE  CONSTRUCTION* 

(As  amend,  by  ord.  effective  Oct.  6, 1916) 

See.  330.  Definitions. 
§  331.  Application. 
§332.  Concrete. 
1 333.  Reinforcement. 
§  334.  Working  stresses. 
1 335.  Slabs  am  beams. 
§  336.  Use  of  fillers  in  floor  construction. 
§  337.  Columns. 
§  338.  Walls. 

1 339.  Protection  of  reinforcement. 
§  340.  Load  tests. 
§341.  Rules. 

Sec.  330.  Definitions. — ^For  the  purposes  of  this  artide 

a.  reinforced  concrete  means  any  construction  in  accordance  with 
the  provisions  of  this  article,  of  approved  concrete  in  which  steel  is 
imbedded  in  such  a  manner  as  to  increase  its  strength; 

b.  the  span  of  beams  and  slabs  means  the  distance  from  centre 
to  centre  of  supports,  but  not  necessarily  exceeding  the  clear  spaa 
plus  tiie  depth  of  beam  or  slab,  provided  that  brackets  shall  not  be 
considered  as  reducing  the  clear  span; 

c.  the  length  of  columns  means  the  maximum  unsupported 
length; 

d.  the  effective  area  of  a  concrete  column  with  lateral  reinfcwoe- 
ment  means  the  area  of  concrete  within  the  hoops  or  bands. 

1 331.  AppliccUion. — Reinforced  concrete  may   be  used  for  all 
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>  types  of  oonshlMiiQlL  provided  the  material  and  design  conform  to 
the  requirements  of  tnfs  article  and  such  rules  as  may  be  adopted  by 
the  si^riatenctent  of  buildings  to  secure  safety  in  construction  and 
uniformity  in  practice. 

§  332.  Concrete.  1,  Mixture. — ^The  concrete  for  reinforced  con- 
crete structures  shall  consist  of  a  wet  mixture  of  one  part  of  port- 
land  cement  to  not  more  than  six  parts  of  aggregate,  fine  and  coarse, 
either  in  the  proportion  of  one  part  of  cement,  two  parts  of  fine 
aggresate  and  four  parts  of  coarse  aggregate,  or  in  such  proportion 
that  the  resisti^ice  of  the  concrete  to  crushing  shall  not  be  less  than 
two  thousand  pounds  per  square  inch  after  nardening  for  twenty- 
eight  dajTs. 

2.  Aogregate,  a.  Fine. — Fine  aggre^te  shall  consist  of  sand, 
crushed  stone  or  gravel  screenings,  passmg  when  dry  a  screen  having 
one-<]uarter-inch  diameter  holes,  and  not  more  than  six  per  cent, 
passing  a  sieve  having  one  hundred  meshes  per  lineal  inch,  and  of 
such  quaUty  that  mortars  composed  of  one  part  portland  cement 
and  three  parts  fine  aggregate  by  weight  when  made  into  briquettes 
will  ^w  a  tensile  strength  of  at  least  two  hundred  and  forty  pounds 
per  souare  inch  at  twenty-eight  days. 

b.  Coarse.  Coarse  aggregate  shall  consist  of  crushed  stone  or 
cravel  whidi  is  retained  on  a  screen  having  one-guarter-inch  diameter 
Holes  and  graded  in  size  from  small  to  large  particles.  The  maximum 
«iie  shall  be  such  that  all  the  aggregate  will  pass  through  a  one-inch 
diameter  rin|;.  All  ag|;regate  shall  oe  clean,  hard,  durable,  and  free 
from  deleterious  material. 

(333.  Reinforcement. — The  steel  reinforcement  shall  conform  to 
sueh  requirements  as  may  be  adopted  by  the  superintendent  of 
buMdiags,  or,  in  the  absence  of  such  requirements,  to  the  standard 
qiecifioationfl  of  the  American  Society  for  Testing  Materials  for  steel 
reinforcement  bars.  Nothing  herein  contained  shall  prevent  the 
use  of  i^teel  wire  or  fabric  for  the  reinforcement  of  slabs,  for  lateral 
reinforcement  of  columns,  or  for  resistance  to  shrinkage  and  tem- 
perature stresses. 

§  334.  Working  stressea. — Reinforced  concrete  structures  shall  be 
eo  designed  that  the  stresses  in  pounds  per  square  inch  shall  pot 
exceed  the  following: 

Extreme  fibre  stress  on  concrete  in  compression 650 

Concrete  in  direct  compression 560 

Shearing  stress  in  concrete  when  all  diagonal  tension  is  re- 

sisteaby  steel 150 

Shearing  stress  in  concrete  when  diagonal  tension  is  not  re- 

sistecT by  steel 40 

Bond  stress  between  concrete  and  plain  reinforcement 80 

Bond  stress  between  concrete  and  approved  deformed  bars .  100 

Tensile  stress  in  steel  reinforcement 16,000 

Tensile  stress  in  cold  drawn  steel  wire  or  fabric,  35  per  cent. 

erf  the  elastic  limit  but  not  more  than 20,000 

In  continuous  beams  the  extreme  fibre  stress  on  concrete  in  com- 
ixessicm  may  be  increased  fifteen  per  cent,  adjacent  to  supports.  , 

The  ratio  of  the  moduH  of  elasticity  of  1:2:4  stone  or  gravel  oon- 
eiete  and  eteel  ahaU  be  taken  as  one  to  fifteen.    The  ratio  of  the 


J08  CODE   OF  ORDINANCES  OP  THE  CITY  OF  NEW  YORK 

moduli  of  elasticity  of  1:1:)^:3  stone  or  gravd  ecmcrete  seod  steel 
shall  be  taken  as  one  to  twelve. 

§  335.  Slabs  and  beams.  1.  Thickness.— Slaba  ahaXL  not  be  kas 
than  four  inches  in  thickness  for  floors  and  three  and  one-half  inohes 
for  roofs. 

2.  Te&-beams.  Where  adequate  bond  between  slab  and  web  of 
beams  is  provided,  the  slab  may  be  considered  as  an  integral  part 
of  the  beam  provided  its  effective  width  shall  not  exceed  on  either 
side  of  the  beam  one-fourth  of  the  span  length  of  the  beam  nor  be 
greater  than  four  times  the  thickness  of  the  slab  on  ^ther  side  of 
the  beam,  the  measurements  being  taken  from  edge  of  wdb. 

3.  Placing  of  reinforcement.  All  reinforcement  shall  be  accuratdy 
located  and  secured  against  displacement.  The  reinforcement  for 
slabs  shall  not  be  spaced  farther  apart  than  two  and  one-half  times 
the  thickness  of  the  slab. 

4.  iVeb  reinforcement.  Members  of  web  reinforcem^it  shall  be 
so  designed  as  to  adequately  take  up  throughout  thdu*  length  aH 
stresses  not  taken  up  by  the  concrete.  They  shall  not  be  spaced  to 
exceed  three-fourths  of  the  depth  of  the  beam  in  that  portion  where' 
the  web  stresses  exceed  the  allowable  value  of  concrete  in  shear. 
Web  reinforcement,  unless  rigidly  attached,  shall  be  placed  at  right 
angles  to  the  axis  of  the  beam  and  carried  around  the  tensicm  men^ 
bers. 

I  336.  Use  of  fillers  in  floor  construction. — When  hollow  tile,  ooi»- 
crete  blocks  or  ot^er  acceptable  fillers  are  used  in  any  reinforced 
concrete  floor  construction,  the  reinforced  concrete  members  of 
such  floor  construction  shaJl  be  designed  in  accordance  with  the 
provisions  of  this  article  to  take  the  entire  loads,  provided,  however, 
that  when  the  fillers  do  not  exceed  sixty  per  cent,  ci  the  oonstruo- 
tion,  not  more  than  two  and  one>half  inches  of  concrete  shall  be 
reouixed  over  the  fillers. 

§337.  Columns.  1.  WUhlorigittuMned  reinforcement  (miy.-^laooBL'' 
erete  columns,  having  not  less  thaii  one-half  nor  more  than  four 
per  cent,  of  vertical  reinforcement  secured  against  lateral  disi^aee- 
ment  by  one-quarter-inch  steel  ties  placed  not  farther  apart  than 
fifteen  diameters  of  the  vertical  rods  nor  more  than  twelve  indies, 
the  allowable  load  shall  be  five  hundred  pounds  per  square  inch  on 
the  concrete,  plus  seven  thousand  five  hundred  pounds  on  ihe  ver- 
tical reinforcement.  -, 

2.  With  longitydinal  and  lateral  reinforcement.  In  concrete  col- 
umns, having  not  less  than  one-half  nor  more  than  two  per  cent, 
of  hoops  or  spirals  spaced  not  farther  apart  than  one-sixth  of  the 
diameter  of  the  enclosed  column  nor  more  than  three  inches,  and 
having  not  I^  than  one  nor  more  than  four  per  cent,  of  vertical 
reinforcement,  the  allowable  load  shall  be  five  hundred  pounds  per 
square  inch  on  the  effective  area  of  the  concrete,  plus  seven  thous^id 
five  hundred  pounds  i)er  square  inch  on  the  vertical  reinforcement, 
plus  a  load  per  square  inch  on  the  effective  area  of  the  concrete  equal 
to  two  times  the  percentage  of  lateral  reinforcement  multipUed  by 
the  tensile  stress  in  the  lateral  reinforcem^it  pitBseribed  by  §334 
of  this  article.  The  percentage  of  lateral  reinforcement  boong  ike 
volume  of  the  hoops  or  spirals  divided  by  the  volume  of  the  endosed 
concrete  m  a  unit  length  of  column.    The  hoops  or  pirate  iludl 
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be  rigidly  seeured  to  at  least  four  verticals  to  insure  uniform  spac- 
ing. 

3.  Structural  steel  and  concrete.  In  colmnns  of  structural  steel, 
thoroughly  encased  in  concrete  not  less  than  four  inches  thick  ana 
reinf oi^ed  with  not  less  than  one  per  cent,  of  steel,  the  allowable 
lo&d  shall  be  sixteen  thousand  pounds  per  square  inch  on  the  struc- 
tural steel.  The  percentage  of  reinforcement  being  the  volume  of 
the  reinforcing  steel  divid^  by  the  volume  of  the  concrete  enclosed 
by  the  reinforcing  steel.  Not  more  than  one-half  of  the  reinforcing 
steel  shall  be  placed  vertically.  The  reinforcing  steel  shall  not  be 
placed  nearer  than  one  inch  to  the  structural  steel  or  to  the  outer 
surface  of  the  concrete.  The  ratio  of  length  to  least  radius  of  gyra- 
tion of  structural  steel  section  shall  not  exceed  one  hundred  and 
twenty. 

4.  When  richer  concrete  is  used.  In  concrete  colunms  the  com- 
pression on  the  concrete  may  be  increased  twenty  per  cent,  when 
the  fine  and  coarse  aggregates  are  carefully  selected  and  the  pr(^>or- 
tion  of  cement  to  total  aggregate  is  increased  to  one  part  of  cement 
to  not  more  l^an  four  and  one^alf  parts  of  aggregate,  fine  and 
(XMirse,  either  in  the  proportion  of  one  part  of  cement,  one  and  one- 
half  parts  of  fine  aggregate  and  three  parts  of  coarse  aggr^te,  or 
in  such  proportion  as  will  secure  the  maximimi  density.  In  such 
cases,  however,  the  compressive  stress  in  the  vertical  steel  diall  not 
exceed  seven  thousand  two  hundred  pounds  per  square  inch. 

5.  Eccentric  loads.  Bending  stresses  due  to  eccentric  loads  shall 
be  provided  for  by  inoreadng  the  section  of  concrete  or  steel  until 
the  maximum  stress  shall  not  exceed  the  allowable  working  stress. 

6.  Length,  In  columns,  the  ratio  of  length  to  least  side  or  diameter 
riiall  not  exeeed  fifteen,  but  in  no  case  shall  the  least  side  or  diameter 
be  less  than  twelve  inches. 

{338.  Walls. — ^Enclosure  waUs  of  remforced  concrete  shall  be 
securely  anchored  at  all  floors.  The  thickness  shall  not  be  less  than 
one-twentieth  of  the  unsupported  height,  but  in  no  case  less  than 
^ght  indies.  The  steel  remforcement.  running  both  horizontally 
and  vertically,  shall  be  placed  near  botn  faces  of  the  wall;  the  total 
weight  of  such  reinforcanent  shall  be  not  less  than  one-half  pound 
per  square  foot  of  wall. 

§339.  Protection  of  reinforcement, — ^The  reinforcement  in  columns 
and  girders  shall  be  protected  by  a  minimum  of  two  inches  of  con- 
crete; in  beams  and  walls  by  a  minimum  of  one  and  one-half  inches; 
in  floor  slabs  by  a  minimum  of  odb  inch;  and  in  footings  by  a  mini- 
mum of  four  in^es  of  concrete. 

§340.  Load  tests, — ^The  builder  may  be  required  to  make  load 
tests  on  any  portion  <^  a  reinforced  concrete  structure  within  a 
reasonable  time  after  erection.  The  tests  shall  be  made  under  the 
direction  ci  the  superintendent  of  buildings,  and  shall  show  that 
the  construction  will  sustain  safely  a  load  of  one  and  three-quarter 
tknes  the  live  load  for  which  it  was  desired. 

§  341.  Bides. — ^The  rules  governing  reinforced  concrete  in  build- 
ing construction,  heretofore  adopted  by  the  superintendent  of  build- 
ings, so  far  as  they  are  consistent  with  the  provisions  of  this  article, 
shall  remain  effective  until  amended  or  repealed  by  the  superin- 
tendent of  buildings. 
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ARTICLE  17 

IIBBPROOP  CONSTRUCTION 

(At  amended  by  ord,  effective  Oct,  6,  1916) 

See.  350.  Walls. 

S  351.  Iron  and  steel  oonstniotion/ 
S  352.  Masonry.  i 

I  353.  Reinforced  concrete. 

354.  Floors  and  roofs. 

355.  Partitions. 

356.  Interior  finish. 
§  357.  Exterior  windows. 
§  358.  Approvals. 

Sec.  350.  WaUs, — ^The  exterior  walls  or  piers 'of  fireproof  build- 
ing shall  be  approved  masonry  or  reinforced  concrete. 

§  351.  Iron  and  steel  conatrucHon.  1.  General. — All  metal  struc- 
tural members  which  support  loads  or  resist  stresses,  in  fireproof 
buildings,  shall  be  entirely  encased  in  fireproofing  material  securely 
implied  as  hereinafter  spedfied. 

2.  Columns,  a.  In  exterior  waUs, — Iron  or  steel  columns  placed 
within  exterior  walls  or  along  the  outer  lines  of  a  building  shall  be 
encased  with  approved  masonry  not  less  than  eight  inches  thick  on 
their  outer  and  side  surfaces,  nor  less  than  four  inches  thick  on  their 
inner  surfaces. 

b.  Interior,  Iron  and  steel  columns  used  in  the  interior  of  a  build- 
ing shall  be  encased  on  all  sides  with  fireproofing  matenals  not  less 
than  two  inches  thick. 

c.  Lugs  and  brackets.  The  extreme  outer  edges  of  lugs,  brackets 
or  other  supporting  parts  of  columns  shall  not  extend  nearer  than 
one  inch  to  tne  outer  surface  of  the  fireproof  casing. 

d.  Protection  to  fireproofing.  Where  the  fireproofing  of  oolumn3 
is  exposed  to  damage  from  trucking  or  handUng  of  merchandise,  the 
superintendent  of  buildings  may  require  such  fir^roofing  to  be 
jacketed  for  a  height  of  three  feet  from  the  floor  with  a  protective 
covering.         ^ 

3.  Beams  and  girders.  Iron  or  steel  beams  and  gird^^s  shall  be 
entirely  encased  in  fireproofing  materials  not  less  man  two  inches 
thick  at  any  point  when  supporting  a  wall  or  part  thereof  or  a  side- 
walk, and  not  less  than  one  and  one-half  inches  thick  in  any  case. 

4.  Lintels,  a.  Iron  or  steel, — Iron  or  steel  Untels  over  op^iings  in 
walls  shall  be  encased  as  required  for  beams,  provided  that  when  the 
span  of  any  such  opening  does  not  exceed  four  feet  or  such  opening 
is  spanned  by  an  adequate  masonry  arch  above  the  lintel  the  fire- 
proofing may  be  (unitted. 

b.  Stone,  Stone  lintds  shall  not  be  used  in  fireproof  buildings 
unless  supplemented  on  the  inside  of  the  widl  with  iron  or  steel  lintels, 
or  with  suitable  masonry  arches. 

5.  Trusses,  a.  General. — All  members  of  steel  trusses,  except  roof 
trusses  hereinafter  specified,  shall  be  entirely  encased  in  fir^roofing 
materials  not  less  than  two  inches  t^ck  at  any  poitit. 
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b.  Roof  tru8i$s»  Th6  fir^roofing  herein  required'  for  truases  may 
be  omitted  when  such  trusses  support  only  roof  loads  and  ceilings 
over  intmor  spaces  having  a  clear  nei^t  of  at  least  twenty  feet  be- 
low the  lower  chords  of  the  trusses.  In  such  cases  the  fireproofing 
may  also  be  omitted  from  the  soffits  of  roof  beams  or  purlins. 

6.  Fireproofing  materials.  The  fireproofing  required  by  this  sec- 
tion shall  consist  of  any  of  the  following  materisus: 

a.  Bonded  brickwork  laid  in  oemait  mortar: 

b.  Ccmcrete  consisting  of  one  part  portland  cement,  and  not  more 
than  two  parts  of  sand  and  four  parts  of  gravd,  stone  or  other  ap- 
proved aggregate  that  will  pass  through  a  three-quarter  inch  ring, 
suitably  remforced  with  wire  or  metal  fabho; 

c.  Cmder  concrete  consisting  of  one  part  portland  cement  and 
not  more  than  two  parts  of  sand  and  five  parts  of  clean,  well-burned 
steam  boiler  cinders,  suitably  rdnforoed  with  wire  or  metal  fabric; 

d.  Porous  or  semi-porous  terra  cotta  blocks  with  shells  and  webs 
at  least  one  inch  thick,  laid  in  cement  mortar,  thoroug^ily  bonded  or 
secured  bv  metal  ties: 

e.  Soha  gypsum  blocks,  containing  not  more  than  twenty-^ve 
per  cent,  by  weight  of  cinders,  asbestos  fibre,  wood  diips  or  v^etable 
fibre,  laid  m  gypsum  plasty  or  cement  mcnrtar.  thoroughly  bonded 
or  secured  by  suitable  galvamzed  metal  ties  or  labric;  or 

f .  Any  material  or  form  of  construction  that  will  resist  the  action 
oi  flame  and  a  heat  of  seventeen  hundred  degrees  Fahrenheit  (or  at 
least  two  hours,  without  raising  the  temperature  of  the  material  to 
be  protected  above  five  hundred  and-  fifty  degrees  Fahrenheit  by 
transmisMon  through  a  thidcness  of  two  inches  as  determined  by  te^ 
prescribed  in  the  itdes  by  the  superintendent  of  buildings* 

7.  Prohibition,  No  inpes.  wires,  cables  or  other  material  shall 
be  embedded  in  the  required  fireproofing  of  columns  or  other  struc- 
tural members. 

S  352.  Masonry. — ^Intmor  walls,  piers,  arches  and  vaulting  that 
Bopport  loads  in  addition  to  their  own  weight  in  fireproof  buildings 
shall  be  constructed  of  approved  masonry,  except  that  stone  masonry 
diall  not  be  used  for  sucn  purpose,  or  for  columns  or  lintels  unless 
supplem^ited  by  other  approved  masonry  or  by  properly  protected 
iron  or  steel  construction. 

§  353.  Reinforced  concrete. — ^Rmnforced  concrete  construction  con- 
forming with  the  requirements  of  article  16  of  tins  chapter  shall  be 
deemed  fireproof  construction. 

§  354.  Floors  and  roofs-.  1.  General. — ^The  filling  between  steel 
floor  and  roof  beams  in  fireproof  buildings  shall  consist  of  arches  or 
dabs  of  bride,  terra  cotta,  stone  concrete  or  cinder  concrete,  con- 
staucted  as  faerdnafter  specified,  or  of  such  other  material  (x  con- 
struction as  may  be  approved  by  the  superintendent  of  buUdings 
as  oonf orminsto  the  requirements  ol  the  fire  and  strength  tests  here- 
inafter prescmed. 

2.  BrUk  arches.  When  brick  is  used  as  floor  filling  it  shall  consist 
of  segmental  arches  having  a  thickness  of  not  less  tlum  four  inches  for 
spans  of  five  feet  or  less,  and  of  not  less  than  eight  inches  for  spans 
exceeding  five  feet.  Sucn  arches  shall  be  built  of  ^ood.  hard  common 
or  hdlow  brick,  laid  to  a  line  and  prc^erly  and  sohdly  bonded.   Each  < 

longitudinal  Istie  of  bride  shall  break  joints  with  the  adjoining  lines.  i 
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The  arches  shall'spring  from  suitable  skewbadcs,  and  riiall  be  properly 
keyed.  The  rise  shall  be  not  less  than  one  inch  lor  each  foot  of  span, 
llie  brick  shall  be  well  wet  before  laying,  and  the  joints  filled  solid 
with  cement  mortar. 

3.  T^a  cotta  arches,  a.  Material. — ^When  terra  ootta  is  used  as 
floor  fiUing  it  shall  consist  of  hollow  blocks^  either  hajd  burned  or 
semi-porous,  of  uniform  density  and  hardness.  The  thic^ess  of 
shells  and  webs  of  each  block  shall  be  not  less  than  five-eighths  of  an 
inch.  Interior  vertical  and  horizontal  webs  of  arch  blocks  shall  not 
be  spaced  more  than  four  inches  apart.  The  dcewbacks  shall  be  of 
such  form  and  section  as  to  accurately  fit  the  beams  and  prop^y 
receive  the  thrust  of  the  arches.  The  arch  blocks  shall  be  laid  in 
cement  mortar  and  properly  keyed. 

b.  Segmental  arches.  When  terra  cotta  filling  is  segmental  in 
form  the  blocks  shall  be  not  less  than  six  inches  in  depth  with  at 
least  two  cellular  spaces  in  such  depth.  The  rise  of  such  arches 
shall  be  not  less  than  one  and  one-quarter  inches  for  each  foot  of 
span.  < 

c.  Flat  arches.  When  terra  cotta  filling  is  in  the  form  of  flat 
arches,  the  depth  of  the  blocks,  unless  reinforced  with  steel,  shall  be 
not  less  than  one  and  one-half  inches  for  each  foot  of  ^>an  betwe«i 
the  steel  beams,  exclusive  of  the  pcniion  of  the  block  projecting 
below  the  underside  of  the  beams. 

d.  Strength  of  terra  cotta  arches.  Terra  cotta  fiUing  shall  be  so 
designed  tnat  it  will  safely  sustain  the  superimposed  loads  by  in«- 
creasing  so  far  as  may  be  necessary  the  depth  and  the  thickness  of 
shells  and  webs  of  the  blocks.  When  such  filling  is  reinforced  bv  wire 
fabric,  steel  rods  or  other  steel  shapes,  thoroughly  embedded  in 
Portland  cement  mortar  and  bonded  to  the  terra  cotta,  the  strength 
of  the  construction  may  be  determined  by  accepted  engineering 
formulae.  For  the  purposes  of  this  section,  the  wbrking  stresses,  in 
pounds  per  square  inch,  shall  be  taken  at  500  for  terra  cotta  in  com- 
pression, 16,000  for  steel  in  tension,  and  100  for  bond  between  crted 
and  mortar  and  between  terra  cotta  and  mortar. 

4.  Concrete  floor  arches,  a.  Material. — ^When  concrete  is  used  as 
floor  fiUing  it  shall  consist  of  one  part  of  portland  cem^it,  and  not 
more  than  two  parts  of  sand  and  five  parts  of  stone,  gravel  or  cinc^rs, 
reinforced  in  the  case  of  slab  construction  with  steel  as  herein  pro- 
vided. The  stone  or  ^vel  shall  be  as  required  for  reinforced  con- 
crete in  article  16  of  this  chapter.  Cinders  ^all  be  clean,  wdl  burned 
steam  boiler  cinders. 

b.  Reinforcement.  When  reinforcement  is  required  it  shall  con- 
sist of  steel  rods  or  other. suitable  shapes,  or  steel  fabric.  The  ten- 
sional  reinforcement  in  any  case  shall  be  not  less  than  twehre- 
hundredths  per  cent,  in  the  case  of  cold  drawn  steel  fabric,  nor  less 
than  twenty^ve-hundredths  per  cent,  in  the  case  of  other  forms,  tJie 
percentage  being  based  on  the  sectional  area  of  slab  above  the  emter  • 
of  the  reinforcement.  The  center  of  the  reinforcement  shall  be  at 
least  one  inch  above  the  bottom  of  the  slab^  but  in  no  case  shidl 
any  part  of  the  reinforcement  come  within  five-eighths  of  an  inch 
from  the  bottom  of  the  slab. 

c.  Segmental  form.  When  the  concrete  floor  filling  is  used  in 
the  fcom  of  segmental  arches,  the  thickness  shall  be  at  least  lour 
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inches  aA  the  crown.    Such  arches  ehaJA  have  a  rise  of  not  less  than 
one  inch  for  each  foot  of  mpan. 

d.  Flat  conslrucHon.  When  the  concrete  floor  fiDing  is  in  the 
form  of  slabs  the  thickness  shall  be  not  less  than  four  indies,  e?^cept 
as  oth^-w;ise  provided  in  this  article  for  special  roof  construction. 

e.  Strength  of  concrete  slabs.  In  determining  the  safe*  carrying 
capacities  of  concrete  slab  floor  fillings  the  gross  load  in  pounds  per 
square  foot  of  floor  surface  shall  not  exceed  the  product  of  the  depth 
in  inches  of  the  reinforcement  below  the  top  of  the  slab,  by  the  cross- 
sectional  area  in  square  inches  per  foot  of  width  of  the  tensional 
steel,  divided  by  the  square  of  the  span  in  feet,  all  multiplied  by  the 
following  co-efl5cients  when  cinder  concrete  is  used,  14,000  if  the 
reinforcement  is  not  continuous  over  the  supports,  18,000  if  the 
reioforcement  consists  of  rods  or  other  shapes  securdy  hooked  over 
or  attached  to  the  supports,  and  26,000  if  the  reinforcement  consists 
of  sted  fabric  continuous  over  the  supports,  and,  when  stone  con- 
crete is  iwed,  16,000,  20,000  and  30,000,  respectively. 

In  determming  the  safe  carrying  capacities  of  concrete  floor  fillings 
segmental  in  form,  the  compressive  stress  in  pounds  per  square  inch 
in  the  concrete  shall  not  exceed  300  for  cinder  concrete  or  500  for 
stone  concrete. 

Nothing  in  this  section  shall  prevent  the  determination  of  the  safe 
canying  capacity  of  any  form  of  concrete  floor  filling  approved  as 
fireproof  under  the  provisions  of  this  article,  by  the  usual  methods 
€i  oalciilation,  provided  the  stresses  used,  in  pounds  per  square  inch, 
shaH  not  exceed  300  for  cinder  concrete  in  compression,  16,000  for 
flted  in  tenmon.  and  50  for  bond  between  cinder  concrete  and  steel, 
or  in  the  case  of  stone  concrete,  the  values  fixed  by  article  16. 

6.  Ttat  of  floor  fillings,  a.  Fire  tests.  In  testing  the  fireproof 
qualities  of  any  floor  filling,  at  least  one  pand  of  the  proposed  maxi- 
miun  span,  carrying  a  live  load  of  at  least  one  hundred  and  fifty 
pounds  per  square  foot,  shall  be  subjected  to  a  fire  continuous  for 
lour  hours  at  an  average  t^nperature  of  seventeen  hundred  degrees 
Fahrenheit,  followed  by  an  application  for  not  less  than  ten  minutes 
of  a  hose  stream  from  a  one  and  one-eighth  inch  nozzle  at  sixty 
pounds  pressure,  without  appredable  deterioration  or  the  passage 
of  flame  through  the  floor  during  the  test. 

b.  Load  tests.  When  the  strength  of  any  floor  filling  cannot  be 
determined  by  the  methods  prescribed  in  this  section  or  by  The  ap- 
plication of  accepted  e^neerine  formuke  the  safe  uniformly  dis- 
tributed canying  edacity  shall  be  taken  as  one-sixth  of  the  total 
load  causing  failure  in  a  full-sized  construction  with  the  load  applied 
at  two  points  each  at  one-third  of  the  span  from  the  ends  of  the  span. 

6.  Special  roof  construction.  For  mansards  and  dormers,  roofs  of 
bulkheads  and  roofs  having  a  pitch  of  more  than  thirty  degrees 
with  the  horizontal,  blocks  of  terra  cotta,  stone  or  cinder  concrete, 
or  gypsum,  containing  not  more  than  twenty-five  per  cent,  by  wdght 
of  cinders^  asbestos  fibre,  wood  diips  or  vegetable  fibre,  not  less 
than  two  mehes  thick,  resting  on  steel  shapes  spaced  not  more  than 
<me  foot  for  each  inch  of  thickness  in  the  block  may  be  used  instead 
of  the  construction  prescribed  by  this  section  for  floors  and  roofs. 

7.  Tie  rods.  The  stipporting  beams  in  fireproof  floors  and  reofs 
obaU  h^  Ufi  together  by  sted  tie  rods  of  proper  size,  spacing  and 
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localion)  within  the  limitations  fixed  by  {  908  of  this  ohapter,  pfo-* 
vided  that  when  the  floor  filling  is  in  the  form  oi  reinforced  slabs 
a|id  the  reinforcement  is  continuous  over  the  supports  or  securely 
iirt^ached  to  the  same  tie  rods  may  be  omitted. 

8.  Span  of  floor  fiUing.  In  fireproof  buildings  the  span  of  any 
floor  filling  shall  not  exceed  eight  feet  except  when  reinforced  concrete 
or  reinforced  terra  cotta  is  used. 

.9.  Top  filling.  In  fireproof  buildings  the  q>aoe  between  the  floor 
filling  and  the  flooring  shall  be  filled  with  concrete,, consisting  of  one 
part  of  cement  and  not  more  than  ten  parts  of  cinders,  or  wiUi  other 
mcombustible  material  approved  by  the  rules  of  the  superintendent 
o(  buildings. 

10.  CvUing  floors.  After  the  floor  filling  is  completed,  no  opening 
greater  than  two  square  feet  shall  be  cut  through  said  floors  unless 
suitable  metal  f  rammg  or  reinforcing  is  provided  around  the  opening. 
When  pipes  or  conduits  pass  through  floor  fillings  the  openings  around 
the  same  shall  be  filled  in  solidly  with  fireproof  matm^  unless 
approved  close  fitting  individual  sleeves  are  provided  with  space 
ground  sleeves  filled  solidly  with  incombustible  material. 

§3^5.  Partitions.  1.  Materials. — ^Except  as  otherwise  provided 
in  this  section  or  in  article  18  of  this  chapter,  partitions  hereafter 
erected  in  fireproof  buildings  shall  be  constructed  of  the  materials 
and  in  the  manner  herein  specified: 

a.  Brick  in  cement  mortar. 

b.  Concrete,  consisting  of  one  part  portland  cement  and  not  more 
than  three  parts  of  sand  and  six  psurts  of  stone  or  gravel,  not  less 
than  three  inches  thick  if  properly  reinforced  with  steel,  nor  less  than 
four  inches  thick  otherwise. 

c.  Cinder  concrete,  consisting  of  one  part  portland  c^nent  and 
not  more  than  three  parts  of  sand  and  six  parts  of  cinders,  not  less 
than  four  inches  thick  if  properly  reinforced  with  steel,  not  less  than 
five  inches  thick  otherwise. 

d.  Hollow  terra  cotta  blocks,  laid  in  cement  mortar,  not  less  than 
three  inches  thick. 

e.  Hollow  concrete  blocks,  of  either  stone  or  cinder  concrete,  laid 
in  cement  mortar,  not  less  than  three  inches  thick. 

f .  Solid  or  hollow  blocks  consisting  of  ^psum  containing  not  more 
than  ^enty-five  per  cent,  by  weight  of  either  cinders,  asbestos  fibre, 
wood*  hips  or  vegetable  fibre,  laid  in  gypsum  plaster  or  o^noit  mor- 
tar tempered  with  lime^  not  less  than  ^ree  inches  thick. 

g.  Metal  lath  on  a  steel  studding  covered  with  portland  cement 
mortar  of  gypsum  plaster,  of  a  finished  thickness  of  not  less  than  two 
inches  in  the  case  of  solid  partitions  nor  less  than  three  inches  in 
the  case  of  hollow  partitions;  or 

h.  Any  material  and  form  of  construction  that  may  be  approved 
by  the  superintend^it  of  buildings  as  conforming  to  the  requirements 
of  the  fire  test  hereinafter  prescribed. 

But  nothing  in  this  .section  shall  prevent  the  erection,  in  the  direo- 
tion  of  the  superintendent  of  buildmgs,  of  partitions  of  pressed  metal 
and  glass  or  of  temporary  partitions  of  wood  and  glass  wilidn  tooam 
or  spaces  enclosed  by  fireproof  oartitions  or  walls. 

2.  Construction.  IJnlest^  built  as  approved  nuisonry  waUs,  parti- 
tions in  fireproof  buildings  nUaa  t>e  independently  supported  at  each 
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floor.  They  shall  be  keyed,  or  otherwise  securdy  fasfeened  to  the 
ceilings,  and,  when  necessary,  shall  be  stiffened  with  suitable  steel 
uprights  securely  fastened  to  floor  and  ceiling.  Partitions  enclosing 
hallways  or  toilet  rooms  and  other  permanent  partitions  shall  not 
rest  on  wood  flooring  but  shall  start  on  the  fireproof  construction 
of  the  floor. 

3.  Tests  of  fireproof  partitions.  In  testing  the  fireproof  qualities 
of  any  partition  construction,  a  vertical  panel  not  less  than  fourteen 
feet  long  and  nine  feet  high  shall  be  subjected-  to  a  fire  continuous 
for  not  less  than  one  hour  at  an  average  temperature  of  seventeen 
hundred  degrees  Fahrenheit  during  the  latter  half  hour,  followed  by 
an  application  for  hot  less  than  two  and  one*hfidf  minutes  of  a  hose 
stream  from  a  one  and  one-eighth  inch  nozzle  at  thirty  pounds  nozzle 
pressure,  without  the  passage  of  flame  during  the  test. 

§  356.  Interior  finish.  1.  General  restrictions. — ^Except  as  herein- 
after otherwise  permitted  no  woodwork  or  other  comoustible  ma- 
terial shall  be  used  in  the  floors,  ceilings,  partitions,  furrings.or  other 
interior  finish  of  fireproof  buildings. 

2.  Woodwork  permitted,  a.  Floor  sleepers,  door  bucks  and  grounds 
may  be  of  wood  provided  that  they  are  not  exposed  on  any  side; 
but  this  shall  not  permit  the  use  of  anything  but  lath,  furring  or 
forms  of  metal  in  ceilings  or  in  ornamental  plastering  work. 

b.  When  the  height  of  the  building  does  not  exceed  one  hundred 
and  fifty  feet  the  doors  and  windows  and  their  frames,  the  trim, 
casings  and  other  interior  finish  when  filled  solid  at  the  back  with 
fireproof  material,  and  the  flooring  may  be  of  wood. 

3.  Restrictions  in  buildings  over  one  hundred  and  fifty  feet  high. 
When  the  height  of  the  building  exceeds  one  hunared  and  fifty 
feet. 

a.  the  flooring  shall  be  of  incombustible  material,  or  of  flreproof  ed 
wood,  provided  that  in  public  halls  and  stairways  no  wood  of  any 
kind,  except  for  handrails,  shall  be  used: 

b.  the  inside  window  frames  and  saah,  doors,  trim  and  other  in- 
terior finish  shall  be  of  metal  or  wood  covered  with  metal,  or  of  fire- 
proofed  wood,  or  of  any  incombustible  materials  or  any  combination 
of  materials  that  will  show  a  fire  resistance  not  less  than  that  of  fire- 
proofed  wood. 

4.  Fireproofed  vx>od.  The  superintendent  of  buildings  shall  adopt 
rules  prescribing  the  tests  to  which  fireproofed  wood  and  incom- 
bustible materials  or  any  combination  of  materials  shall'  be  sub- 
jected. Such  rules  shall  also  provide  for  the  inspection  and  marking 
of  the  materials,  to  insure  the  installatibn  of  tested  and  approved 
materials  only.  No  wood  or  other  material  required  to  be  tested, 
shall  hereafter  be  placed  in  any  building  exceeding  one  himdred  ana 
fifty  feet  in  height  except  in  conformity  to  the  requirements  of  this 
section. 

§  357.  Exterior  windows. — When  the  height  of  a  fireproof  building 
exceeds  one  hundred  and  fifty  feet,  all  exterior  window  frames  and 
sash  shall  be  of  metal,  or  of  wood  covered  with  metal  in  the  manner 
prescribed  by  the  rules  of  the  superintendent  of  buildings. 

1 358.  Approvals.  1.  Existing  approvals  continued. — ^Any  ma- 
terial or  form  of  construction  coming  under  the  provisions  of  this 
article  and  heretofore  approved  may  be  used  for  the  purposes  foi 
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which  it  was  improved,  except  so  far  as  it  may  be  inconnstent  with 
specific  provisions  of  this  article. 

2.  New  materials  and  constructions.  Approvals  for  new  materials 
and  forms  of  construction  shall  be  issued  in  accordance  with  the 
provisions  of  §  22  of  this  chapter.  Nothing  in  this  chapter  shall 
prevent  the  superintendent  of  buildings  from  accepting  duly  au-< 
thenticated  tests  by  any  competent  person,  in  lieu  of  the  tests  under 
his  own  supervision,  provided  the  intent  of  this  article  is  secured. 

§  2.  Nothing  in  this  ordinance  shall  prohibit  the  use  of  material 
aljready  fabricated  or  of  any  construction  already  erected,  which 
conforms  to  previously  existing  statutes,  but  this  shall  not  be  con- 
strued to  permit  the  continuance  of  any  construction  erected  in 
violation  of  any  statute  previously  in  force,  nor  to  prevent  the  oo^ 
lection  of  any  penalty  heretofore  incurred. 


ARTICLE  18 

BAFEOUARDS  AGAINST  SPREAD  OF  FIRS 

(As  amend,  by  ord.  effective  Nov.  23, 1916) 

Sec.  370.  Definitions. 
§  371.  Fire  walls. 

372.  Fire  partitions. 

373.  Shafts. 

374.  Existing  hoistways. 
376.  Protection  of  exterior  openings. 
376.  Protectives  for  openings. 

Sec.  370.  Definitions. — For  the  purpose  of  this  chapter. 

a.  A  fire  wall  is  any  wall  built  for  the  purpose  of  restricting  Uie 
area  subject  to  the  spread  of  fire; 

b.  A  fire  partition  is  a  subdividmg  partition  built  for  the  purpose  of 
protecting  life  by  providing  an  area  of  refuge; 

c.  A  snaf t  is  an  enclosed  space  extending  through  one  or  more 
stories  of  a  building  connecting  a  series  of  two  or  more  openings  in 
successive  floors,  or  floors  and  roof; 

d.  An  open  shaft  is  one  that  extends  through  the  roof  of  a  building 
and  is  open  to  the  outer  air  at  the  top; 

e.  A  vent  shaft  is  one  used  solely  to  ventilate  or  light,  or  both,  one 
or  more  water-closet  compartments  or  bathrooms; 

f .  An  devator  shaft  is  one  that  encloses  any  device  used  for  carry- 
ing persons  or  things  upward  or  downward; 

g.  A  dumbwaiter  shaft  is  an  devator  shaft  which  has  a  cross- 
sectional  area  at  any  point  of  nine  square  feet  or  less,  and  in  which 
the  device  is  used  onlv  for  the  canying  of  things: 

h.  The  term  *'sdf-closing,"  as  applied  to  a  fire  door  or  other  open- 
ing protective,  means  closing  automatically  after  having  been  opened 
for  use; 

i.  The  term  "automatic,"  as  applied  to  a  fire  door  or  other  open- 
ing protective,  means  normally  hela  in  an  open  position  and  automat- 
iciuly  closing  by  the  action  of  some  releasing  device. 
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§371.  FirewaUs.  1.  ConatrucUon. — Fire  walls  shall  be  constructed 
of  approved  masonry  or  reinforced  concrete  of  the  thicknesses  pre- 
scribed by  this  chapter  for  the  exterior  walls  of  the  buildmg  in  which 
it  is  erected,  but  if  hollow  terra  cotta  blocks  are  used  they  shall  be 
filled  soUdly  with  concrete.  In  non-fireproof  buildings  fire  walls 
shall  be  continuous  from  the  foundation  to  the  roof  and  provided 
above  the  roof  with  a  parapet  wall,  as  specified  in  §259  of  this 
chapter. 

2.  Opening,  No  opening  in  a  fire  wall  shall  exceed  eighty  square 
feet  in  area,  and  the  aggregate  width  of  aU  openings  at  any  level 
shall  not  exceed  twenty-five  per  cent,  of  the  length  of  the  wall, 
except  that  in  the  first  story  of  buildings  equipped  throughout 
with  an  approved  system  of  automatic  sprinklers  larger  openings 
and  a  greater  percentage  of  wall  length  may  be  used  by  the  special 
written  permission  of  the  superintendent  of  buildings,  stating  the 
reason  for  such  allowance.  Every  opening  in  a  fire  wall  sh^  be 
protected  on  each  side  of  the  wall  with  an  approved  automatic 
nre  door.  When  any  fire  wall  serves  also  as  a  fire  partition  it  shall 
have  no  openings  other  than  door  openings  not  exceeding  forty-eight 
square  feet  in  area,  and  one  of  the  automatic  fire  doors  at  each  open- 
ing shall  be  replaced  by  a  self-closing  fire  door.  ' 

8  372.  Fire  partitions.  1.  Construction. — Fire  partitions  shall  be 
constructed  of  the  materials  and  in  the  manner  herein  t^ecified,  as 
follows: 

a.  Approved  masonry; 

b.  Any  form  of  fireproof  partition,  constructed  as  required  in 
1 355  of  this  chapter,  provided  (1)  that  such  partition  is  supported 
on  each  story  on  fireproof  construction, 

(2)  that,  unless  otherwise  approved  after  the  three  hours  fire 
test  nerein  provided,  the  thicknesses  are  not  less  than  eight  inches  for 
brick,  not  less  than  six  inches  for  stone  or  cinder  concrete,  or  hoUow 
blocks  of  terra  cotta,  concrete  or  g^sum,  and  not  less  than  four 
inches  for  stone  or  cinder  concrete  u  properly  reinforced  with  steel, 

(3)  that,  unless  constructed  of  expanded  metal  or  wire  lath  and 
cement  mortar  of  a  finished  thickness  of  not  less  than  two  and  one- 
half  inches,  metal  lath  construction  shall  not  be  used,  and, 

(4)  that  all  openings  in  partitions  of  hollow  building  blocks. 
g3^sum  or  metal  lath  construction,  shall  be  adequately  reinforced 
with  sted;  or, 

c.  Any  material  and  form  of  construction  that  may  be  approved 
by  the  Superintendent  of  Buildings  as  conforming  to  the  require- 
ments of  tne  fire  test  prescribed  in  subdivision  3,  §  355  of  this  chapter, 
provided,  however,  wiat  for  fire  partitions  the  duration  of  such  test 
shall  be  not  less  than  three  hours  and  that  such  partition  shall  be 
supported  at  each  story  on  fireproof  construction. 

2.  In  non^fireproof  buildings.  In  non-fireproof  buildings  fire 
partitions,  if  required  in  any  story,  shall  be  continuous  through 
aU  stories  from  tne  foundation  to  tie  roof,  provided  that  if  any  of 
the  floors  of  the  building  are  of  fireproof  construction  for  their  full 
extent  and  slU  stairways  are  enclosed  in  approved  fireproof  con- 
struction, fire  partitions  shall  be  required  to  be  continuous  only 
from  one  such  fireproof  floor  to  another  or  to  the  roof.  Any  such 
fire  partition  shall  be  deemed  continuous,  even  though  the  several 
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parts  are  not  directly  over  one  another  in  successive  stories,  if  the 
intervening  parts  of  the  floors  at  the  levels  where  offsets  occur, 
are  of  fireproof  construction  and  all  parlbs  not  supported  directly  on 
the  foundations  are  carried  on  fireproof  construction.  Fire  parti- 
tions shall  be  carried  at  least  three  feet  above  any  non-fireproof 
roof. 

3.  Openings.  Fire  partitions  shall  have  no  openings  other  than  the 
requireii  door  openings.  No  such  door  opening  shall  exceed  forty- 
ei^t  square  feet  in  area.  If  more  than  one  door  opening  is  required, 
the  distance,  measured  along  the  line  of  tlie  fire  partition,  between 
any  door  and  the  next  one  shall  not  be  more  than  sixty  feet.  Every 
opening  in  a  fire  partition  shall  be  protected  by  an  approved  self- 
closing  fire  door. 

iZ73.  Shafts,  1,  When  required, — ^Unless  otherwise  -  specially 
provided  by  any  other  law  or  ordinance,  shafts  as  in  this  section 
described  and  specified  shall  be  provided  in  all  fireproof  and  non- 
fireproof  buildings  for  every  series  of  floor  opening,  except  stair- 
ways, hereafter  placed  or  cbnstructed  in  any  such  building,  whether 
for  air,  light,  elevator  or  any  other  purpose,  or  hereafter  altered  so  as 
to  enlarge  any  of  such  openings,  or  to  change  their  use.  The  pro- 
visions of  this  section  shall  not,  however,  be  taken  to  apply  to  ducts 
permitted  by  Article  19  of  this  chapter. 

2.  Open  shafts.  All  open  shafts  hereafter  placed  in  any  building 
shall  be  constructed  of  approved  masonry  or  reinforced  concrete, 
and  of  the  thicknesses  required  for  exterior  walls,  provided  that  for 
shaft  walls  not  exceeding  ten  feet  in  length  Hie  thickness  may  be 
reduced  to  not  less  than  eight  inches  for  the  uppermost  forty  feet 
and  four  inches  more  for  each  lower  section  of  forty  feet. 

3.  Shafts  exceeding  nine  square  feet  in  area.  Except  as  herein- 
after provided  in  this  section,  all  shafts  hereafter  erected  in  any 
building  and  having  a  cross-sectional  area  at  anv  point  within  the 
enclosing  walls  of  more  than  nine  square  feet,  and  all  existing  shafts 
hereafter  enlarged  so  that  the  cross-sectional  area  at  any  point 
exceeds  nine  square  feet  shall  be  constructed  in  the  manner  and  of  the 
material  and  thicknesses  prescribed  in  subdivision  1,  \  372  of  tliis 
article  for  fire  partitions,  or  subdivision  2  of  this  section  for  open 
shafts. 

4.  Shafts  not  exceeding  nine  square  feet  in  area.  All  shafts  here- 
after erected,  in  any  building  and  having  a  cross-sectional  area  at 
any  point  of  nine  square  feet  or  less,  except  as  hereafter  provided 
in  this  section,  shall  be  constructed  of  approved  masonry,  reinforced 
concrete,  or  any  material  or  form  of  construction,  not  less  than  two 
inches  thick,  permitted  under  the  provisions  of  §  355  of  this  chapter 
as  permanent  fireproof  partitions,  set  in  a  steel  frame  of  proper 
strength  or  suitably  reinforced  with  metal  dowels,  or  in  such  otner 
manner  as  may  be  approved  by  the  Superintendent  of  Buildings. 

5.  Elevator  shafts  in  existing  residence  buildings.  In  existing  resi- 
dence buildings  which  have  not  more  than  fifteen  sleeping  rooms  any 
elevator  shaft  hereafter  erected^  when  the  available  space  does  not 
permit  of  the  construction  required  by  subdivision  3  of  this  section, 
may  be  constructed  as  required  by  subdivision  4  of  this  section. 

6.  Non-firemoof  shafts.  Vent  shafts  hereafter  erected  in  non- 
fireproof  residence  buildings,  when  extending  through  not  more  thaa 
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one  story  ia  height,  carried  not  less  than  three  feet  above  the  roof 
and  coveredwithaventilatingakylightof  metal  and  glass,  aad  dumb- 
waiter shafts  hereafter  erected  uiat  do  not  extend  more  thaji  three 
stories  above  the  cellar  or  basement  in  residence  buildings  occupied 
by  not  more  than  two  families  or  having  not  more  than  fifteen  sleep- 
of  wood  fiLed  in  soUdly  with  brick  or  other 
material,  or  covered  on  the  inside  with 
or  metal  lath,  or  with  sheet  metal  not  less 
.  inch  in  thickness,  provided  that  the  part 
:  shaft  which  extras  into  the  cellar  shall 
brick  walls. 


r  thafta.  Ae 
cdlar  or  basi 
itoriee  above 
mclosed  in  th 
ik  or  other  fii 
buildings,  ui 
forming  to  tl 

RsquinnHat  that  dumbwaiter  shafta  be  firKtroofad  held  to  apply  to  bukldinn 
•ncbtd  befoTB  the  pioviaoo  hh  adopted.  Qty  M.  Y.  v.  Foster,  14S  App.  Div.  2Sl, 
aff'd  203  N.  Y.  SeS. 

0.  Openings,  a.  In  open  shafts  having  a  cross-sectional  area  at 
&ny  pomt  of  thirty-six  square  feet  or  leas,  hereafter  erected  or  altered, 
all  apenings  shall  be  protected  with  fire  doors,  fire  shutters  or  fire 


b.  In  vent  shafts,  hereafter  erected  or  altered,  exc^t  non-fir^roof 
vent  shafts,  all  openings  shall  be  provided  with  fire  windows. 

c.  In  elevator  shafts  hereof  ter  erected  or  materially  altered  all  door 
openings  shall  be  protected  by  fire  doors.  No  other  openings  shall 
be  provided  in  sucn  shafts,  except  window  openings  to  the  outer  air. 

d.  In  dumbwaiter  shafte  hereafter  erected  or  altered,  there  sfaall 
be  no  openings  other  than  door  openings  protected  with  self-closing 
fire  doors. 

e.  All  other  shafts  not  provided  for  in  this  subdivision,  hereafter 
erected  or  altered,  shall  have  all  openings  protected  with  self-cloeing 
fire  doors. 

10.  Enclosure  at  top.  All  shafts  hereafter  erected  or  altered  to 
extend  into  the  top  story  of  any  non-fireproof  building  shall  be 
carried  through  and  not  less  than  three  feet  above  the  root.  Every 
shaft  extending  above  the  roof,  except  open  shafts,  shall  be  enclosed 
at  the  top  with  a  roof  of  fireproof  construction  and  a  metal  skylight 
of  at  least  three-fourths  the  area  of  the  shaft  in  the  top  story,  except 
that  the  skylight  herein  required  may  be  replaced  by  a  window  of 
equivalent  area  in  the  side  of  the  shaft  proviaed  the  sill  of  such  win- 
dow is  not  less  than  three  feet  above  the  roof  and  the  window  does 
not  face  a  property  line  withiD  ten  feet.  Any  shaft  that  does  not 
extend  into  the  top  story  of  the  building  shall  have  the  top  encloaed 
with  fireproof  construction. 
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irtment».  When  any  compartment 
■peratJnE  an  elevator  communicates 
enclosea  with  partitions  of  the  same 
quired  for  the  ^^t,  and  shall  have 

ided  in  thafi.  Not  more  than  two 
«r  in  any  one  shaft,  and  where  there 
Jding  they  shall  be.placed  in  eeparatfl 

Cotes  and  trapdoors. — In  any  Kost- 
II  be  any  hoistway,  elevator  or  well- 
Is  constructed  of  brick  or  other  fire- 
with  fireproof  doora,  the  openings 
floor  of  said  building  shall  oe  pro- 
ibstantial  Kuarda  or  gates  and  with 
ora  as  may  be  directed  and  approved 
ings.  Whea,  in  the  opinion  of  the 
omatic  trapdoors  are  required  to  the 
id  elevator,  the  same  snail  be  cod-  ' 
tial  floor  surface  when  closed,  and  so 

arrai^ed  as  to  open  and  close  by  the  acticHi  of  the  elevator  in  its 

passage  either  ascending  or  descending. 

2.  Eiiforcemeni  oj  section.  Except  ae  otherwise  provided  by  law 
or  ordinance,  the  superintendent  of  buildings  shall  nave  power  and 
authority  to  require  the  openings  of  hoistways,  elevators  and  well- 
holes  in  buildingB  to  be  enclosed  or  secured  by  trapdoors,  guards  or 
gates  and  railings, 

3.  Guards,  gates  and  trapdoors  ta  be  closed  when  not  in  use.  All 
guards  or  gales  required  by  this  section  shall  be  kept  closed  at  all 
times,  except  when  in  actual  use,  and  the  trapdoors  shall  be  closed 
at  the  close  of  the  business  of  each  day,  by  the  occupant  or  occupants 
of  the  building  having  the  use  or  control  of  the  same. 

(B.  C.  see.  95,  rev.  from  L.  1S82,  ch.  410,  }  482,  m  amend.) 

It  is  tbfl  duty  of  an  owoer  of  a  building  to  proCcat  a  hatohiray  by  a  Buitabls 

niling.    IdcRickanI  y.  Flint.  114  N.  Y.  222;  Atkimvo  v.  Abraham,  4S  Hun.  238. 

And  see  Malloy  v.  N.  Y.  Seal  Est.  Assn..  156  N.  Y.  30S.    Pnniaioni  to  Bafeiuard 

ekvator  ahafu.  held  resnnable.    Raciua  v.  Horna,  136  App.  Div.  163,  sS'd  201 

N.  Y.  240. 

S  375.  pToledion  qf  exterior  openings.  I.  When  required. — Every 
window  or  other  opening  above  the  firat  story  in  the  exterior  walls  of 
eveiy  fireproof  and  non-fireproof  business  building,  more  than  forty 
feet  m  height,  shall,  except  as  may  be  otherwise  specifically  provided 
in  this  chapter  or  by  any  other  law  or  ordinance,  be  protected  by  a 
fire  door,  &e  window,  fire  shutter,  open  sprinkler  or  other  approved 
protective  when  such  opening  is  distant  in  a  direct  line  less  than 
thirty  feet  from  any  opening  in  any  other  building  and  not  in  liie 
game  plane  with  said  opening,  or  when  said  opening  is  not  more  tliail 
fifty  feet  above  a  neighboring  roof. 

2.  Fire  shatters  to  be  readily  opened.  When  fire  shutters  are  used 
in  exterior  openings  at  least  one  row  in  every  three  vertical  rows  (rf 
shutters  on  front  window  opening  shall  be  arranged  to  be  readily 
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opened  from  the  outside.     Distinguishing  marks,  satisfactory  to  the 
fire  commissioner,  shall  be  provided  on  these  shutters. 

3.  Openings  to  fire  escapes.  When  fire  doors  or  fire  shutters  are 
used  on  exterior  openings  leading  to  fire  escapes  or  exterior  exits  of 
any  kind  they  shall  be  so  arranged  as  not  to  obstruct  such  fire  escape 
or  exit. 

4.  VeHical  separatian  of  vrindaws.  In  fireproof  and  non-fireproof 
business  buildings  hereafter  erected,  over  forty  feet  in  height,  ex- 
terior openings  above  the  second  story  that  are  located  vertically 
above  one  another  and  that  do  not  require  any  protective  under  this 
section,  shall  have  not  less  than  three  feet  of  solid  masonry  between 
the  top  of  one  opening  and  the  bottom  of  the  one  next  above,  and  no 
such  opening  shall  be  arranged,  to  open  within  one  foot  of  the  ceiling 
of  the  story  in  which  it  is  located,  provided,  however,,  that  part  of 
such  masonry  between  openings  may  be  replaced  by  wire  ^ass  in 
fixed  metal  sash  and  frame. 

5.  Closing  ^otectives.  All  fire  doors,  fire  shutters  and  fire  win- 
dow;s  on  exterior  openings,  unless  provided  with  approved  automatic 
closing  devices  operative  from  either  side,  shall  be  closed  when  not 
required  to  be  open,  and  at  the  close  of  business  each  day  by  the 
occupant  or  occupants  of  the  building  having  the  use  or  control  of 
th^n. 

§  376.  ProtecHves  for  openings,  1.  ConstTucHon,-^A}X  (^)eiiing 
protectives  required  or  permitted  under  thM  chapter  shall  be  con- 
structed as  prescribed  in  such  rules,  consistent  with  the  provisions 
erf  this  chapter,  as  may  be  promulgated  by  the  superinti^dent  of 
buildings,  or,  in  the  absence  of  such  rules,  as  specified  in  the  standard , 
requirements  of  the  National  Board  of  Fire  Underwriters;  or  they 
may  be  constructed  in  any  manner  and  of  any  material  that  will 
compty  with  the  fire  test  hereinafter  prescribed. 

2.  Pire  test.  In  testing  the  fireproof  qualities  of  any  caning 
protective  a  complete  sample  of  the  device  of  the  maximum  size  to 
be  approved,  constructed  and  installed  in  every  respect  as  in  actual 
service,  shall  be  subjected  to  a  fire  on  one  side,  continuous  for  not 
leds'  than  one  hour,  at  a  temperature,  in  the  case  of  fire  doors  and 
fire  shutters  increasing  gradually  from  that  of  the  outer  air  to 
1800  degrees  Fahrenheit  within  the  first  half-hour  and  to  2000  de- 
grees FaSirenheit  during  the  second  half-hour,  and,  in  the  case  of 
fire  windows,  increasing  gradually  from  that  of  the  outer  air  to  1500 
degrees  Fahrenheit  withm  the  hour,  without  permitting  the  passage 
of  flame  or  the  transmission  of  heat  to  a  dangerous  extent. 

3.  Use  of  wire  glass.  When  wire  glass  is  required  or  permitted  by 
this  chapter  or  the  rules  authorized  thereunder,  for  fire  doOTs,  fire 
shutters  o^  fire  windows,  the  panes  shall  not  exceed  seven  hundred 
and  twenty  square  inches  in  area,  and  shall  not  be  less  than  one- 
quarter  inch  in  thickness,  and  shall  be  set  not  less  than  five-ei^ths 
of  an  inch  in  the  frame.  When  the  use  of  glass  is  permitted  in  any 
fire  door  or  fire  shutter  only  wire  glass  shall  he  used.  For  the  gkusing 
of  fire  windows  only  wire  glass  shall  be  used. 
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ARTICLE  19 

CmMNEYS  AMD  HBATINQ  APPABATUB 

Sec.  390.  General. 

391.  Heat  producing  devices. 

392.  Chimneys. 

393.  Fireplaces. 

394.  Metal  smokestacks. 

395.  Cupola  chimneys. 

396.  Underground  flues. 

397.  Ranges. 

398.  Dr3ring  rooms. 

399.  Smokehouses. 

400.  Registers. 

401.  Vent  flues. 

402.  Ducts. 

403.  Smoke  pipes. 

404.  Steam  and  hot  water  pipes. 

§390.  General,    1.  Definitions. — ^For  the  purposes  of  this  chapter. 

a.  A  chimney  is  that  part  of  a  building  which  contains  ono  or 
more  flues  for  transmitting  the  products  of  combustion  from  some 
fireplace  or  heating  device  to  the  outer  air,  and  includes  the  fireplace 
when  there  is  one: 

b.  A  flue  is  a  passage,  enclosed  on  all  sides,  with  solid  masonry  or 
reinforced  concrete  and  used  only  for  the  transmission  of  air,  whether 
fresh,  heated;  or  vitiated,  or  of  the  products  of  combustion  from 
soUd  fuel  or  Uquid  fuel,  and  designated  respectively  vent  flue  or 
smoke  flue; 

c.  A  duct  is  a  passage  constructed  of  sheet  metal  or  other  approved 
incombustible  material,  and  used  only  for  the  transmission  of  air, 
whether  fresh,  heated  or  vitiated; 

d.  A  smoke  pipe  is  a  passage  constructed  of  metal  and  used  as  an 
intermediate  connection  between  a  heat  producing  device  and  a 
chimney  or  metal  stack  for  the  transmission  of  the  products  of  com- 
bustion. 

2.  Notice  of  installation.  In  case  heat  producing  appliances  or 
furnaces  are  hereafter  placed  in  any  building  or  flues  and  fireplaces 
are  installed,  changed  or  enlarged,  and  such  mstallation  or  alteration 
necessitates  any  change  in  any  structural  parts  of  the  building,  due 
notice  shall  be  eiven  to  the  superintendent  of  buildings  by  the  person 
doins  such  wonc  or  causing  me  same  to  be  done,  and  a  permit  se- 
cured from  him  if  necessary. 

§  391.  H^  producing  deuices. — ^For  the  purposes  of  this  chapter, 
heat  producing  devices  shall  be  graded  as 

a.  Low,  induding  bakers'  ovens;  boiling  vats;  candy  furnaces; 
clay,  coke  and  gypsum  tripoU  kilns;  coffee  roasting  ovens;  co(dang 
ranges;  core  ovens;  cruller  furnaces;  drying  furnaces  for  spent  ma- 
terials; feed  drsring  ovens;  fertilizer  diying  ovens;  forge  furnaces; 
fas  producers;  ^rpsum  kilns;  hardening  furnaces  (below  dark  red); 
ot  air  engine  furnaces;  hot  air  engine  furnaces;  hot  air  heating 
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fumaoes;  hot  water  and  low  pressure  steam  heating  boilers;  iapan- 
ning  ovens;  ladle  drying  furnaces;  lead  melting  furnaces;  nickel  plate 
furnaces;  paraffine  furnaces;  rendering  furnaces;  rosin  melting  fur- 
naces; stereotype  furnaces;  sulphur  furnaces;  typefoundry  furnaces; 
wood  drying  furnaces;  wood  impregnating  furnaces; 

b.  Medium,  including  alabaster  gypsum  kilns;  charcoal  furnaces; 
direct  fire  heated  feed  driers;  direct  fire  heated  fertilizer  cbriers;  direct 
fire  heated  pulp  driers;  galvanizing  furnaces;  glass  factory  lehrs  and 
glory  holes;  hardening  furnaces  (cherry  to  pale  red);  lime  kilns; 
porcelain  biscuit  kilns;  smoke  houses:  steam  boilers,  other  than  low 
pressure  heating  boilers;  water-glass  kilns;  wood-distilling  furnaces; 
wood-gad  retorts; 

c.  High,  including  annealing  furnaces;  bessemer  retorts;  billet 
and  bloom  furnaces {  blast  furnaces;  bone  calcining  furnaces;  brass 
furnaces;  carbon  pomt  furnaces;  cement,  brick  and  tile  kilns;  coal 
and  water  gas  retorts;  cupolas;  earthenware  kilns;  gas  blow  fur* 
naces;  glass  smelting  furnaces;  glass  kilns;  oi)en  hearth  furnaces; 
ore  roasting  furnaces;  porcelain  baking  and  glazing  kilns;  pot-arches; 
puddling  furnaces;  regenerative  furnaces;  reverberatory  furnaces; 
stacks,  carburetor  or  super-heating  furnaces  in  water  gas  works; 
welding  furnaces;  wood  carbonizing  fumaoes. 

In  doubtful  cases  the  superintendent  of  buildings  shall  by  a  rule 
designate  the  grade  of  any  heat  producing  device,  being  goveriMd 
in  doing  so  by  the  degree  and  amount  of  heat  transmitted. 

§  392.  Chtmneya.  1.  Construction, — ^Except  as  in  this  artide 
otherwise  provided,  every  chimney  hereafter  erected  shall  be  of 
brick  or  stone  laid  in  cement  mortar,  or  of  reinforced  concrete,  ex- 
tending above  the  highest  point  of  the  roof  and  at  least  four  feet 
above  the  highest  point  of  contact  with  the  roof.  Every  chimney 
shall  be  properly  capped  with  terra  cotta,  stone,  cast  iron  or  other 
approved  incombustible,  weatherproof  material,  except  that  on 
buildings  forty  feet  or  less  in  height  the  top  courses  of  a  brick  chim-^ 
ney  may  be  finished  off  by  being  carefully  bonded  and  anchored 
together  to  serve  as  coping. 

2.  Supports.  All  chimnejrs  shall  be  wholly  supported  by  stone, 
brick  or  self-supporting  fireproof  construction.  No  chimney  shall 
rest  or  be  built  upon  any  wood  construction. 

3.  Flues  for  low  grade  devices.  The  smoke  flues  of  stoves,  cooking 
ranges,  hot  air,  hot  water  and  low  pressure  steam  heating  furnaces, 
and  all  other  heat  producing  devices  graded  as  low,  shall  be  encased 
in  brickwork  or  concrete  not  less  than  ei^ht  inches  thick,  except  that 
for  smoke  flues  exclusively  used  for  ordinary  stoves,  ranges  or  open 
fireplaces  when  no  combustible  studding,  furring  or  sheathing  is 
placed  against  it,  such  brickwork  or  concrete  may  be  reduced  to  not 
less  than  four  inches.  In  chimne3rs  of  stone,  the  stonework  of  such 
flues  shall  be  four  inches  thicker  than  reouired  for  brick.  Every 
flue  coming  under  the  provisions  of  this  subdivision  hereafter  erected 
shall  be  lined  with  well-bumt  terra  cotta  pipe,  from  the  bottom  of 
the  flue,  or  from  the  throat  of  the  fireplace  if  the  flue  starts  from  a 
fireplace,  for  the  entire  height  of  the  chimne^^.  Such  lining  pipes  shall 
be  built  in  as  the  flues  are  carried  up,  bud  end  to  end  m  cement 
mortar  so  as  to  make  a  smooth  flue.  Where  two  or  more  smoke 
fliMB  are  coBt&ined  in  the  same  ohinmey,  the  withes  shall  be  either 
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briok  Biot  leas  than  four  iachfs  thick,  or  concrete  or  jgrout  not  lom 
than  one  inch  thick,  provided,  however,  that  every  third  withe  shall 
consist  of  brick. 

4.  Flues  for  medium  qrade  devices.  The  smoke  flues  of  high  pressure 
steam  boilers,  smoke  houses  and  all  other  heat  producing  devices 
graded  as  medium  shall  be  encased  in  brickwork  or  concrete  not  less 
than  eight  inches  thidc,  or  stonework  not  less  than  twelve  inches 
thick,  and  in  addition,  shall  be  lined  with  not  less  thui  four  indies 
of  firdbrick,  laid  in  fire  mortar,  for  a  distance  of  at  least  twenty-five 
feet  from  the  point  where  the  smoke  connection  of  the  device  enters 
the  flue. 

5.  Flues  for  high  grade  devices.  The  smoke  flues  of  cupolas,  brass 
furnaces,  porcelain  baking  kilns  and  all  other  heat  producing  devices 
graded  as  high  shall  be  built  with  double  walls,  each  not  less  than 
eight  inches  in  thickness,  with  an  air  space  of  not  less  tnaa  two  inches 
between  them.  The  inside  of  the  interior  walls  shall  be  of  firebrick 
not  less  than  four  inches  in  thickness. 

6.  Certain  flues  rehired*  In  every  building  hereaftw  erected 
exceeding  forty  feet  in  height,  where  one  or  more  smoke  flues  st^ 
from  the  cellar  or  lowest  ^ry,  at  least  one  such  flue  shall  have  an 
internal  cross-sectional  area  of  not  less  than  ninetynsix  square  inches 
and  shaU  start  not  less  than  three  feet  below  the  ceiling.  No  flue 
hereafter  erected  shall  have  smoke-pipe  connections  in  more  than 
one  story  of  a  building. 

7.  Fives  to  be  dean  and  chimneys.safe.  Upon  the  completicm  of  any 
new  building  or  an  alteration  in  anv  flues  of  an  existing  building,  the 
flues  shall  be  properly  cleaned  and  left  smooth  on  the  inside.  Anv 
chimney  which  shall  be  dangerous  in  any  manner  whatever  shall 
be  repaored  and  made  safe,  or  taken  down. 

8.  UnlawfiU  use  of  flues.  It  shall  be  unlawful  to  use  as  a  smoke 
flue  any  flue  hereafter  erected  or  placed  in  any  building,  or  any  flue 
now  existing  and  not  already  used  as  a  smoke  nue,  unless  it  conforms 
to  the  requirements  of  this  section.  I^othing  in  this  article,  however, 
shall  prevent  the  use  of  approved  metal  flue  linings  for  the  repair 
or  alteration  of  flues  in  residence  buildings. 

9.  Raising  adjoining  chimneys,  a.  Whenever  a  building,  wall 
or  structure  is  hereafter  erectea,  altered,  enlarged  or  raised  so  that 
any  of  the  walls,  whether  independent  or  party,  along  a  property 
line  or  within  three  feet  therec^,  ext^ids  above  the  top  of  any  chim* 
ney,  smoke  flue  or  smokestack  of  an  adjoining  building  or  structure, 
the  owner  of  the  building,  wall  or  structure  so  erectea,  altered,  en-. 
larged  or  raised,  shall,  at  his  own  expense,  carry  up,  either  independ- 
ently or  in  his  own  building,  wall  or  structure,  all  diimneys,  smoke 
flues  and  tnnokestacks  of  such  adjoining  building  or  structure  within 
ten  feet  of  any  portion  of  the  said  waU  extending  above  such  chim- 
ney, flue  or  stack.  The  construction  of  such  chimneys,  flues  or  stadcs 
shall  conform  to  the  requirements  of  tMs  article  applying  thereto, 
but  in  no  case  shtdl  the  internal  area  of  any  flue  or  stack  as  raised  be 
less  than  that  o(  the  existing  flue  or  stack.  All  such  chimneys,  flues 
or  stacks  shall  be  carried  above  the  walls  in  question  to  the  heights 

grescribed,  and  shall,  furthermore,  be  so  constructed,  supported  and 
raced  as  to  be  at  all  times  safe, 
b.  It  shall  be  the  duty  of  the  owner  of  the  building,  wall  or  struo- 
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tuM  to  be  erected,  altered,  enlarged  or  raised  to  notify  in  writing, 
at  least  ten  days  before  such  worK  is  begun,  the  owner  of  the  chim- 
neys, flues  or  stacks  affected,  of  his  intention  to  carry  up  such  chim- 
neys, flues  or  stacks  as  herein  provided,  and  unless  released  in  writing 
he  shall  carry  up  such  chimneys,  flues  or  stacks  simultaneously  with 
die  waUs. 

§  393.  Fireplaces,  1.  Firebacka. — ^The  firebacks  of  all  fireplaces 
hereafter  erected  shall  be  not  less  than  eight  inches  in  thickness  of 
BoHd  masonry,  A  lining  of  firebrick  or  other  approved  material  at 
least  two  incnes  thick  shall  be  provided  imless  the  fireback  is  twelve 
inches  in  thickness. 

2.  Trimmer  arches.  All  fireplaces  and  chimney  breasts  where 
noiantels  are  placed,  whether  intended  for  ordinary  fireplace  use  or 
not,  shall  have  trimmer  arches  of  fireproof  construction  supporting 
hearths.  The  arches  and  hearths  shall  be  at  least  twenty  inches  in 
width  measured  from  the  face  of  the  chimney  breast.  Trimmer 
angles  ditJl  be  of  brick,  stone,  terra  cotta  or  reinforced  concrete. 
The  l^igth  of  the  trimmer  arch  shall  not  be  less  than  the  width  of 
the  chimnejjr  breast,  and  the  length  of  the  hearth  shall  be  not  less 
than  the  width  of  tne  ipantel.  The  hearths  shaU  be  of  brick,  stone, 
tile  or  other  f^roved  fireproof  material.  The  combined  thickness 
of  trimmer  aron  and  hearth  shall  at  no  point  be  less  than  six  inches. 
Wood  centres  und^  trimmer  arches  shall  be  removed  before  plasteiv 
ing  the  celling  underneath. 

3.  Heaters,  No  heat^  shall  be  placed  in  a  fireplace  which  does 
not  conform  to  the  foregoing  requirements  of  this  section. 

4.  Mantels,  No  wood  mantel  or  other  woodwork  shall  be  here- 
after placed  within  eight  inches  on  either  side  nor  within  twelve 
inches  of  the  top  of  any  open  fireplace.  If  a  coal-burning  heattar  of 
the  Baltimore  t3rpe  is  placed  in  a  fireplace,  any  mantel  that  may  be 
provided  shall  be  of  incombustible  material.  No  combustible  sum- 
mer piece  or  fireboard  shall  be  used  in  connection  with  any  open  fire- 
place. All  spaces  back  of  combustible  mantels  shaU  be  solidly  filled  < 
in  with  incombustible  material. 

5.  False  fireplaces.  False  fir^laces  using  summer  pieces  or  fire- 
boards  shall  not  be  placed  in  any  building  except  against  an  unfurred 
masonry  wall  or  a  fireproof  partition. 

5394.  Metal  smokestacks.  1.  Construction. — Metal  smokestacks 
must  be  so  constructed  that  they  will  be  securely  supported  and  that 
the  materials  entering  into  their  construction  or  serving  as  support 
ahall  not  be  stressed  b^ond  the  working  stresses  fixed  by  this  chap- 
ter. The  metal  work  must  be  riveted  and  of  adequate  thickness, 
but  not  less  than  No.  16  U.  S.  gage  when  the  cross-sectional  area  is 
<»e  hundred  and  fifty-four  square  inches  or  less,  not  less  than  No. 
14  U.  S.  gage  when  the  cross-sectional  area  is  more  than  one  hundred 
and  6ity4owr  square  inches  and  not  more  than  two  hundred  and  one 
square  mches,  not  less  than  No.  12  U.  S.  gage  when  the  cross-sectional 
area  is  more  than  two  hundred  and  one  souare  inches  but  not  more 
^an  two  hundred  and  fifty-four  square  incnes,  and  not  less  than  No. 
10  IT.  S.  gage  when  the  cross-sectional  area  is  more  than  two  hundred 
and  fifty-four  square  inches.  All  metal  work  shall  be  painted:  gal- 
vanised metal  shall  not  be  used.  Clean-out  openings  shall  be  pro- 
Tided  at  the  base  of  every  such  stack. 
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2.  Height.  All  such  stacks  serving  high  grade  heat  produokig 
devices  shall  extend  to  a  height  of  not  less  than  ten  feet  above  the 
highest  point  of  any  roof  within  twenty-five  feet. 

3.  Independent  stacks.  All  such  stacks  hereafter  erected,  outside 
and  independent  of  any  building,  shall  be  supported  on  substantial 
masoniy  foundations,  so  designed  that  the  maximum  pressure  on 
the  soil  shall  not  exceed  two-thirds  of  that  prescribed  in  §  231  of 
this  chapter. 

4.  Exterior  stacks.  Any  such  stacks,  or  any  part  thereof,  here^ter ' 
erected  on  the  immediate  exterior  of  the  building  it  serves  shall 
be  braced  to  such  building  at  least  every  twenty  feet.  It  shall  have 
a  clearance  of  not  less  than  four  inches  from  tlie  walls  of  a  fireproof 
or  non-fireproof  building  and  not  less  than  tw^ty-four  inches  from 
tiie  walls  of  a  frame  building;  and  a  clearance  of  not  less  than  twenty* 
four  inches  in  any  direction  from  any  wall  opening,  fire  escape  or 
other  exit  facility,  unless  such  stack  is  insulated  in  some  approved 
manner,  in  which  case  the  clearances  herein  provided  may  be  reduced 
an  amount  fixed  by  the  superintendent  of  buildings  when  approving 
the  insulation. 

5.  Interior  stacks.  Any  such  stack,  or  part  thereof,  hereafter 
erected  within  any  building  shall  be  enclosed  in  walls  of  am>roved 
masonry;  or,  if  in  a  fireproof  building,  such  stack,  or  part  mereof, 
shall  be  enclosed  in  walls  of  brick,  terra  ootta  blocks  or  oonorete 
not  less  than  eight  inches  thick,  with  a  space  left  between  the  stack 
and  the  enclosing  walls  sufficient  to  render  the  entire  stack  accessible 
for  examination  and  repair.  The  enclosing  wedls  shall  be  without 
openings  above  the  story  at  which  it  starts. 

6.  JProhibition.  Smokestacks  shall  not  be  carried  up  inade  of 
vent  stacks  or  flues  connected  to  ranges,  unless  such  vent  stacks 
or  flues  are  constructed  as  required  by  this  article  for  smokestacks 
or  smoke  flues. 

5395.  Cupola  chimneys. — Chimne5rs  or  cupola  furnaces,  blast 
'furnaces  and  similar  devices  shall  extend  at  least  twenty  feet  a(K>vo 
the  highest  point  of  any  roof  within  a  radius  of  fifty  feet  thereof  and 
be  covered  on  the  top  with  heavy  wire  netting  or  other  approved 
spark  arrester.  No  woodwork  akaJl  be  within  three  feet  of  any  part 
of  such  device  or  its  chimney. 

§  396.  Undeiground  smoke  flues  shall  be  covered  vnih  at  least 
twelve  inches  of  solid  masonry,  or  an  approved  equivalent  insulation. 
If  clean-out  openings  are  installed  they  shall  be  provided  with  ap- 
proved double  iron  doors  or  covers,  of  which  the  two  parts  are  twdve 
mches  apart,  with  the  intervening  space  filled  with  insulating  ma- 
terial.   No  combustible  flooring  shall  be  laid  over  any  such  flues. 

§  397.  Ranges.  1.  Kitchen  ranges. — When  fixed  ranges  are  to  be 
installed  in  any  building  hereafter  erected  trimmer  arches  «ct^idiDg 
beyond  such  ranges  not  less  than  six  inches  on  aU  sides  shall  be  pro- 
vided unless  the  floor  is  of  fireproof  construction.  No  such  range 
shall  be  placed  against  a  stud  partition,  a  furred  wall  or  any  other  com- 
bustible construction.  When  any  such  range  is  to  be  paced  within 
twelve  inches  of  a  wood  stud  partition  the  said  partition  shaU  be 
shielded  with  metal  from  the  floor  to  a  height  of  not  less  than  three 
feet  higher  than  the  range,  provided  that  when  the  range  is  within 
six  inches  of  the  partition  the  studs  sh^  be  cut  away  and  framed 
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thre^leiet  higher  and  one  foot  wid^r  than  the  range  and  filled  in  to 
the-faoe  of  the  said  stud  partition  with  brick  or  fireproof  blocks. 

2.  ffoods  over  rangeB.  All  hoods  and  ducts  for  same  placed  ove¥ 
hotel  or  restaurant  ranges  shall  be  constructed  of  incombustible 
matwiaSs  and  installed  in  accordance  with  the  requirements  of  {  403 
for  smokepipes. 

(398.  Drying  rooms. — Drying  rooms  hereaft»  placed  Within 
any  building  as  a  part  of  the  building  siiall  be  construct^  entirely 
of  ineombustible  materials.  When  the  heating  pipes  are  not  placed 
ov^head,  ihsy  shall  be  so  shielded  as  to  preserve  at  all  times  a  clear 
spaee  of  not  less  than  two  inches  between  them  ahd  the  contents. 
All  such  drjdng  rooms  shall  be  ventilated  directly  to  the  outer  air 
by  vent  flues  or  ducts  installed  as  specified  in  {  403  of  this  article 
for  smokepipes. 

I  399.  Smoke  houses. — ^All  smoke  houses  hereafter  erected  as  part 
of  any  buikhng  shall  be  of  fireproof  construction  with  weiUi^  of  brick 
or  reH^ldrced  concrete.  All  openings  shall  be  provided  with  fire 
doord.  The  interior  framing,  racksj*  hangers  and  other  interior 
fittings  shall  be  of  IncombustiDle  materials. 

I  ^0.  Eegisters, — ^AU  registers  used  in  any  hbt-air  furnace  heating 
system,  placed  in  any  woodwork  or  combustible  floor,  shall  rest  Upon 
stooe  or  iron  borders  firmly  set  in  plaster  of  paris  oi'  gauged  m0rtar. ' 
All  re^ster  boxes  used  in  any  such  heating  i^stem  shall  be  made  of 
tin  pktte  or  galvanized  iron  with  a  flange  to  fit  the  rabbet  in  thie 
boraer.  The  register  box  shall  be  enclosed  in  a  tin  or  galvanized 
iron  casing  turned  imder  the  border  and' spaced  at  least  two  inches 
from  the  sides  of  the  box:  Such  casing  shall  extend  from  the  border 
to  and  through  the  ceiling  below  in  the  case  of  a  floor  register  and 
through  the  partition  in  the  case  d  a  wall  register.  When  a  register 
box  is  plac^  in  the  floor  over  a  portable  furnace,  the  space  oh  all 
ffldes  between  the  casing  and  the  register  box  shall  be  not  less  than' 
foiiir  inchied.  Every  hot-air  furnace  abaSl  hav^  at  least  one  ^register 
without  valve  or  louvres.  ' 

5  401.  Vent  jftte«.— Flues  hereafter  erected  for  the  removal  of 
foul  air  or  the  transmission  of  heated  air  shall  be  encased  in  masonry 
not  less  than  four  inches  thick  and  ^all  be  lined  with  terra  cotta  or 
other  approved  incombustible  material.  Not  more  than  one  gas 
burnine  aevice  sh^ll  be  direct-connected  to  any  flue,  nor  shall  any  such 
de^ce  be  coi^niecbed  to  any  flue  used  as  \a,  smoke  flue.  Any  flue  to 
wldeh  a  g^  burning  device  is  airect^connected  shall  be  constructed 
as  required -in  §  3^  for  a  sm6ke  flue. 

§4^:  Duds.  1.  General. — ^Except  as  may  be  otherwise  specif* 
icahy  permitted  or  prescribed,  the  transmission  of  air  through 
buildings  for  heating  or  ventilation  shall  be  by  means  of  duCtS  con* 
stmotea  as  in  this  section  provided. 

2.  Casing.  No  casing,  furring  or  lath  of  wood  shall  be  placed 
against  or  cover  a  duct,  of  any  kind;  but  this  shall  not  prevent  the 
puUnng  ai  woodwork  on  a  covering  over  such  ducts,  of  metal  lath 
and  t>mster,  plaster  board  or  asbestos,  provided  the  thickness  of  the 
covering  is  not  less  than  seven-eighths  of  an  inch. 

3-.  7n  partUions.     Ducts  hereafter  placed  in  combustible  parti- 
tions «hall  be  covered  with  one-half  inch  of  corrugated  absestos  or  • 
bIaU  be  c(Hi«tmcted  double  with  a  one-half  inch  air  space.    'The 
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asbestos  coYeriog  or  outsule  pipe  i^iall  be  not  less  than  one  and  oiai&- 
half  inches  away  from  the  woodwork.  In  Ueu  of  the  above  protection, 
four  inches  of  brickwork  or  concrete  may  be  placed  between  the  duct 
and  the  woodwork. 

4.  In  floors.  Ducts  hereafter  placed  between  the  flooring  and 
ceiling  of  non-fireproof  floors,  shall  be  constructed  double  with  a 
one-inch  air  space.  The  outside  pipe  shall  be  not  less  than  two 
inches  from  any  woodwork,  which  shall  be  covered  with  metal. 

5.  Indoseta,  Ducts  hereafter  placed  in  closets  or  similar  conceal^ 
spaces  shall  be  double  with  a  one  and  one-half  inch  air  space,  or  shaU 
be  covered  with  approved  incombustible  insulation,  not  less  than  one 
inch  thick.  When  constructed  double  the  outside  pipe  shall  be  not 
less  than  No.  18  U.  S.  gage,  and  not  less  than  one  inch  from  ^y  wood- 
work. 

6.  Passing  through  partitions  and  floors.  Ducts  hereafter  plaeed 
to  pass  through  combustible  partitions  or  floors  ^mll  be  constructed 
double,  with  a  one  and  one-half  inch  air  space  open  at,  one  end,  or 
shall  be  covered  with  approved  incombustible  msulation  not  less 
than  one  inch  thick. 

7.  Horizontal  ducts.  Ducts  used  for  hot-air  furnace  heating,  here* 
after  placed  under  cellar  ceilings,  shall  be  at  least  six  inches  below 
wood  floor  beams,  wood  lath  and  plaster  ceiling  or  other  combustible 
materials;  but  if  such  combustible  construction  is  protected  by  nietal 
lath  and  plaster,  plaster  board  or  one-half  inch  asbestos  the  distance 
may  be  not  less  than  three  inches. 

8.  Cold  air  ducts.  The  cold  air  ducts  of  any  heating  system  Bhall 
be  of  metal  or  other  approved  fireproof  material. 

9.  Hot  air  duds.  No  hot-air  furnace  duct  shall  be  placed  in  any 
floor,  partition  or  enclosure^  of  combustible  construction^  unless  it 
be  at  least  eight  feet  distant  in  a  horizontal  direction  from  the  fur- 
nace. 

§403.  Smoke  pipes,  1.  Restriction. — ^No  smoke  pipe  shall  p^iss 
through  any  floor,  nor  through  any  non-fireproof  roof. 

2.  Clearance.  The  clear  distance  between  any  smoke  pipe  or, 
metal  breeching  and  any  combustible  material  or  construction  shall' 
be  not  less  than  eighteen  inches  in  the  case  of  low  orade  heat  produc- 
ing devices,  nor  less  than  thirty-six  inches  for  memum  or  high  grades 
heat  producing  devices,  except  that,  when  such  smoke  pipes  or 
breechings  are  protected  with  not  less  than  two  inches  of  asbestos 
or  in  some  other  approved  manner,  sudi  dearances  may  be  reduced 
one-half,  and  that,  in  the  case  of  smoke  pipes  used  on  ordinary  ranges 
and  stoves  in  tenements  or  other  residence  buildings  having  pot  more 
than  fifteen  sleeping  rooms,  such  clearances  may  be  not  less  than 
nine  inches  when  the  combustible  material  or  construction  is  pro- 
tected by  one-half  inch  asbestos  or  its  equivalent,  nor  less  than  eight- 
een inches  when  not  so  protected. 

3.  Protection  through  partitions.  Smoke  pipes  from  (ordinary  ranees 
and  stoves  in  residence  buildings  may  pass  through  combusUBle 
partitions,  provided  every  such  pipe  is  guarded  by  a  double  metal 
ventilated  thimble  twdve  inches  larger  in  diameter  than  the  pip^ 
or  by  a  metal  tube  built  in  brickwork  or  other  approved  fireproof 
materials,  not  less  than  eight  inches  thick  on  all  sides  of  the  tube. 

S  404.  Steam  and  fiot  water  pipes.    1.  Pro^ec^ion.— Steam  or  hoi 
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water  pipes  shall  not  be  placed  nearer  than  one  inch  to  any  wood- 
work imfess  the  woodwork  is  covered  with  met^  in  which  case  the 
distance  shall  be  not  less  than  one-half  inch.  Every  steam  or  hot 
water  heating  pipe  passing  through  a  combustible  floor  or  partition 
shall  be  protected  bv  a  metal  tul^  one  inch  larger  in  diameter  than 
the  pipe.  Any  such  pipe  passing  through  stock  shelving  shall  ^be 
covert  with  not  less  than  one  mch  of  approved  insulation.  AH 
wood  boxes  or  casings  inclosing  steam  or  hot  water  heating  pipes,  or 
wood  covers  to  recesses  in  walls  in  which  such  pipes  are  placed,  shall 
be  lined  with  metal. 

2.  Pipe  coverinas.  Any  coverings  or  insulation  used  on  steam  or 
hot  water  pipes  shall  be  of  incombustible  material  (Ord.  became  law 
Nov.  23,  1915,  efifective  Feb.  23,  1916.) 


ARTICLE  20 

HOOFING  AND  ROOF  STRUCTURES 

(As  amended  by  ord.  ^ective  Nov,  IS3, 191S) 

Sec.  420.  General. 

421.  Roofing. 

422.  Cornices  and  gutters. 

423.  Leaders. 

424.  Sky-lights.  « 

425.  Scuttles. 

426.  Roof  houses. 

427.  Slanting  roof 8. 

428.  Tanks. 

429.  Cooling  towers. 

Sec.  420.  General, — ^Except  when  otherwise  specifically  provided 
for  in  this  chapter,  all  construction,  other  than  water  tanks^  hereafter 
placed  above  the  roof  of  any  part  of  any  building  withm  the  fire 
umits  or  of  anv  building  more  than  forty  feet  in  height  outside  the 
fire  limits,  shaU  be  of  incombustible  materials. 

i  421.  Roofing,  1.  Materials, — ^Except  as  oUierwise  in  this  chapter 
specifically  provided,  every  roof  hereafter  placed  on  any  building  or 
part  thereof,  shall  be  covered  with  an  approved  roofing  of  bnck. 
ooAcrete,  tile,  slate,  metal,  asbestos,  slag,  gravel,  or  other  approved 
incoinbustible  material. 

2.  Planking,  When  wood  planking  or  sheathinx  is  permitted  in 
roof  construction,  it  shall  not,  in  any  case,  extena  across  any  side 
or  party  walls. 

Z,  Repairs,  No  roofing  on  any  existing  roof  shall  be  renewed  or 
Tepsixei,  except  in  conformity  with  the  requirements  of  this  section, 
provided,  however,  that  when  the  renewal  or  necessary  repairs  do  not 
constitute  more  than  one-fourth  of  the  roofing  in  any  one  roof 
surface,  the  new  work  may  be  made  to  coniorm  to  the  existing 
roofing. 

\ASi,  Cornices  and  guUers,     1.  Construction, — ^AU  cornices  in- 
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adows,  and  gutters,  hereafter  pl&ced  on 
,  except  buildings  that  are  permitted  to 
Ul  be  of  incoRibuatible  materials.  When 
they  shall  be  riveted  in  the  seams  at 
Lve  iDches,  Cornices  shall  be  secured  to 
I  or  anchors,  spaced  not  more  than  four 
rt  lefiB  than  four  inches  into  the  wall  at 

}r  cutters  that  may  now  be  or  that  may 
ill  Be  taken  down,  and  if  replaced,  shall 
be  confltructed  to  conform  to  the  requirements  tor  new  cornices, 
except  that  when  any  such  cornice  or  gutter  is  not  damaeed  to  a 
greater  extent  than  one-half,  it  may  be  repaired  with  the  same 
material  aa  originally  constructed. 

S423.  ieoiforg.^AUbuildingsahallbeprovided  with  proper  l&ders 
for  conducting  water  from  the  roofs.  In  no  case  hIihH  the  water  from 
leaders  be  allowed  to  flow  upon  the  sidewalk,  but  it  ^all  be  con- 
ducted by  pipe  or  pipes  to  the  sewer.  If  there  be  no  sewer  in  the 
street  then  the  water  from  the  leader  shall  be  conducted  by  proper 
pipe  or  pipes,  below  the  surface  to  a  street  gutter,  or  to  a  cesspool, 

§  424.  Skytighis,  1.  Construction. —AU  skyl^hta  her^ter  placed 
in  any  buildmg,  shall  have  the  sashes  and  (ramea  thereof  constructed 
of  metid,  except  that  skyltghta  in  foundries  or  buildings  where  acid 
fumes  are  present  as  an  incident  to  the,  occupancy  of  the  building 
may  be  of  wood  in  the  discretion  of  the  superintendent  of  buildii^. 
The  frames  and  other  parts  of  metal  skylights  shall  be  riveted  or 
otherwise  Securely  fastened,  in  addition  to  soiderii^  and  shall  be 
securely  anchored  to  the  supportiog  structure. 

3.  Glazing.  Skylights  placed  over  shafts  of  any  kind  shall  be 
glazed  with  plain  glass  not  less  than  three-sixte^iths  of  an  inch  in 
thickness.  No  pane  of  glass  in  any  such  skylights  hereafter  placed 
in  any  building  shall  exceed  seven  hundred  and  twenty  square  mchea 
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a  mesh  of  not  leas  than  three-fourths  of  an  inch  n _ 

inch,  shall  extend  beyond  the  glazing  on  all  sides  a  distance  not  less 
than  the  height  of  the  screen  above  the  glazing.  When  any  such 
akyl^t  is  located  over  any  passageway  or  any  room  of  public  resort 
a  ainular  screen  shall  also  be  placed  below  the  skylight. 

S  425.  SctUlles.—XiXilew  provided  with  some  other  means  of  access 
to  the  root,  every  building  more  than  fifteen  teot  high,  except  dwell- 
ii^  with  peak  roofs,  shall  have  in  the  roof  a  scuttle,  with  a  substantial 
iron  ladder  leading  thereto.  All  scuttles  shall  be  covered  on  (jie  top 
and  edges  with  sheet  metal  or  other  approved  inoombustible  material. 
The  scuttle  openings  shall  be  at  least  two  feet  by  three  feet  in  size. 

{426.  Roof  houses.  1.  Definitions. — a.  The  term  bulkhead  aa 
used  in  this  section  includes  all  such  enclosed  structures  above  the 
roof  ot  any  part  of  a  building  as  enclose  only  stairways,  tanks, 
elevator  machinery  or  ventilating  apparatus,  or  shafts. 

b.  The  term  pent  house  as  used  in  this  section  means  any  enclosed 
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structure,  other  than  a  bulkhead,  exteudii^  not  more  tbaa  twelve 
feet  above  a  roof. 

2.  Bulkheads.  The  walls  of  any  bulkhead  hereafter  erected  on 
any  roof  of  a  fireproof  building,  ehail  be  constructed  aa  required  for 
fi.re  partitions  by  subdivision  1,  eectiou  372  of  this  chapter.  Such 
wbIIb  may  be  used  as  bearii^  nails  of  the  bulkhead  roofs  when  they 
do  not  exceed  fifteen  feet  in  height  and  thirty-five  feet  in  length,  and 
the  roof  span  does  not  exceed  twelve  feet.  The  roofs  of  such  bulk- 
heads shall  be  of  fireproof  construction  as  provided  by  section  354 
of  this  chapter.  The  walls  and  roofs  of  all  bulkheads,  unless  con- 
structed of  approvfd  masomy,  shall  be  covered  on  the  outside  with 
incombustible,  weatherproof  material. 

3.  Peru  tumaea.  Every  pent  house  shall  be 
the  building  and,  except  as  may  be  otherwise 
by  law,  its  constnictios  shall  conform  to  the  re 
ingB  of  a  height  to  which  such  pent  house  is  c 
when  any  exterior  wall  of  such  pent  house  sel 
five  feet  from  the  exterior  wails  of  the  next  iowe 
it  tnay  be  constructed  of  brick  not  leas  than  ■ 
hollow  building  blocks  not  lees  than  six  inches 

on  the  outside  with  incombustible  weatherproof  material,  and  sup- 
ported by  Bted  or  reinforced  concrete  girders. 

4.  Doors  and  windowa.  Alt  doors  and  door  frames  in  the  exterior 
waJls  of  bulkheads  or  pent  houses  shall  be  metal  or  metal  covered 
wood.  All  v.jidows  in  bulkheads  or  pent  houses,  except  where  other- 
wise Bi>ecifieally  provided  for,  shall  be  constructed  as  other  windows  of 
the  building  similarly  located. 

5.  iSun  ■parion.  Nothing  in  this  section  shall  prevent  the  erection 
on  any  roof  of  any  building,  bf  sun  parlors  or  rooms  for  similar  pur- 
poses, provided  that  only  mcombustible  materials  are  used  in  the 
construction,  and  the  floor  of  such  structure  is  constructed  as  re- 
quired for  the  roof  of  the  building. 

§427.  Slanting  rooft.  1.  Construction, — Every  mansard  or  other 
rianting  roof  having  a  pitch  of  more  than  sixty  degrees,  hereaftear 
placed  on  say  non-fireproof  building  over  forty  feet  high,  shall  be 
constructed  &eproof  as  specified  in  section  354  of  this  chapter. 

2.  Dormer  wndows.  Every  dormer  window  hereafter  erected 
shall  be  constructed  in  the  same  manner  as  the  roof  on  which  it  is 
placed.  The  aides  and  top  diall  be  covered  with  any  of  the  materials 
approved  for  roofing. 

1428.  Tanks.  1.  Suppwis.— Tanks  of  more  than  500  gallons 
capacity  hereafter  placed  in  or  on  any  building  shall  be  supported  on 
maBonry,  reinforced  concrete  or  ateel  construction  of  sufficient 
strenKtn  and  carried  to  a  proper  foundation. 

2.  Einersericy  outlet.  Every  such  tank  ahaU  have  in  the  bottom  or 
on  the  side  near  the  bottom,  a  pipe  or  outlet,  not  less  than  four  indies 
in  diameter,  fitted  with  a  auitabtc  quick-opening  valve  for  dischargii^ 
ttte  contents  in  an  emei^ency. 

3.  Loeaiion.  Such  tai^  shall  not  be  placed  over  nor  near  a  line 
of  stairs  or  an  elevator  shaft,  unices  there  is  a  solid  roof  or  floor 
imda^eath  the  tank. 

4.  Covers.  All  unenclosed  roof  tanks  shall  have  covers  with  prc^Mr 
■lope. 
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5.  Hoops,  When  hoops  are  used  in  the  construction  of  tanks  tjijBy 
shall  be  of  metal  round  in  section. 

§  429.  Coding  towers. — Cooling  towers  hereafter  erected  above  any 
roof  shall  be  of  incombustible  material,  except  the  drip  bars,  which 
may  be  of  wood. 


ARTICLE  21 

MISCBLLANBOUS  REQUIBBMENTS 

{As  amended  by  ord.  effedwe  Dec.  Bi,  191S) 

Sec.  440.  Cellar  ceilings. 
S  441.  Cellar  floors. 

442.  Cellar  partitions. 

443.  Waterproofing. 

444.  Floor  lights. 

445.  Cutting  besuns. 

446.  Bay  and  show  window  construction. 

Sec.  440.  CeUoT  ceilings, — ^In  any  building  hereafter  erected,  or 
altered  so  as  to  change  its  occupancy,  except  one-story  buildm^ 
outside  of  the  fire  limits  and  builoinra  occupied  exclusively  for  resi- 
dence purposes  by  one  or  two  famiues,  the  wood  beams  over  the 
cellar,  or  over  the  lowest  story,  if  such  story  is  partly  below  the  curb 
or  the  surrounding  ground  level,  when  the  curb  level  has  not  been 
established,  shall  oe  covered  with  metal  lath  and  plaster,  plaster 
board  and  plaster,  or  other  approved  incombustible  material. 

§  441.  Cellar  floors. — In  all  buildings  hereafter  erected  the  cellar 
floor  or  any  floor  resting  directly  on  the  ground  shall  consist  of 
1:3:6  stone  or  cinder  concrete  not  less  than  four  inches  thid^ 

1 442.  Cellar  partitions. — ^In  all  non-fireproof  buildings,  except 
buildings  occupied  exclusively  for  residence  purposes  by  one  or  two 
families,  permanent  partitions  in  the  cellar,  or  in  any  story  more  than 
half  below  the  curb,  shall  be  constructed  of  incombustible  materia, 
unless  such  partitions  enclose  only  coal  or  wood  bins  and  do  not 
extend  to  the  ceiling. 

§  443.  Waterproofing. — In  all  buildings  hereafter  erected,  the  ex- 
terior walls  below  the  ground  level  and  floors  below  the  curb  loyel 
resting  directly  on  the  ground,  shall,  when  required,  be  waterproofed 
in  accordance  with  the  rules  adopted  by  the  superintendent  of  build- 
ings. 

$444.  Floor  lights. — ^Floor  lights  shall  be  constructed  of  metal 
frames  and  bars  or  plates,  reinforced  concrete  or  other  approved 
incombustible  materials.  If  any  glass  in  same  measures  more  than 
sixteen  square  inches,  it  shall  be  provided  with  a  mesh  of  wire  either 
in  the  glass  or  under  the  same.  Floor  lights  shall  be  of  the  same 
strength  as  the  floors  in  which  the^^  are  placed.  Glass  shall  not  be 
less  than  three-quarters  of  an  inch  in  thickness. 

§  445.  Cutting  beams. — No  beam  shall  be  cut  or  pierced  in  axxy 
manner  that  would  pause  the  beam  to  be  of  insufficient  stroagth  for 
its  load. 
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§  446.  Bay  and  show  window  constraction.-^B&y  windows  and  show 
windows  that  extend  beyond  the  exterior  walls,  hereafter  oonstructed 
or  placed  on  any  fireproof  or  non-firetnroof  buildmg,  sholl  be  oon- 
s^ucted  of  nKKHnbustible  materials  and  in  such  manner  as  will  meet 
with  the  approval  of  the  superintendent  of  buildings. 


ARTICLE  22 

FRAME  BUILDINGS 

(As  amended  by  ord,  e^ecHoe  Nov,  IBS,  WIS) 

Sec.  470.  Hei^t. 
S  471.  Area. 

I  472.  Frame  construction. 
§  473.  FiUing  in  wsJls. 

474.  Roofing. 

475.  TowCTs. 

476.  Piazssas. 

477.  Minor  structures. 

478.  Temporary  structures. 

479.  Miscellaneous  frame  structures. 

480.  Permissible  alterations. 

481.  Use  (^  masonry  walls. 

■ 

§470.  HeigkL  Bzcept  as  may  be  otherwise  specifically  provided 
in  this  cbapt^,  or  in  the  rules  authoriBed  thereunder,  no  frame  tmildiiig 
or  structure  hereafter  erected  or  enlarged  shall  excc^  40  feet  in  height, 
e«o^t  that  buildixigs  used  in  whole  or  in  part  as  garages,  motor  vehicle 
repair  shops  or  oil  selling  stations  shall  not  exceed  25  feet  in  hei^t. 

Adopted  July  3,  1917.    Became  effective  July  17,  1917. 

S  471.  Area.  1.  Bmlding  area, — ^No  frame  building  hereafter 
er^ted  ot  enlaiged  shall  exceed  five  thousand  square  feet  in  area. 

2.  PlH  aree^r~The  con:yi>ined  area  of  frame  buildings,  sheds  and 
.outhouses  located  on  any  lot  or  plot  i^idl  not  exce^  eighty  per 
,  o^it^  oi  the  area  of  that  part  of  the  lot  or  plot  which  is  not  already 
covered  by  fireproof  or  non^fireproof  buildings. 

§^^472.  Frame  constnMction.  The  wood  framework  of  all  frame  build- 
ings, hereafter  erected,  shall  consist  of  sills,  posts,  girts  and  plates  of  suit- 
akie  sise  and  materials  with  proper  mortise  and  tenon  framing  and  braced 
'  with  studs^  at  all  angles,  but  this  shall  not  prohibit  the  use  of  balloon 
framing  with  proper  sills,  posts,  ribbon  strips  and  plates  provided  the 
building  is  properly  braced  in  all  angles  or  the  sheathing  is  put  on  diag- 
<mally.  Floor  and  roof  beams  and  rafters  shall  not  be  less  than  2  inches 
in  '^eknesB.  No  part  of  the  wood  framework  shall  be  built  below  the 
ground  level, 
Ack^ted  April  24, 1917.    Became  e£feotive  May  8, 1917. 

-  §  473.  Filling  in  walls.  1.  Independent  walls, — ^Any  exterior  wall 
€f  frame  construction,  hereafter  erected  within  three  feet  of  a  side 
or  Tear  iine  of  the  lot  or  {dot  on  which  it  is  located,  or  hereafter 
.^eieclied  as  the  side  wall  of  saay  frame  tenement  house,  shall  hare  the 
^Mtoes  between  the  studding  filled  in  solidly  with  brickwork  or  other 
^3TOoved  incombustible  material. 

2.  Party  waUs.    Every  party  wall  of  frame  construction  hereafter 
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other  approved  incombustible  material  not  lees  than  four  inches 
thick,  fjvery  interior  wall  of  frame  oonstruotk>n  extending  from 
front  to  rear  withput  openings  and  dividing  the  building  into  s^a- 
rate  and  distinct  parts,  shall  have  the  studding  filled  in  aolidly  with 
brickwork  or  other  approved  incombustible  material. 

3.  Extent  offiUing.  The  filling  herein  required  in  exterior  or  party 
walls  (d  frame  constmction  shall  in  all  cases  be  carried  up  from  the 
ground  to  the  under  side  of  the  roof  boards. 

§  474.  Roofing.  1.  Within  the  fire  limits, — ^Anjr  roofing  hereafter 
placed  on  any  frame  building  within  the  fire  liinits  shall  be  of  ap- 
proved incombustible  m^terials^  provided  that  any  existing  shingle 
roof  mav  be  repaired  at  any  tune  to  an  extent  of  not  more  than 
twentv-five  per  <^nt.  of  its  surface.  , 

2.  Outside  of  fire  limits.  Nothing  in  this  chapter  shall  prevent 
the  use  of  wood  shingles  outside  the  fire  limits  on  any  bufldmg  whioh, 
under  the  provisions  of  this  chapter,  is  permissible  of  frame  construc- 
tion. 

$475.  Towers,  1.  On  residence  6ui2dii^««*~<Out8ide  of  the  fire 
limits  towers,  turrets  or  minarets  of  frame  construction  mav  be 
erected  on  frame  buildings  occupied  or  used  exclusively  as  resiaence 
building,  provided  they  do  not  extend  more  than  ten  feet  above 
the  limitmg  height  for  frame  buildings  and  do  not  cover  an  ag^p:e- 
^te  area  of  more  than  fifteen  i>er  o^t.  oi  the  roof  area  of  tiie  build- 
mg,  and  that  the  greatest  horizontal  dimension  <^  any  one  tower, 
turret  or  minaret  is  not  more  than  fifteen  feet. 

2.  Church  spires.  Outside  of  the  fire  limits  and  the  suburban 
limits,  towers  or  spires  of  frame  construction  may  be  erected  on 
frame  buildings  occupied  or  used  exdusively  aa  churdies  or  other 

S laces  of  worsaip,  provided  they  do  not  exceed  a  hei^t  of  seven^ 
ve  feet  abovei  the  curb  or  ground  level. 

3.  Cowering.  All  towers  or  other  structures  provided  for  in  this 
section  shall  be  covered  on  the  exterior  with  approved  incombustible 
roofing. 

§  476.  Piazzas, — Within  l^e  fire  limits  and  tlie  suburban  Umits, 

giazxas  or  balconies  of  wood  may  be  erected  on  residence  buildings 
aving  not  more  than  fifteen  sleepmg  rooms,  provided  they  do  not 
exceed  twelve  feet  in  width,  and  do  not  extend  more  than  three 
feet  above  the  second  story  floor  beams.  The  roofs  of  all  such  piazzas 
or  balconies  shall  be  covered  with  incombusdble  material. 

"  Piaisa  "  is  a  building,  witfa^  the  sense  of  the  building  code.  Fire  Dept.  v. 
Buff  urn,  2  E.  D.  Smith,  11. 

i  477.  Minor  structures.  1.  Sheds. — ^\^hin  the  fire  limits  and 
the  suburban  limits  sheds,  open  on  at  least  one  side,  may  be  erected 
of  wood,  but  such  sheds  ^ail  not  exceed  fifteen  feet  in  height,  shall 
not  cover  an  area  exceeding  twenty-five  hundred  square  feet,  shall 
not  be  placed  nearer  than  four  feet  to  any  lot  line,  and  shall  be 
covered  on  the  sides  and  roof  with  incombustible  materials. 

2.  Ovihouses.  Outhouses  of  wood  to  be  used  exclusively  for 
privies,  or  for  the  storage  of  coal  or  wood  for  dcnnestic  purpose  may 
D^  erected  on  the  lot  with  any  residence  building  withm  the  five 
limits  or  the  suburban  limits,  provided  they  do  not  exoeed  eight 
feet  in  height,  or  one  hundred  and  fifty  square  feet  in  ajfea>  lUid  liacve 
the  roofs  covered  with  incombustible  materials. 
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3.  BwBder^  ahanUet.  On^^atory  buildings  for  the  use  of  builders 
in  ooonaetioD  with  any  building  operation  tor  which  a  permit  has 
been  issued,  may  be  constructed  of  wood  and  placed  on  the  lot  or 
ploVwhere  Buch  building  operation  is  carried  od,  or  on  adjoining  lota 
or  plots  if  they  do  not  interfere  with  the  safe  octrupancy  of  any 
buildings  thereon,  or  on  the  sheds  which  may  be  required  or  provided 
over  the  sidewalks  in  front  of  such  building  operation. 

4.  Fenoet.  Fences  of  wood  within  the  fire  limits  or  the  suburban 
limits  ahall  not  »ceed  twelve  feet  b  beiidit. 


f  478.  Temporary  slracttirw.  1.  Meaning. — Temporary  structures 
riiall  be  taken  to  mean  platforms,  reviewing  stands,  gospel  tents, 
oiroua  tents  and  other  structures  that  are  erected  to  serve  their 
purpose  for  a  limited  time. 

2.  Ptrnyit.  Temporary  structures  shall  not  be  erected  until  a 
permit,  apedfying  tne  purnose  and  the  period  of  miuntenanoe,  ^lall 
nave  been  obt^ed  from  the  superintendent  of  buildings, 

3.  How  located.  Within  the  tire  Umits  or  the  suburban  limits  no 
temporary  structure  which  is  enclosed  in  any  manner  shall  be  placed 
on  any  lot  nearer  than  four  feet  to  the  lot  line. 

4.  Removal.  Every  tempora^  structure  shall  be  removed  at  the 
expiration  of  the  period  for  whitti  the  permit  was  issued,  unless  such 
permit  is  renewed. 

5.  UTiiawfiil  use.  It  shall  be  unlawful  to  use  any  temporary 
structure  for  any  other  purpose  thfui  tiiat  designated  ia  the  pennit. 

i  479.  MiaixUaneow  /rom«  »tructart&. — Frame  structures  which 
are  of  an  unusual  oharaotar  and  to  which  the  provisions  of  this  cha^ 
ter  do  nof  directly  apply,  including  among  others,  buildings  for  fair 
Wtd  aicMUtlon  purposea,  towers  for  observation,  amusement  devioes, 
KrflttlboUH>  and  lumber  sheds,  and  temporary  structuree  of  any 
^bd  diaU  be  erected  in  conformity  to  such  rules,  consistent  with  the ' 
pravidona  of  this  chapter  and  securing  the  general  intent  thereof, 
■a  may  be  adopted  by  the  superintendent  of  buildings. 

j  480.  PermisMte  aUerationa.  1.  A ppiicoiion .--Subject  to  the 
requli«nents  of  this  chapter  as  to  construction,  occupancy  and  loca- 
tion, any  existing  frame  building  withhi  the  fire  limite  or  the  subur- 
ban limits  occupied  exclusively  as  a  residence  building  and  having 
DOt  more  than  fifteen  sleeping  rooms,  may  be  altered  aiid  enlarcea 
of  frame  construction  as  hereafter  specilied  in  this  section,  provided 
that  iM  au(^  building  shall  be  attere:!  or  eidarged  to  be  used  for  any 
otber  purpose. 
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2.  Raiainp  in  height,  a.  Any  such  building  situated  in  a  row  of 
frame  buildings  may  be  increased  in  height  to  conform  to  the  height 
of  adjoining  building 

b.  Any  such  buildmg  already  exceeding  twenty-five  feet  in  height, 
that  has  a  peaked  roof,  may  be  raised  for  the  purpose  of  making  a 
flat  roof  thereon,  provided  that  the  new  roof  is  covered  with  incom- 
bustible material,  and  that,  when  so  raised,  the  building  shall  not 
exceed  forty  feet  in  height  to  the  highest  pairt  thereof. 

c.  Nothing  in  this  section  shall  prohibit  one-story  and  basement 
residence  buildings  from  being  increased  one  additional  story  in 
hei^t. 

3.  Extensiona,  a.  Any  such  building  may  be  extended  either  on 
the  front  or  rear  to  a  depth  of  not  more  than  fifteen  feet  and  not 
more  than  the  width  of  the  building  and  not  more  than  two  stories 
and  basement  in  height. 

b.  If  any  such  building  has  an  extension  ci  less  width  than  the 
main  building  the  same  may  be  increased  in  width  to  the  full  width 
and  height  of  the  main  building. 

4.  Bay  windows.  Any  such  building  may  have  bay  windows  of 
wood  placed  on  any  story,  the  roofs  of  which  may  be  covered  with 
the  same  material  as  the  roof  of  the  main  building,  except  when  such 
a  bay  window  would  increase  the  width  of  the  building  to  more  than 
eighty-five  per  cent  of  the  width  of  the  lot. 

§  481.  Use  of  masonry  waUs, — ^In  case  approved  masonry  or  rein- 
forced concrete  is  used  for  the  exterior  walls  of  any  building  which 
under  the  provisions  of  this  chapter  is  permitted  to  be  of  frame  con- 
struction, nothing  in  this  chapter  shall  prohibit  all  other  parts  of 
the  builcung  from  bein^  constructed  as  though  the  entire  buildiDg 
were  of  frame  construction.    (Ord.  effective  Nov.  23, 1916.) 


ARTICLE  23 

BUILDINGS  OF  A  PUBLIC  CHARACCBB 

Sec.  490.  PubUc  safety. 

491.  Aisles  and  passagewavs. 

492.  Enforcement  of  article. 

493.  Exemptions. 

Sec.  490.  Public  safety, — ^In  all  buildings  ci  a  public  Gharacter, 
such  as  hotels,  churches,  theatres,  restaurants,  railroad  d^iots,  pub- 
lic hsdls,  and  other  buildings  used  or  intended  to  be  used  for  purposes 
of  public  assembly,  amusement  or  instruction,  and  including  departs- 
ment  stores  and  other  business  and  manufacturing  buildings  where 
lai^  numbers  of  people  are  congregated,  the  halls,  doors,  stairways, 
geats,  passageway  and  aisles,  and  all  lighting  a^d  heating  appliances 
and  apparatus  shall  be  arranged  as  the  £re  commissioners  shall  di- 
rect, to  f  acUitate  egress  in  eases  of  fire  or  accident,  and  to  afford  the 
requisite  and  proper  accommodation  for  the  public  protection  in  gueh 
cases.     (See  Article  25,  infra.) 

^  491.  Aisles  and  passageways. — 'All  aisles  and  paasagewi^  in  said 
buildings  shall  be  kept  free  from  camp  stools,  chairs,  sofas  and  oUier 
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obstractions,  and  no  person  fihall  be  allowed  to  stand  in  oi  occupy 
any  of  said  aisles  or  passageways  during  any  performance,  service, 
exhibition,  lecture,  concert,  i>all  or  any  public  assemblage. 

<^.  Cm  seo.  108.  rev.  from  L.  1882,  ch.  410,  §  499,  as  amend.  Ord.  Dec.  19, 1911.) 
This  section  must  be  literally  conistrued.  It  is  not  necessary,  in  order  to  recover 
the  penalty  from  the  manager,  to  prove  that  he  personally  knew  of  the  violation, 
as  he  is  held  respondble  for  the  acts  of  his  servants.  If  any  one  stood  or  obstructed 
aa  aisle  oi*  passageway,  the  manager  is  guilty.  Fire  Dept.  v.  Stetson,  14  Daly, 
125;  lire  Dept.  v.  Hill,  14  N.  Y.  Supp.  158.  But  where  there  are  people  standing 
in  vacant  mace  which  is  not  used  for  either  an  aisle  or  a  passageway,  the  statute  is 
zkot  violated.  Sturgis  v.  Grau,  39  Misc.  Rep.  330.  "Aisle,"  in  the  statute,  means 
aisle  of  a  theatre  as  built  and  actually  used.    Sturgis  v.  Coleman,  38  Misc.  302. 

See  also  chapter  3,  Amusements  and  Exhibitions,  chapter  12,  article  2,  ftre  Pre- 
vention. 

{492.  ErtforcemeTU,  qf  article, — ^The  superintendent  of  buildings 
may  at  any  time  serve  a  written  or  printed  notice  upon  the  owner, 
lessee  or  manager  of  any  of  said  buil(ungs,  directing  any  act  or  thine 
to  be  done  or  provided  m  or  about  the  said  buildings  and  the  several 
appliances  therewith  connected,  such  as  halls,  doors,  stairs,  windows, 
seats,  aisles^  Gie  walls,  fire  apparatus  and  fire  escapes,  as  he  may 
deem  necessary. 

§  493.  Exemptions, — Nothing  herein  contained  shall  be  construed 
to  authorize  or  require  any  other  alterations  to  theatres  existing 
prior  to  June  9, 1885,  than  are  specified  in  this  article. 


ARTICLE  24 

MOnON-PICTURE  THEATRES 

Sec.  500.  Plans. 

501.  Restrictions. 

502.  Construction. 

503.  Means  of  egress. 

504.  Booth  for  projectin^-madiine  and  film. 
}  505.  Application  to  existmg  theatres. 

S  506.  Open-air  motion-picture  theatres. 

Sec.  500.  Plans. — Before  the  erection,  construction,  or  idteration 
of  a  building  or  part  thereof,  to  be  used  as  a  motion-picture  theatre. 
as  defined  in  §  30  of  chapter  3  of  this  ordinance,  there  must  be  filed 
with  the  appropriate  superintendent  of  buildings  complete  plans  and 
the  detailed  statement  of  the  specifications  ther^or,  required  by 
§  3  <rf  this  chapter.  The  plans  nwist  show  clearly  and  fully  the  loca- 
tion and  width  of  all  aisles,  passageways,  exits,  stairways  and  fire 
escapes;  the  arrangement  of  seats;  the  size  of  floor  beams,  walls  and 
supports;  the  location  and  construction  of  the  enclosure  for  the 
motion-picture  machinery  and  other  apparatus;  a  diagram  of  the 
lot  or  plot  upon  which  the  theatre  is  to  be  erected  or  constructed, 
ahowihg  the  outlets  from  all  exits,  and  also  such  other  statements, 
plans  and  details  as  may  be  required  by  the  superintendent  of  build- 
mgs  having  jurisdiction. 

See  Chapter  3,  Article  2,  Motion-Picture  Exhibitions;  Art.  23.  ante.  Buildings 
of  a  Public  Character;  Chapter  12,  Art.  2,  Fire  Prevention. 
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§  501.  Restrictions, — No  motion-picture  theatre,  a?  deQned  aSore^ 
said,  shall  be  constructed  in  a  frame  building  within  the  fire  limits, 
nor  in  a  hotel,  tenement  house  or  lodging  house,  nor  in  a  factory  or 
workshop,  except  where  the  theatre  is  separated  from  the  rest  of  the 
buUding  by  unpierced  fire  walls  and  floors,  and  in  no  case  shall  such 
a  theatre  be  constructed  or  operated  above  or  below  the  ground  floor 
of  any  building. 

§502.  Construction. — In  all  motion-picture  theatres,  as  defined 
aforesaid,  to  be  hereafter  constructed,  the  following  requirements 
shail  be  complied  with^  namely: 

1.  Ceilings,  The  ceilings  of  all  the  theatres  and  of  all  rooms  used 
in  connection  therewith  shall  be  plastered  with  3  coats  of  first  clto 

glaster  on  wire  mesh  or  metal  lath,  or  covered  with  J^inch  plaster 
oards,  and  plastered  or  covered  with  metal.  If  there  be  a  basemient 
or  cellar,  the  ceiling  under  the  floor  of  the  theatre  must  be  plastered 
with  3  coats  of  first  class  plaster  on  wire  mesh  or  e^anded  metal  lath, 
or  may  be  covered  with  metal  on  H-inch  plaster  boards. 

2.  Floar-lodds.  The  flooring  of  that  portion  of  the  building  de- 
voted to  the  uses  or  accommodation  of  the  public  must  be  of  suffi- 
cient strength  to  bear  safely  a  live  load  of  90  pounds  per  square 
foot. 

3.  Galleries  and  stairways,  A  gallery  may  be  permitted,  except 
in  a  theatre  constructed  on  a  lot  less  than  20  feet  in  width,  but  it  shall 
not  include  more  than  25  per  cent,  of  the  total  seating  capacity  of  the 
theatre.  Entrance  to  ana  exit  from  the  gallery  shall  in  no  case  lead 
to  the  main  floor  of  the  theatre,  and  tl^  gallery  shall  be  provided 
with  a  stairway  or  stairways  eouipped  with  handrails  on  both  sides. 
Stairways  over  7  feet  wide  shall  be  provided  with  centre  handrails. 
T^e  risers  of  the»  stairways  shall  not  exceed  7Ji  inches,  and  the 
treads,  excluding  nosings,  shall  not  be  less  than  9}^  inches;  There 
shall  be  no  circular  or  winding  stairways.  The  total  width  of  the 
stairways  shall  not  be  less  than  8  feet  in  the  clear  wh^re  the  gallery 
accommodates  150  people;  for  every  50  people  lass  than  150,  accom- 
modated by  the  gallery,  said  width  may  be  reduced  1  foot.  Stair- 
ways shall  be  constructed  of  fireproof  material,  and  §uch  material 
and  the  bearing  capacity  of  such  stairways  shall  be  approved  by  the 
bureau  of  buildings. 

4.  Gradients,  To  overcome  any  differraioe  of  level  between  corri- 
dors, lobbies  and  aisles  in  a  theatre,  gradients  of  not  over  1  foot  in 
10  feet,  or  steps  having  a  rise  not  over  8  inches  and  a  width  of  not 
less  than  10  inches  shall  be  used. 

5.  WoUs.  If  the  walls  of  the  theatre  contain  wooden  studs  they 
shall  be  covered  either  with  expanded  metal  lath  or  wire  mesh  and 
plastered  with  3  coats  of  first  class  plaster,  or  with  metal  on  )4  inch 
plaster  boards,  and  all  joints  shall  be  properly  filled  with  mortar. 

§  503.  Means  of  egress,  1.  Aisles, — ^AU  aisles  in  a  motion-picture 
theatre  or  in  a  gallery  th^eof  must  be  at  least  3  feet  in  the  clear. 

2.  Chair  space.  All  chairs  in  such  a  theatre,  except  those  con- 
tained in  the  boxes,  must  not  be  less  than  32  inches  from  back  tp 
back  and  must  be  firmly  secured  to  the  floor;  no  seat  shall  have 
more  than  7  seats  intervening  between  it  and  an  aisle,  and  the  space 
occupied  by  each  person  shall  be  separated  from  the  adjoining  space 
by  means  of  an  arm  or  other  suitable  device. 
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3.  Exits,  A  building  to  be  wected  or  to  be  altered  for  use  as  a 
motion-picture  theatre  must  be  provided,  on  the  main  flooi  thereof, 
with  at  least  2  separate  exits,  one  of  which  diall  be  in  front  and  the 
other  in  the  rear  of  the  structure  and  both  leading  to  unobstructed 
outlets  to  the  street.  Where  the  inain  floor  of  the  theatre  accom- 
modates more  than  300  people,  there  shall  be  at  least  3  such  exits, 
the  aggregate  width  in  feet  of  which  shall  not  be  less  than  one- 
twentieth  of  the  number  of  pei^ns  to  be  accommodated  therein, 
No  exit  shall  be  less  than  5  feet  in  width,  an<f  there  shall  be  a  main 
exit,  not  less  than  10  feet  in  total  width.  AH  exit  doors  must  be 
fireproof  and  made  to  open  outwardly,  and  be  so  arranged  as  not  to 
obstruct  the  required  width  of  exit  or  court  when  opened.  AH  doors 
leading  to  fire  escapes  must  be  not  less  than  40  inches  wide  in  the 
clear,  and  i^iaU  be  located  at  the  opposite  side  or  end  of  the  ^edlery 
from  other  exit  doors. 

4.  ExU-paasageway  to  street.  In  any  such  building,  tf  an  imob- 
structed  exit  to  a  street  cannot  be  provided  at  the  rear  thereof  as 
herein  specified,  either  an  open  court  or  a  fireproof  passageway  or 
corridor  must  be  provided,  extending  from  the  rear  exit  to  the  street 
front  at  least  4  feet  in  the  clear  for  theatres  accommodating  100 
persons  dr  less;  the  width  to  be  increased  8  inches  for  every  additional 
100  persons  to  be  accommodated.  Sudh  passageway  or  corridor 
must  be  constructed  of  fireproof  material  and  be  at  least  10  feet 
hi^  in  the  clear.  The  walls  forming  such  passageway  or  corridor 
must  be  at  least  8  inches  thick,  and  shall  be  constructed  of  brick  or 
other  approved  fireproof  material.  If  there  be  a  basement,  the  waU 
on  the  auditorium  side  should  either  run  1  foot  below  the  cellar 
bottom,  ot  may  be  carried  in  the  cellar  on  iron  columns  and  girders 
below  the  cellar  bottom,  or  on  iron  columns  or  girders  properly 
fireproofed,  according  to  §  360  of  this  chapter.  The  ceiling  of  sucn 
passageway  must  be  constructed  as  required  by  §  352  6f  this  chapter. 
If  unobstructed  rear  exits  or  exits  to  a  street  are  provided,  they  must 
be  of  the  same  total  width  required  for  the  court,  passageway  or 
corridor  above  mentioned.  The  level  of  the  open  court  or  passage- 
way at  the  front  of  the  building  shall  not  be  greater  than  1  step  above 
the  level  of  the  sidewalk  j  and  the  grade  shall  not  be  more  than  1 
foot  in  10,  with  no  perpendicular  risers. 

5.  Fire  escapes.  Ualleriee  must  also  be  provided  with  at  least 
one  line  of  fire  escapes  leading  to  an  open  court,  fireproof  passage 
or  street  without  re-entering  the  same  or  any  other  building.  If  the 
fire  escape  leads  to  a  point  in  the  court  nearer  the  street  than  any 
exit,  there  must  be  a  widt^  of  not  less  than  4  feet  in  the  clear  b^ 
tween  the  oiiter  edge  of  the  fire  escape  and  the  outer  wall  of  the  court. 
All  fire  escapes  must  have  balconies,  not  less  than  3  feet  4  inches  in 
width  in  the  clear,  and  not  less  than  4  feet  6  inches  long  and  from 
said  baleonies  there  shall  be  staircases  extending  to  the  ground  level, 
with  a  rise  of  not  over  7Ji  inches  and  a  step  of  not  tess  than  OJ^ 
indies,  and  l^e  width  of  the  stairs  must  not  be  less  than  3  feet  4 
inches.  [Original  misprfart  rearranged  by  editor  to  conform  to  C.  O. 
§  362  D,  suboTi,  5,  from  which  this  section  is  taken.] 

§604.  Boc^  Jor  projeeting-machine  and  film. — ^Apparatus  for 
projecting  motion-pictures  shaU  be  contained  in  a  fireproof  booth 
or'endosure  constructed  ad  required  by  law.    The  booth  in  which 
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the  picture  m^hine  is  operated  shall  be  provided  with  an  opening 
in  its  roof,  or  in  the  upper  part  of  it&  side  walls,  leading  to  the  out- 
door air,  and  with  a  vent  nue,  which  shall  have  a  minimum  cross 
sectional  area  of  50  square  inches  and  shall  be  fireproof.  When 
the  booth  is  in  use,  there  shall  be  a  constant  current  of  air  passing 
outward  through  said  openingor  vent  flue,  at  the  rate  of  not  1^  than 
30  cubic  feet  per  minute.  The  requirements  of  this  section  shall 
apply  to  portable  booths  and  booths  in  open-air  theatres,  as  well  as 
to  moticm-picture  theatres. 

§  505.  Avplication  to  existing  theatres. — ^AU  the  provisions  of  this 
article  shall  apply  to  existing  places  of  entertainment  where  mol4on 
pictures  are  exhibited  under  common  show  licenses,  in  case  the 
seating  capacity  be  increased;  and,  in  case  the  seating  capacity  be 
not  increased,  all  the  provisions  of  this  article  shfdl  apply,  except 
the  provisions  of  §§  500,  501 ;  subdivisions  1,  3  and  5  of  §  502  and 
subdivisions  3,  4  and  5  of  §  503,  but  tlie  commissioner  of  licenses 
shall  have  power  in  his  discretion  to  enforce  the  provisbns  of  sub- 
divisions 3  and  4  of  §  503,  relating  to  exits  and  courts. 

An  existing  p)lace  of  entertainment  seating  300  peraons  or  less, 
where  motion  pictures  are  exhibited  in  conjunction  with  any  other 
form  of  entertainment^  must  comply,  b^ore  a  reissuance  of  its 
license,  with  the  provisions  of  article  25  of  this  chapter,  rdatine  to 
theatres  seating  more  than  300  persons.  But,  if  sudi  existing  place 
of  entertainment  shall  discontinue  all  other  form  of  entertainment 
except  the  exhibition  of  motion  pictures,  it  may  be  licensed  in  ao- 
cordance  with  the  provisions  of  first  paragraph  of  tliis  section.  (As 
amend.  June  22,  1915.) 

5506.  Open-^dr  motion-pictwre  theatres. — ^The  seating  capacity  of 
each  open-air  motion-picture  theatre,  as  defined  in  S  30  of  chapter  3 
of  this  ordinance,  shall  be  such  as  shall  be  prescribed  by  the  coinmis> 
sioner  of  licenses.  All  such  theatres  shall  conform  to  the  following 
requirements: 

1.  Aisles.  The  number  and  width  of  fdl  aisles  shall  be  as  pre- 
scribed by  the  superintendent  of  buildings,  but  no  aisle  shall  be  less 
than  4  feet  wide: 

2.  Exits.  At  least  2  separate  exits,  r^note  from  each  other, 
shall  be  provided,  and  no  exit  shall  be  less  than  5  feet  in  width: 
for  every  25  persons  to  be  accommodated  in  excess  of  300,  the  total 
width  of  exits  shall  be  increased  1  foot.  All  exits  must  be  indicated 
by  signs  and  red  lights,  and  doors  must  open  outwardly; 

3.  Seats.  Seats  must  be  stationary,  with  backs  32  inches  apart, 
and  so  arranged  that  no  seat  shall  have  more  than  7  seats  intervening 
between  it  and  the  aisle.  Chairs  must  be  either  securely  fastened 
to  a  wood  or  concrete  floor,  or  all  chairs  in  a  row  must  be  fastened 
together,  and  at  least  4  rows  must  be  securely  fastened  to  1  frame: 
exc^t  that,  where  refreshments  are  served,  tables  and  unattachea 
chairs  or  benches  used  with  them  may  be  permitted; 

4.  Floors.  The  floor  must  be  constructed  ^ther  of  wood,  with 
sleepers^  or  concrete;  it  must  extend  at  least  5  feet  from  the  seats 
on  all  sides;  provided,  however,  that,  in  the  discretion  of  the  com- 
missioner of  licenses,  a  gravel  floor  may  be  substituted  for  wood  or 
concrete. 

In  addition  to  the  foregoing  requirements,  the  proviiions  of  sub- 
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diidsioQs  2  and  4  of  (  502,  and  S  504  of  this  article  shall  apply  to  all 
open-air  motion-picture  theatres.  ' 

The  sections  in  this  article  were  taken  from  section  352  C.  O.  as 
amended. 

ARTICLE  25 

THBATBBB  AND  QTHBB  PLA.CBS  OF  AMUSBIOBNT 

Sec^520.  Application  of  article. 

521.  Buildings  must  be  approved. 

522.  Auditorium  walls. 

523.  Dreosing  rooms. 

524.  Fire  extinguishing  appliances. 

525.  Heating  plant. 

526.  Lights. 

527.  Means  of  egress. 

528.  Partitions  and  walls. 

529.  Pposoenium  construction. 

530.  Protective  curtain. 
581.  Roof  of  auditorium. 

532.  Seats. 

533.  Stage. 

534.  Miscellaneous  requirements. 

535.  Storage  rooms;  workshops. 

536.  Use  and  oqoupancy. 

537.  Jurisdiction  of  fire  commissioner. 

538.  Saving  dause. 

See  Arts.  23  and  24,  ante;  ch.  3,  Atnimetnents  and  Exhibitions;  ch.  12,  Art.  2,  Fire 
Prevention.  Practically  tlus  entire  article  was  taken  from  §  100  of  the  Building 
Code  with  changes. 

• 

Sec.  5^.  Applicaiion  of  article, — ^Every  theatre  or  opera  house  or 
other  building  intended  to  be  used  for  theatrical  or  opcaratio  purposes, 
or  lor  public  entertainment  of  any  kind,  hereafter  erected  for  the  ao- 
oonmodation  of  more  than  300  persons;  shall  be  built  to  comply  with? 
the  ^equitements  of  this  article.  No  building  which,  at  the  time  of  the 
passage  of  this  ordinance  is  not  in  actual  use  for  theatrical  or  operatic 
purposes,  and  no  building  hereafter  erected  not  in  conformity  with  the 
requirements  of  this  section,  shall  be  used  for  theatrical  or  operatic 

Eurposes,  or  for  public  entertainments  of  any  kind,  until  the  same  shaU 
ave  be^  made  to  conform  to  t^e  requirements  of  this  article. 
(621.  Buildings  must  he  approved.  No  building  described  in  the 
preceding  section  of  this  article  shall  be  opened  to  the  public  for  theatii- 
cal  or  operatic  purposes^  or  for  public  entertainments  of  any  kind,  until 
the  fire  conmussioner  and  the  superintendent  of  buildings  shall  have 
approved  the  same  in  writing  as  conforming  to  l^e  requirements  of  this 
article.  Any  such  building  in  which  departure  from  the  provisions  of 
this  article  has  been  made  imder  an  approval  of  the  superintendent  of 
buildings  or  the  board  of  exuniners,  and  which  has,  previous  to  May  1st, 
1016,  been,  approved  for  use  by  the  fire  commissioner  and  the  superin- 
tendent of  bujldingBt  may  be  approved  as  conforming  to  the  require- 
ments of  this  article,  so  long  as  it  is  deemed  reasonably  safe  by  the  fire 
commissioner  and  the  superintendent  of  buildings,  provided,  however, 
that  a  building  as  to  which  the  Courts  have  held  that  a  permit  for  its 
alteration  or  reconstruction  is  void,  shall  not  be  approved. 
Adopted  January  1,  1917.    Approved  January  6,  1917. 

{  522.  Auditorium  walls. — ^Interior  walls  built  of  firoproofing  materials 
shall  separate  the  auditorium  from  the  entrance  vestibule,  and  from 
any  iV>om  or  rooms  over  the  same,  also  from  lobbies,  corridors,  refresh* 
meni  <!»r  ofhtt  roMUs, 
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§  5123.  Dressing  rooms. — ^Dressin^  rooms  may  be  placed  in  thfe  fl^ 
galleries,  provided  tjiat  proper  exits  are  secured  therefrom  to  the 
nre  escapes  in  the  open  courts,  and  that  the  partitions  ai^d  other 
matters  pertaining  to  dressing  rooms  shall  conform  to  the  require- 
ments herein  contained,  but  the  stairs  leading  to  the  same  shaU  be 
fireproof.  All  dressing  rooms  shall  have  an  independent  exit  leading 
directly  into  a  court  or  street,  and  shall  be  ventilated  by  windows  in 
the  external  walls;  and  no  dressing  room  shall  be  below  the  street 
level.  All  windows  shall  be  arrantged  to  op^i,  and  none  <rf  t^e  win- 
dows in  outside  walls  shall  have  fixed  sashes,  iron  grills  or  bars. 

§  524.  Fire-Extinguishing  appliances* — In  ev^ry  boilding  described 
in.§  520  of  this  article  there  shall  be  provided: 

1.  Hose.  A  proper  and  suflScient  quantity  of  214  iiich  hose,  not 
less  than  100  feet  in  length,  fitted  with  the  regulation  couplings 
of  the  fire  departm.ent  and  with  nozzles  attached  thereto,  and  with 
hose  spanners  at  each  outlet,  shall  always  be  kept  attached  to  each 
hose  attachment  as  the  fire  commissioner  may  direct.  •     ^ 

2.  Sprinkler  system.  A  separate  and  distinct  systeim  of  automatic 
sprinklers,  with  fusible  plugs,  approved  by  the  superintendent  of 
buildings,  supplied  with  water  from  a  tank  located  on  the  roof 
over  the  stage  and  not  connected  in  any  manner  with  the  standpipes, 
shall  be  placed  at  each  side  of  the  proscenium  opening  ai^d  on  the 
ceiling  or  roof  over  the  stage  at  such  intervals  as  will  protect  every 
square  foot  of  stage  surface  when  said  sprinkles  are  in  operation. 
Automatic  sprinklers  shall  also  be  placed,  wherever  praeticable, 
lb'  the  dressing  rooms  under  the  stage  and  in  the  carpenter  i^op, 
paint  rooms,  store  rooms  and  jiroperty  roona. 

3.  Standpip^,  Standpipes  4  mdies  m  diameter  shall  be  provided 
with  hose  attachments  on  every  floor  and  gallery  as  f qUowp,  namc^ : 
One  on  each  side  of  the  auditorium  in  each  tier,  also  on  ea^h  side 
of  the  stage  in  each  tier,  and  at  least  one  in  the  property  room  and 
onfe  in  the  carpenter's  shop,  if  the  same  be  contiguous  to  thfe  building. 
All  such  stanapipes  sh$Jl  be  kept  clear  frona  obstruction.  Said  stand- 
pipes  shall  be  separate  and  distinct,  receiving  their  supply  of  water 
direct  from  the  power  pump  or  pumps,  and  shall  be  fitted  with  the 
regulation  couplmgs  of  the  fire  department,  and  shall  be  k^t  ooih 
stantly  filled  with  water  by  means  of  an  automatic  power  pump 
or  pumps,  of  sufficient  capacity  to  supply  all  the  lines  of  hose  when 
operate  simultaneously,  and  said  pump  or  pumps  shall  be  supplied 
from  the  street  main  ^Jd  be  readv  for  hmiiediate  use  at  aU  tunes 
during  any  performance  in  said  building.  In  addition  to  the  require- 
ments contained  in  this  section,  the  standpipes  shall  also  conform 
to  the  requirements  contained  in  §  581  of  this  chapter. 

4.  MisceUaneoits,  There  shall  also  be  kept  in  readiness  lor  imme* 
diate  Use  on  the  stage,  at  least  4  casks  full  of  wat^,  and  2  buckets  tot 
e9,ch  cask.  I^aid  casks  and  buckets  shall  be  painted  red.  There  shall 
aipp  be  provided  hand  pumps  or  other  portable  fire  extinguishing-, 
apparatus  and  at  least  4  axes  and  2  25-ioot  hooks,  2  15-foot  hooks,^ 
and  2  10-foot  hooks  on  each  tier  or  floor  of  the  stage. 

$  525,  Beating  plant. — Every  steam  boiler  which  may  be  required, 
for  heating  or  other  purposes  shall  be  located  outside  of  the  buuding. 
The  (^ace  allotted  ip  the  same  shall  be  inclosed  by  waljbs  of  maaoniy 
on  all  ^des,  and  the  ceiling  of  such  space  shall  be  qc^^ii^eted  <it 
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figqaoof  materials.*  All  doorways  in  the  walls  of  bmler-rooms  8h$I] 
Jiave  firepix»of  doors.  No  floor  register  for  heating  shall  be  permitted. 
No  ooil  or  radiator  shall  be  placed  in  any  aisle  or  passageway  used 
as  an  ^t,  but  all  said  coils  and  radiators  shall  be  placed  in  recesses 
foimed  in  the  wall  or  partition  to  receive  the  same.  All  supply, 
letum  or  exhaust  p^ies  shall  be  properly  incased  and  protected  where 
passing  throu^  fbors  or  near  woodwork. 

f  5^.  Ligma.  1.  Adequacy. — ^Every  portion  of  the  building  de- 
voted to  the  uses  or  accommodation  of  the  publiC)  also  all  outlets 
leading  to  the  streets  and  including  the  open  courts  or  corridorS)  shall 
be  wdl  and  properly  lighted  during  every  performaoice)  and  the  same 
shall  remain  lighted  until  the  enture  audience  has  kft  the  premises. 
When  interior  gas  lights  are  not  lighted  by  electridtv  other  suitable 
ai^liances,  to  be  approved  by  the  superintendent  oi  buildings  ^aH 
be  i»ovided. 

2.  Corridora  and  pasaagewaya*  All  gas  or  eieetrio  Hghts  in  the 
balls,  corridors,  lobby  or  any  other  part  of  said  buildings  used  by  the 
Midienoe,  except  tiie  auditorium,  must  be  controlled  By  a  separatie 
fldMit-ofif,  located  in  the  lobby  and  controlled  only  in  that  particular 
place. 

3.  Fireproofing.  No  gas  or  electric  light  shall  be  inserted  in  the 
walls,  wood¥r(N?k,  ceilings,  or  in  aUy  part  of  the  building,  unless  pre- 
lected by  fire|»oof  materials. 

4u  Qaa  conneclwna.  Gas  mains  supplying  the  building  shall  have 
kidepeiideQt  connections  for  the  auditorium  and  the  stage,  and  pro- 
viaioQ  shall  be  made  for  shutting  ofP  the  gas  from  the  outside  of  the 
building. 

5.  Nettbiffa,  AH  susjiended  or  bracket  lights  surrounded  by  glass 
In  the  audUcNrium,  or  in  any^  pvt  of  the  Duilding  devoted  to  the 
public,  shall  be  provided  with  proper  wire  netting  underneath.  All 
fights  in  passages  and  corridors  in  said  buildings,  wherever  deemed 
neeessaiy  by  the  sup^intendent  of  buildings,  shall  be  protected 
with  proper  wire  network. 

6.  Slage  Hghta.  All  stage  lights  diall  have  strong  metal  wire 
guards  or  screens,  not  less  than  10  inches  in  diameter,  so  constructed 
that  any  material  in  contact  therewith  shall  be  out  of  reach  of  the 
flames  of  said  stage  lights,  and  must  be  soldered  to  the  fixture  in  all 
biases.  The  footlights,  in  additicm  to  the  wire  network,  shall  be  pro- 
tected with  a  strong  wire  ^uard  and  chain,  placed  not  less  than  2 
leei  distant  from  said  footlights,  and  the  trot^  oonteuning  them  shall 
be  formed  of  and  surrounded  by  fireproof  materials.  AU  border 
lights  shall  be  constructed  according  to  the  best  known  methods* 
subject  to  ihB  approval  of  the  superintendent  of  buildings,  and  shall 
be  suspended  for  10  feet  by  wire  rope. 

7.  VemtUatara*  All  duets  or  shafts  used  for  conducting  heated  air 
from  the  main  chandelier^  or  from  any  other  light  or  lights,  shall  be 
oonotruoted  of  metal  and  made  double,  with  an  air  space  between: 

S  527.  Meam  of  egreaa.  1.  ExUa  to  atrteta. — Every  theatre  ao- 
eommodating  300  persons  AsXL  have  at  least  two  exits;  when  ac- 
commodating 500  persons,  at  least  three  such  exits  shall  be  provided; 
these  exits  not  relerring  to  or  inchidine  the  exits  to  the  open  court 
at  the  side  of  the  theatre.  Every  su(£  building  shall  have  one  of 
moie  fronts  on  the  streets,  and  in  such  fronts  there  shall  be  suitable 
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means  <^  eatrsance  and  exit  for  the  audienee,  aggregating  not  lA 
than  25  feet  in  width.  The  entrance  of  Uie  main  front  <^  the  buildml; 
shall  be  not  on  a  higher  level  from  the  sidewalk  than  four  steps, 
imleas  approved  by  the  superintendent  of  buildings.  E^aeh  exit 
shall  be  at  least  five  feet  in  width  in  the  clear  and  provided  with 
doors  of  iron  or  wood;  if  of  wood,  the  doors  shall  be  constructed  as 
hereinbefore  prescribed  in  this  chapter.  All  of  said  doors  shall  opi^ 
outwardly,  and  shall  be  fastened  with  movable  bolts,  the  bolts  to  be 
kept  drawn  during  performances. 

2.  Exits  to  courts.  In  addition  to  the  aforesaid  entrances  and 
exits  on  the  street,  there  shall  be  reserved  f qr  service  in  case  of  an 
emergency  an  open  court  or  space  on  each  side  of  the  audiUnium  not 
bordering  on  a  street.  The  unobstructed,  dear  width  of  every  su<^ 
^>^  coiu*t  or  space  shall  be  not  less  than  8  feet  where  the  total 
number  of  persons  to  be  accommodated  in  the  auditorium  is  not 
over  700,  increasing  proportionately  in  width  above  8  feet  in  the 
ratio  of  1  foot  for  every  500  persons  above  700  to  be  acoommodateil. 
Every  such  open  court  or  space  from  each  and  every  exit  required 
to  lead  thereto,  to  a  street  or  open  public  space  and  opening  thereon 
either  directly  or  through  a  corridor  or  passageway  of  fireproof 
construction  not  less  than  10  feet  high  in  the  clear,  havmg  an  unob- 
structed clear  width  equal  to  that  requested  for  the  open  court  or 
space  and  separated  completely  by  solid  walls,  floors  and  odiings 
from  the  building  6r  structure  through  which  it  passes,  provided 
tjhat  no  such  corridor  or  passageway  shall  pass  under  any  poorti^ai 
of  the  auditorium  or  stage.  From  me  auditorium  opening  into  the 
said  open  courts  or  on  a  street,  there  shall  be  not  less  than  two  exits 
on  each  ode  in  each  tier  from  including  the  parquet  and  each  gal- 
lery. The  said  open  courts,  spaces,  corridors  and  passagew&ys  dbafl 
not  be  used  for  storage  purposes,  or  for  any  purposes  whatsoever, 
exc^t  for  exit  and  entrance  from  and  to  the  auditorium  and  stage, 
and  must  be  kept  free  and  clear  during  performances.  Any  open 
court  or  space  may  be  used  in  common  for  two  or  more  auditoriums, 
provided  the  unobstructed,  clear  width  of  sudi  open  court  or  space 
IS  eoual  to  that  required  for  the  total  munb^  of  persons  to  be  aoconv- 
moaiated  in  all  the  auditoriums  opening  on  the  same.  (Amend.  Ord. 
app.  Aug.  8,  1916.) 

3.  Doorways  of  exits.  Doorways  of  exit  or  entrance  for  the  use 
of  the  public  shall  be  not  less  than  5  feet  in  width,  and  for  every  addi- 
tional 100  persons  or  portions  thereof  to  be  acconmiodated,  in  «xceai 
of  500,  an  aggregate  of  20  inches  additional  exit  width  must  be 
allowed.  All  ooors  of  exit  or  entrance  shall  open  outwardly  and  be 
hung  to  swing  in.  such  a  manner  as  not  to  bec(»ne  an  obstruction  in 
a  passage  or  corridor,  and  no  such  doors  shall  be  dosed  and  locked 
during  3ny  representation,  or  when  the  building  is  open  to  the  public. 

4.  Foyers f  Xohbies  aind  dorrMfors.-^The  aggregate  capadl^  of  tJie 
foyers,  lobbies,  corridors,  passages  and  rooms  for  tiie  use  of  the  au- 
dience, not  induding  toilet  rooms  or  aisle  space  between  seats,  shail, 
on  each  floor  or  gallery  be  suffident  to  contain  the  entire  number  to 
be  accommodated  on  ssdd  floor  or  gallery  in  the  ratio  of  150  square 
feet  of  clear  floor  space  for  every  one  hundred  persons.  The  level  of 
•aid  corridors  at  the  front  entrance  to  the  buikiing  &dialll)e  not  greater 
than,  one  step  above  the  levd  <^  tiie  sidewalk  where  th^  wffk  at 
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the  street  entrance.  Duriog  the  performance  the  doors  or  gates  in 
the  corridors  shaJI  be  kept  open  by  proper  fastenings;  at  other  times 
they  may  be  cloeed  and  fastened  by  movable  bolts.  (Amend.  Aiig.'S, 
1916.) 

5.  Aisles.  'AU  aisles  on  the  rfflpective  floors  of  the  auditorium 
diall  be  not  less  than  three  feet  wide  where  they  befi^,  and  shall  be 
increased  in  width  toward  the  exit  in  a  ratio  of  1 1-2  inches  to  5  run- 
ning feet.  Where  exits,  corridors,  passages  or  cross-over  aisl^  are 
provided  at  both  ends  of  any  aiale,  the  said  aisle  shall  be  uniform 
in  width  and  not  less  than  the  average  width  obtained  by  increasing 
the  width  of  the  aisle  from  the  starting  point  to  the  end  as  hereinbe- 
fore prescribed,    (Amaid,  Ord.  app,  Aug.  8,  1918.) 

6.  Graiienta.  Gradients  or  inclined  planes  shall  be  employed 
instead  of  steps  where  possible  to  overcome  slidit  difference  of  level 
in  or  between  aisles,  corridors  and  passages.  To  overcome  any  dif- 
ference of  level  in  and  between  courts,  corridors,  lobbies,  passages 
and  aisles,  gradients  shall  be  employed  of  not  over  1  foot  m  12  feet, 
irith  no  perpendicular  risers,  except  that  in  aisles  runs  of  not  more 
than  10  feet  in  length  may  be  one  in  eight.  (Amemled  by  Ord.  app. 
Aug.  8,  1916.) 

7.  Gallery  exits.    Distinct  and  separate  places  of  exit  and  entrance 

shall  be  provided  for  each  gallery  above  the  first.    A  c ' — 

of  eidt  and  entrance  may  serve  for  the  main  9oor  of  tl 

aitd  the  first  gallery,  provided  its  capacity  be  equal  to 
capacity  of  the  outlets  from  the  main  floor  and  the  saic 
pasaaffe  leading  to  any  stairway  communicating  with  at 
exit  shall  be  less  than  4  feet  in  width  in  any  paxt  there 
auditorium  opening  into  the  said  open  courts  or  on  tl 
there  shall  be  not  less  than  2  exits  on  each  side  in  each 
including  the  parquet  and  each  and  every  gallery. 

8.  Slaircasee  to  galleries.  Where  the  seating  capacity  is  for  more 
than  1,000  people,  there  shall  be  at  least  2  independent  staircases, 
with  direct  exterior  outlets,  provided  for  each  gallery  in  the  au- 
ditorium, where  there  are  not  more  than  2  galleries,  and  the  same 
shall  be  located  on  opposite  sides  of  said  galleries.  Where  there 
are  more  than  2  galleries,  1  or  more  additional  staircases  shall  be 
provided,  the  outlets  from  which  shall  communicate  directly  with 
the  principal  exit  or  other  exterior  outlets.  All  such  staircases 
shall  be  of  width  proportionate  to  the  seating  capacity  as  elsewhere 
ho^n  prescribed.  Where  the  seating  capacity  is  for  1,000  people, 
or  less,  2  direct  Hues  of  staircases  only  shall  be  required,  located  on 
opposite  sides  of  the  galleries,  and  in  both  cases  shall  extend  from  the 
siaewalk  level  to  the  upper  gallery,  with  outlets  from  each  gallery 
to  each  of  said  staircase.B.  All  inside  stairways  leading  to  the  upper 
^dleries  of  the  auditorium  shall  be  inclosed  on  both  sides  with  walls 
of  fireproof  materi^s.  Stairs  leading  to  the  first  or  lower  gallery 
may  be  left  open  on  one  side,  in  which  case  they  shall  be  constructed 
as  herein  provided  for  similar  stairs  leading  from  the  entrance  hall 
to  the  mam  fioor  of  the  auditorium.  But  in  no  case  shall  stairs  lead- 
ing to  any  gallery  be  left  open  on  both  sides.  No  door  shall  open 
immediatdy  upon  a  flight  ot  stairs,  but  a  landi:^  at  least  the  width 
^  the  door  shall  be  provided  between  such  stairs  and  such  door. 

9.  Slage  limrcases.    At  least  2  independent  staircases,  with  direct 
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provided  fSr  the  service  of  ihe  lUga 
jposite  Bides  of  the  same. 
Ks  For  the  use  of  the  audience  afaaQ  be 

or  of  fireproof  materiala  approved  by 
iRB,  in  the  stories  throuf^li  which  th^ 
d  staircases  from  each  tier  shall  be  « 
le.  All  ataira  within  the  building  sh&If 
mterial  throughout.  Stain  fnun  bal- 
t  comraunicate  witli  the  baSHne&t  or 
treads  of  umform  width  and  rigeiB  of 
a  each  flight.  Stairways  serviog'  for 
at  least  4  feet  wide  between  railingic  ev 

additional  50  people  to  be  accomHio^ 

to  their  width.  The  width  of  all  staBW 
r  between  hand  rails.  In  no.caae  sh^ 
id  7)^  inches  in  height,  nor  shall  the 
e  less  than  10!^  inches  wide  in  straight 
\g  stairs  for  the  use  of  the  public  shall 
t  stairs  return  directly  on  themselves, 
3oth  flights,  without  any  steps,  shall  be 
landings  ^lall  be  curved  to  a  radius  of 
I  square  angles.  Stairs  turning  at  an 
,ndmg  without  winders  introduced  at' 
ide  flights  connect  with  one  raain  flight, 
led,  and  the  width  of  the  main  flight 
e  ^gre^te  width  of  the  fflde  fl^ta, 
andii^  introduced  at  conveniellt  dis- 

^^.  ^.^^-^g  ._._  ,„.„.  All  inclosed  sturcases  shall  have,  on 
both  sides,  strong  hand  rails  firmly  secured  to  the  wall  about  3  itU^M* 
distant  therd'rom  and  about  3  feet  above  the  stairs,  but  said  fafltMl 
rails  shall  not  run  on  level  platforms  and  landings  where  tbe  sanw 
is  more  in  length  than  the  width  of  the  stairs.  All  staircases  8  fee£ 
and  over  ia  width  shali  be  provided  with  a  centre  hand  rail  of  metal, 
not  less  than  2  inches  in  diameter,  placed  at  a  he^ht  of  about  3  feet 
above  the  centre  of  the  treads,  and  supported  on  wrouRht  metal 
or  brass  standards  of  sufficient  strength,  placed  not  nearer  than  four 
feet  nor  more  than  6  feet  apart,  and  securely  bolted  to  the  treads 
or  risers  of  stairs,  or  both,  and  at  the  head  of  each  flight  of  stairs^ 
on  each  landing,  the  post  or  standard  shall  be  at  least  6  feet  in  height, 
to  which  the  rail  shall  be  secured. 

12.  Fire  escapes.  There  shall  be  balconies  not  less  than  6  feet 
in  width  in  the  said  open  court  or  courts  at  each  level  or  tier  above 
the  parquet,  on  each  side  of  the  auditorium,  of  sufficient  length 
lo  embrace  the  2  exits,  and  from  said  balconies  there  shall  be  stair- 
cases extending  to  the  ground  level,  with  a  rise  of  not  over  8  H  inches 
^  A  Step  and  not  less  than  9  inches  tread,  exclusive  of  the  nosing. 
The  staircase  from  the  upper  balcony  to  the  next  below  shall  be  not 
I^  th^q  4S  Inches  in  width  clear,  and  from  the  first  balcony  to  the 
ground  4  feet  in  width  in  the  clear  where  the  seating  capacity  of  tho 
auditorium  is  for  1,000  people  or  less,  4  feet  six  inches  in  the  dear 
whe^  above  1,000  and  not  more  than  1,800  people,  and  5  feet  in 
(h^  cle^r  where  abpy^  1,800  people  Mid  not  more  thui  2,^Q0  people^ 
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and  BOt  over  5  feet  6  inohee  in  the  clear  where  above  2,500  pe(^le. 
All  the  b^ore  mentioned  balconies  and  staircases  shall  be  constructed 
of  iron  throughout,  including  the  floors,  and  of  ample  strength  to 
sustain  the  load  to  be  carried  by  them,  and  they  shall  be  covered 
with  a  metal  hood  or  awning,  to  be  constructed  in  such  manner  as 
shall  be  approved  by  the  superintendent  of  bviildings.  Where  one 
s^e  of  the  .building  borders  on  the  street,  there  shaQ  be  balconies 
and  staircases  of  like  cc^adty  and  kind,  as  before  mentioned,  carried 
to  the  nx)und. 

13.  Diagram  of  exits,  A  diagram  or  plan  of  each  tier,  gallery  or 
floor,  showing  distinctly  the  exits  therefrom^  each  occupying  a  space 
not  less  than  15  square  inches,  shall  be  pnnted  in  blao^  Unes  in  a 
legible  manner  on  the  programme  of  the  performance.  Every  exit 
shall  have  ova:  the  same  on  the  inside  the  word  ^'Exit''  painted  in 
l^ble  lett^^  not  less  than  8  inches  high. 

$528.  Partitions  and  walls, — ^The  partitions  in  that  portion  of 
the  building  which  contains  the  auditorium,  t^e  entraQce  and  vesti- 
bule and  every  room  and  passage  devoted  to  the  use  of  the  audience 
diaU  be  constructed  of  fireproof  materials  includhig  the  furring  of 
outside  or  other  walls.  The  walls  separating  the  actors'  drawing 
rooms  from  the  stage  and  the  partitions  dividmg  the  dressing  rooms, 
together  with  the  partitions  of  every  passageway  from  the  same  to 
the  stage,  and  all  other  partitions  on  or  about  the  stage,  shall  be 
oonstructed  of  fireproof  material  approved  by  the  superintendent 
id  buildings.   All  doors  in  any  of  said  partitions  shall  be  fireproof. 

§  529.  Proscenium  construction. — ^A  fire  wall,  built  of  brick,  shall 
s^mrate  the  auditorium  from  the  stage.  The  same  shall  extend  at 
least  4  feet  above  the  stage  roof,  or  the  auditorium  roof,  if  the  latter 
be  the  higher,  and  shall  be  coped.  Above  the  prosoenium  opening: 
there  ebeSi  be  an  iron  girder  of  sufficient  strength  to  safely  support 
the  load  above,  and  the  same  shall  be  covered  with  fireproof  ma- 
terials to  protect  it  from  the  heat.  Should  there  be  constructed  an 
orchestra  over  the  stage^  above  the  |»roscenium  opening,  the  said 
or^estra  shall  be  placed  on  the  auditorium  side  of  the  proscenium 
fire  waU,  and  shall  be  entered  only  from  the  auditorium  side  of  said 
wall.  The  molded  frame  around  the  t>ro6cauum  (Opening  shall  be 
formed  enlard:^  of  fir^roof  materials;  if  metal  be  used,  the  metal 
abaJH  be  filled  in  solid  with  non-combustible  material  and  securelv 
anchored  to  the  wall  with  iron.  No  doorway  or  (H)ening  throuc^ 
the  proscenium  wall,  frbm  the  auditorium,  shall  be  allowed  above 
the  level  of  the  first  floor,  and  such  fir^t  floor  openings  shall  have 
fireproof  doors  on  each  face  of  the  wall,  and  the  cbors  Sball  be  hung 
8o  as  to  be.  opened  from  either  side  at  all  times. 

I  j530.  Protective  curtain. — ^The  proscenium  opening  shall  be  pro- 
▼ioed  with  a  fireproof  metal  curtain,  or  a  curtain  of  absestos  or  other 
fireproof  material  approved  by  the  superintend^it  of  bidldings, 
siimiig  at  each  end  within  iron  grooves,  securely  fastened  to  the 
briek  waU  and  extending  into  such  grooves  to  a  depth  of  not  less 
than  6  inches  on  each  side  of  the  opening.  The  proscenium  curtains 
shall  be  pliMped  at  least  3  feet  distant  from  the  footlights,  at  the  near- 
est point.  Said  fireproof  curtain  shall  be  raised  at  the  ccHnm^icement 
<d  each  performance  and  lowered  at  the  close  thereof,  and  be  operated 
iiy  npjpiroYed  madiinery  for  that  purpose. 


■J 
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§  531.  Roof  of  auditorium. — ^The  roof  over  the  auditorium  and  thd 
entire  main  floor  of  the  auditoriimi  and  vestibule,  tdso  the  entire 
floor  of  the  second  story  of  the  front  superstructure  over  the  en- 
trance, lobby  and  corridors,  and  all  galleries  and  support  for  the 
same  in  the  auditorium  shall  be  constructed  of  iron  and  sted  and 
fireproof  materials,  not  excluding  the  use  of  wood  floorboards  and 
necessary  sleepers  to  fasten  the  same  to,  but  such  sleepers  shall  not 
mean  timbers  of  support,  and  the  space  between  the  sleepers,  except- 
ing a  portion  under  the  stepping  in  the  galleries,  which  shall  be 
properly  fire  stopped,  shall  be  solidly  filled  with  incombustible  ma- 
terial up  to  under  side  of  the  floor  bfoards. 

§  532.  Seats. — All  seats  in  the  auditorium,  excepting  those  con- 
tained in  boxes,  shall  be  not  less  than  32  iifthes  from  back  to  back, 
measured  in  a  horizontal  direction,  and  firmly  secured  to  the  floor. 
There  shall  be  not  more  than  14  seats  in  any  row  extending  from  one 
aisle  to  another,  nor  more  than  7  seats  in  any  row  extending  from 
one  aisle  to  a  wall.  No  stool  or  seat  shall  be  placed  in  any  aisle.  All 
platforms  in  galleries  formed  to  receive  the  seats  shall  not  be  more 
than  21  inches  in  height  of  riser,  nor  less  than  32  inches  in  width  of 
platform.     (Amend,  ord.  app.  Aug.  8,  1916.) 

§  533.  Slage.  1.  Construction. — ^All  that  portion  of  the  stage  not 
comprised  in  the  working  of  scenery,  traps  and  other  mecluinical 
apparatus  for  the  presentation  of  a  scene,  usually  equal  to  the  width 
ot  the  proscenium  opening,  shall  be  built  of  iron  or  steel  beams  ^ed 
in  between  with  fireproof  material,  and  all  sirders  for  the  su|^rt 
of  said  beams  shall  be  of  wrought  iron  or  rolled  steel.  The  fly  gal- 
leries, entire,  including  pin-rails,  shall  be  constructed  of  iron  or  steel, 
and  the  floors  of  said  galleries  shall  be  composed  of  iron  or  steel 
beams,  filled  with  fireproof  materials,  and  no  wood  boards  or  sleepers 
shlEiU  be  used  as  covering  beams,  but  t^e  said  floors  shall  be  entirely 
fireproof.    The  ri^ng  loft  shall  be  fireproof w 

2.  Skylights.  Inere  shall  be  provided  over  the  stage,  metal  sky- 
lights of  an  area  or  combined  area  of  at  least  Vs  the  area  of  said 
stage,  fitted  up  with  sliding  sash  and  glai^  with  double  thick  sheet 
gla^  not  exceeding  1-12  of  an  inch  thick,  and  each  pane  thereof 
measuring  not  less  than  300  square  inches  and  the  whole  of  which 
skylight  shall  be  so  constructed  as  to  open  instantly  on  the  cutting  or 
burmng  of  a  hempen  cord,  which  shall  be  arranged  to  hold  said  sky^ 
lights  closed,  or  some  other  equally  simple  approved  device  for 

^  opening  them  may  be  provided.  Immediately  underneath  the  glass 
of  said  skyli^ts  there  shall  be  wire  netting,  but  wire  glass  shall  not 
be  used  in  lieu  of  this  requirement. 

3.  Scenerif  and  fUtinqs.  All  stage  scenery,  curtains  and  decora- 
tions made  of  combustible  material,  and  all  woodwork  on  or  about 
the  stage,  shall  be  painted  or  saturated  with  some  non-oombustible 
material  or  otherwise  rendered  safe  against  fire,  and  the  finishing 
coats  of  paint  applied  to  all  woodwork  throu^  the  entire  bmlding 
^lall  be  of  such  kind  as  will  resist  fire  to  the  satisfaction  of  the  super- 
int-endent  of  buildings  having  jurisdiction. 

$534.  Miscellaneous  requirements.     1.  Ceilings. — ^The  ceiUng  mt- 
;  I  der  each  gallery  shall  be  entirely  formed  of  fireproof  materials.    The 

ceiling  of  the  auditorium  shall  be  formed  of  fireproof  materials. 
2.  Ceiling  coverings.    None  of  the  walls  or  ceilings  shall  be  covered 
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'with  wood  sheathine,  canva43  or  any  combustible  material.  But  tlm 
shall  not  exclude  the  use  of  wood  wainscoting  to  a  height  not  to 
exceed  6  feet,  which  shall  be  filled  in  solid  between  the  wainscoting 
and  the  waU  with  fireproof  materials. 

3.  Fronts  of  galleries.  The  fronts  of  each  gallery  shall  be  formed  of 
fireproof  materials,  except  the  capping,  which  may  be  made  (A  wood. 

4.  Lathing.  All  lathing,  whenever  used,  shall  be  of  wire  or  other 
metal. 

5.  Shelving  and  cupboards.  All  shelving  and  cupboards  in  each 
and  every  dressing  room,  property  room  or  other  storage  rooms,  shall 
be  constructed  of  metal,  slate  or  some  fireproof  material. 

§  535.  Storage  rooms;  workshops. — No  workshop,  storage  or  general 
im>perty  room  shall  be  allowed  above  the  auditorium  or  stage,  or 
under  the  same  or  in  any  of  the  fly  galleries.  All  of  said  rooms  or 
i^op3  may  be  located  in  the  rear  or  at  the  side  of  the  stage,  but  in 
such  cases  they  shall  be  sepeu*ated  from  the  stage  by  a  brick  wall,  and 
the  opnenings  leading  into  said  portions  shall  have  fireproof  doors  on 
each  side  of  the  openings,  hung  to  iron  eyes  built  into  the  wall. 

§  536.  Use  ana  occupancy.  1.  Restrictions. — No  portion  of  any 
building  hereafter  erected  or  altered,  used  or  intended  to  be  used  for 
theatri^  or  other  purposes  as  in  th^  section  spedfied,  shall  be  occu- 
pied or  used  as  a  hotel,  boarding  or  lodging  nouse,  factory,  work- 
shop or  mimufactory,  or  for  storage  purposes,  except  as  may  be' 
•hereafter  speciallv  provided  for.  This  restriction  relates  not  only  to 
that  portion  of  the  buildine  which  contains  the  auditorium  and  the 
staffe,  but  applies  also  to  the  entire  structure  in  conjunction  there- 
with. No  store  or  room  contained  in  the  building,  or  the  offices, 
stores  or  apartments  adjoining^  as  aforesaid,  shall  be  let  or  used  for 
carrying  on  any  business,  dealmg  in  articles  designated  as  specially 
hazardous  in  the  classification  ot  the  New  York  Board  of  Fire  Under- 
writers, or  for  manufacturing  purposes.  No  lodging  acconmioda- 
tions  snail  be  aUowed  in  any  part  of  the  building  communicating 
with  the  auditorium.  When  located  on  a  comer  lot,  that  portion 
of  the  premises  bordering  on  the  side  street  and  not  required  for  the 
uses  of  the  theatre  may,  if  such  portion  be  not  more  than  25  feet  in 
width,  be  used  for  offices,  stores  or  apartments,  provided  the  walls 
separating  this  portion  from  the  theatre  proper  are  carried  up  solidly 
to  and  tmrough  the  roof,  and  that  a  fireproof  exit  is  provided  for 
the  theatre  on  each  tier,  equal  to  the  combmed  width  of  exits  openine 
on  opposite  sides  in  each  tier,  communicating  with  balconies  and 
staircases  leading  to  the  street  in  manner  provided  elsewhere  in  this 
section:  said  exit  passages  shall  be  entirely  cut  off  by  brick  walls  horn 
said  offices,  stores  or  apartments,  and  the  floors  and  ceilings  in  each 
tier  shall  be  fireproof . 

2.  Ahove  theatre.  Nothing  herein  contained  shall  prevent  a  roof 
gard^  art  gallerv  or  rooms  tor  similar  purposes  being  placed  above  a 
theatre  or  pubUc  ouilding,  provided  the  floor  of  the  same,  forming  the 
ro^  over  such  theatre  or  building,  shall  be  constructed  of  iron  or 
steel  and  fireproof  materials,  and  that  said  floor  shall  have  no  cover*- 
ing  boards  or  sleepers  of  wood,  but  shall  be  of  tile  or  cement.  Every 
roof  over  said  garden  or  rooms  shall  have  aU  supports  and  rafters  of 
iron  or  steel,  and  be  covered  with  glass  or  fireproof  materials,  or 
both,  but  no  such  roof  garden,  art  gallery  or  room  for  any  public 
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purpoees  shall  be  plaoed  over  or  above  that  portm  ot  aay  theatre  or 
other  building  which  is  used  as  a  stage. 

§  537.  Jtiriadiction  of  fire  commissiener. — ^The  standpipes,  gas  pi]3ea, 
electric  wires,  hose,  footlights  and  ail  apparatus  for  the  extinguishing 
of  fire  or  guarding  against  the  same,  as  in  this  article  specified.  shaU 
be  in  charge  and  under  control  of  the  fire  department,  and  the  fire 
commissioner  is  hereby  directed  to  see  that  the  ^visions  of  this  arti- 
cle relating  thereto  are  carried  out  and  enforced. 

§  538.  Saving  dause. — ^The  provisions  of  the  foregoing  article  shall 
not  be  construed  to  mean  or  made  to  apply  to  any  theatre,  opera 
house  or  building  intended  to  be  used  for  theatrical  or  operatic  pur- 
poses, lawfully  erected  prior  to  June  3, 1904,  nor  to  anjr  public  dance 
hall  which  was  approved  by  the  Superintendent  of  Buildings  having 
jurisdiction  and  which  was  hcensed  as  a  public  dance  hall  on  Sep- 
t^nber  30,  1916.     (As  amend,  by  Ord.  app.  Nov.  16,  1916.) 

As  to  foxmer  fi  109a  B.  C.  see  Brill  v.  Miller,  140  App.  Div.  602. 


ARTICLE  26 

lOSCBLLANEOUS  STBUCTUBB8 

Sec.  550.  Exhibition  buildings.     (Repealed  Nov.  23,  1915.)     . 
I  551.  Grain  elevators.     (Repealed  Dec.  28,  1915.) 
§552.  Smokehouses.     (Repealed  Nov.  23,  1915.) 

ARTICLE  27 

ELBVATOBS 

(Amended  by  ord.  effective  Dec,  fSS,  1915) 

See.  560.  Definitions. 
S  561.  Ruk». 
1 562.  Permits. 
§  563.  Certificate. 

§  564.  Record  of  passenger  elevators. 
§  565.  Inspection. 

i  566.  Riding  on  elevators  restricted. 
§567.  Operators. 
§568.  Accidents. 

§  560.  Definitions. — ^For  the  purposes  of  this  article,  the  term 

a — ElevcUor  shall  mean  any  device  within  or  in  connection  with  a 
building  or  structure  used  f (»:  carrying  persons  or  things  upward  or 
downward; 

b — Pasaenger  devaior  shall  mean  and  include  any  elevator  designed 
and  used  for  carrving  persons  other  than  those  necessary  for  its  safe 
operation  or  for  the  handling  of  things  carried  by  it: 

o-^Freighi  elevator  shaU  mean  and  include  any  elevator  designed 
and  used  for  the  carr3ring  of  things  and  of  such  persons  Only  as  are 
necessary  for  its  safe  operation  or  the  handling  of  things  carried  by  it; 
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d — Amusement  device  shall  mean  and  include  all  me<4iai(ikaUy 
operated  devices  which  are  used  to  convey  persona  in  any  difei^ion 
as  a  form  of  amusement. 

§  561.  Rtdes. — ^The  superintendent  <^  buildings  shall  make  rules 
consistent  with  the  provisions  of  this  article^  regulating,  with  a  view 
to  safetv,  the  construction,  maintenance  and  operation  of  all  ^Vfi- 
t6rs  and  amusement  devices,  now  existing  or  hereafter  installed. 

J  562.  PenmLa. — No  passenger  or  freight  elevator  shall  herealter 
be  installed  or  altered  in  any  building,  nor  shall  any  amus^nent 
device  be  hereafter  constructed  or  altered,  until  the  owner  or  lessee, 
or  the  agent,  architect  or  contractor  or  any  of  them,  shall  have  sub- 
mitted to  the  superintendent  of  buildings,  in  such  form  as  the  super- 
intend^t  may  prescribe,  an  appUcation  accompanied  by  plans  and 
cbrawinm  showing  the  prc^oeed  construction  and  mode  of  operation, 
and  mxm  application  has  been  improved  by  the  superintendent  and  a 
permit  has  been  issued  by  him.  Kepairs  to  elevators  and  amuse- 
ment devices  may  be  made  without  filing  such  application,  except 
when  such  repairs  include  a  change  in  the  iy^  of  elevator  or  of  its 
motive  pow^,  or  when  any  change  in  safety  devices  or  operating 
mechanism  is  made. 

§  563.  Cerdificate, — ^Whenever  a  passei^r  or  freight  etevator  or 
an  amuseoo^it  device  is  hereafter  installed  or  constructed)  it  shall  be 
lUklawful  for  the  owner  or  lessee  to  (H)erate  or  permit  the  op€a*ati9n 
or  use  of  the  same  until  a  certificate  shall  have  been  obtained  from 
the  superintendent  of  buildings  that  such  elevator  or  amusement 
device  has  been  inspected  and  has  been  found  to  be  safe.  The  super- 
intendent of  buildm^s  shall,  within  a  reasonable  time  after  beii^g 
requested  to  do  so,  inspect  or  cause  to  be  inspected,  any  elevator 
or  amusement  device  hereafter  installed  or  construetedj  and,  if  the 
same  is  found  to  be  safe  and  in  conformity  with  the  provisions  of  this 
furticle  and  the  rules  adopted  thereunder,  ^all  issue  a  certificate  to 
that  effect.  Nothing  herein  contained  shall  prevent  the  temporary 
use  under  a  certificate  issued  by  the  superintendent  of  buildings  of 
any  elevator  during  construction,  provided  a  notice  is  oonspicuouslv 
posted  on  or  in  connection  with  such  elevator  to  the  effect  that  such 
elevator  has  not  been  officially  approved. 

S  564.  Record  of  passenger  elevators. — ^E  very  p^eissenger  elevator  shall 
be  given  a  serial  number  for  purposes  of  identification.  In  the  case 
of  elevators  hereafter  installed  such  serial  number  shall  be  assigned 
wh^i  the  first  certificate  is  issued,  and  In  the  case  of  existing  eleva- 
tors, as  soon  as  inspection  can  be  made  for  that  purpose.  A  docket 
of  aU  passeng^  elevators  shall  be  kept  in  each  borough,  giving  under 
the  corresponding  serial  number  a  description  of  its  location  suffi- 
cient for  identification,  together  with  sucn  other  information  as  to 
type  of  construction,  motive  power,  rise,  rated  speedy  inspection, 
etc.,  as  the  superintendent  of  buildings  may  deem  desirable.  The 
owner  or  lessee,  or  agent  of  either,  shall  cause  such  number,  together 
with  the  most  recent  certificate  of  inspection,  to  be  attached  or 
posted  in  the  elevator  car  in  the  manner  prescribed  by  the  rules. 

§  565.  Inspection. — The  superintendent  of  buildings  shall  cause 
an  i|iq)ection  of  aU  passenper  elevators  to  be  made  at  least  once  in 
every  3  months  and  of  freight  elevators  and  amusement  devices  at 
least  twice  in  each  year.    Upon  notice  from  the  superintendent  o^ 
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buik&gs,  or  his  diilv  authorized  representative)  any  repairs  found 
necessary  to  suoh  levators  or  amusement  devices  shall  be  made 
without  delay  by  the  owner  or  lessee,  and  in  case  defects  are  foimd 
to  exist  which  in  the  continued  use  of  such  elevator  or  amusement 
device,  are  dangerous  to  life  or  limb,  then  the  use  of  such  elevates  or 
amusement  device  shall  cease,  and  it  i^all  not  again  be  used  until  a 
certificate  shall  be  first  obtained  from  said  superintendent  of  build- 
ings that  such  elevator  or  amusement  device  has  been  made  safe. 
After  evfery  inspection,  which  shows  any  elevator  or  amusmient 
deidce  to  be  safe  and  in  conformity  with  the  requirements  of  this 
article  and  the  rules  adopted  thereunder,  the  superintendent  of 
buildings  shall  issue  a  certificate  to  that  effect. 

§  566.  Riding  on  elevators  restricted. — It  shall  be  unlawful  for  any 
person,  other  than  the  operator  or  those  necessary  to  handle  frei^t, 
to  ride  on,  or  for  the  owner  or  lessee  of  any  elevator  knbwingly  to 
pei^nit  any  person  to  ride  on,  any  elevator  other  than  a  passenger 
elevator.  Every  freight  elevator  shaU  have  a  notice  posted  con*- 
spicuously  thereon  as  follows:  THIS.  IS  NOT  A  PASSENGER 
ELEVATOR.  IT  IS  UNLAWFUL  FOR  ANY  PERSON,  OTHEH 
THAN  THE  OPERATOR  OR  THOSE  NECESSARY  TO 
HANDLE  FREIGHT,  TO  RIDE  ON  THIS  ELEVATOR. 

§  567.  Operators. — Except  as  may  be  specifically  provided  in^  any 
other  law  or  ordinance,  every  passenger  elevator,  except  fuU  auto- 
matic push  button  elevators  and  escalators,  must  be  in  charge  of  a 
comp^t^t  operator  of  reliable  and  industrious  habits,  not  less  than 
18  years  of  age,  with  sufficient  previous  experience  in  running  an 

^  devator,  under  the  instruction  of  a  competent  person.    No  opNerators 

'  ctf  amusement  devices  known  as  electrically  operated  scenic  railtoads, 
ihaXi  be  employed  who  have  not  attained  the  age  (rf  21  years  and  who 
have  not  secured  a  certificate  of  competency  from  the  superintend«it 
of  buildings.  In  case  the  superintendent  of  buildings  shall  find  that 
the  p^'son  engaged  in  running  an  elevator  is  incompetent  or  not  quidi- 

'*fied,  the  owner  or  lessee  of  such  devator  shall,  upon  notice  from  the 
superintendent  of  buildings,  at  onee  discontinue  the  operation  of 
such  elevator  by  such  operator.  No  person  shall  employ  or  permit 
any  person  to  operate  anv  passenger  elevator  who  does  not  possess 
•Uie  qualifiieatioiis  prescribed  therefor  by  this  or  any  other  law  or 
ordinance. 

'  §  568.  Accidents. — ^The  owner  or  lessee,  or  person  in  chaiige,  6f  any 
passenger  or  freight  elevator  or  amusement  device  shall  immedi- 
atdy  notify  the  superintendent  of  buildings  of  each  and  every  acci- 
dent to  a  person  or  damage  to  apparatus  on,  i^out  or  in  connection 

'with  such  elevator  or  amusement  device,  and  shall  afford  the  super- 
intendent of  buildings  or  his  representative  every  facility  for  inves- 
tigating such  accident  or  damage.  The  superintendent  of  buMings 
shall  without  delay,  after  being  notified,  make  an  investigation,  and 
shall  place  on  file  in  the  bureau  of  buildings  a  full  and  complete 
teport  of  such  investigation.  Such  report  shall  give  in  detail  all 
material  facts  and  information  available  and  the  cause  or  causes  so 
far  as  they  can  be  determinwi,  and  shall  be  open  to  public  inspection 
at  all  reasonable  hours.  When  an  acddent  involves  the  failure  or 
destruction  of  any  part  of  the  construction  or  operating  mechamsm 
of  a  passenger  elevator  or  amusement  device,  said  passenger  ele^wtor 
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or  amusement  device  shall  not  be  used  until  it  has  been  made  safe, 
and  the  superintendent  of  buildings  may.  if  deemed  necessary) 
order  the  discontinuance  of  the  same  until  a  certificate  has  been 
issued  by  him  for  its  use,  but  no  part  of  the  damaged  construction 
or  operating  mechanism  shall  be  removed  from  the  premises  until 
permffision  to  do  so  has  been  granted  by  the  supenntendent  of 
buildings  or  his  r^res^itative. 

ARTICLE  28 

FIRE    EXTINGXnSHING    APPLIANCES 

(As  amended  by  ord.  effective  Dec.  21  y  1916) 

^ 

Sec.  680.  General  provisions. 
S  581.  Standpipes. 

Sec.  580.  General  provisions, — ^Except  as  otherwise  specifically  pro- 
vided in  this  article,  or  by  any  law  or  ordinance,  all  buildinigs  now 
existing  or  hereafter  erected,  shall  be  provided  with  such  tanks, 
standpipes,  automatic  sprinklers,  hose  nozzles,  wrenches,  firie  ex- 
tinguishers, hooks,  axes  and  such  other  appliances  as  may  be  required 
by  and  conforming  to  the  rules  of  the  fire  commissioner,  adopted  or 
amended  in  the  manner  prescribed  by  this  chapter  for  the  rules  of 
the  superintendent  of  biuldings. 

(Building  Code,  sec.  103,  rev.  from  L.  1882,  ch.  410,  §  498,  as  amend.) 

This  provision  is  a  police  regulation  and  constitutional.    The  notice  mentioned 

must,  however,  be  given  by  the  proper  official  heads  and  not  s^iiordiDate  ofBteeata. 

Fire  Dept.  v.  Sturtevant,  33  Hun,  407.    And  such  power  is  continuous.    Fire  Dept. 

V.  Chapman,  10  Daly,  377.    But  it  is  the  duty  of  an  owner  to  erect  fire  escapes 

-without  waiting  for  such  notice.    McLaughlin  v.  Armfield,  58  Hun,  376;  also  see 

Oreenhaus  v.  Altc 

charter  provision 

Trustees  Sailors'  S     ^  .  . . 

used  as  one,  having  in  all  more  than  fifteen  bedrooms.  Dept.  Buildings  N.  Y.  v. 

field,  12  App.  Div.  258.    An  owner  is  not  liable  under  the  common  law  for  failtffe 

to  supply  fire  escapes.    Pauley  v.  Steam  Gauge  Co.,  131  N.  Y.  90» 

i  581.  Standpipes.  1.  When  required. — Standpipes,  constructed 
and  installed  as  hereinafter  required,  shall  be  provided: 

a.  In  ev^y  building  now  existing  and  exceeding  85  feet  in  h^ght, 
which  is  not  already  provided  with  a  3-inch  or  larger  standpipe; 

b.  In  every  building  hereaft^  erected  or  altered  to  exceed  85 
feet  in  height; 

c.  In  every  buOding  exceeding  10,000  square  feet  in  area. 

2.  Size.  Standpipes  hereafter  placed  in  any  building  shall  be  not 
less  than  4  inches  in  diameter  for  buildings  or  parts  thereof  not  ex- 
ceeding 150  feet  in  hei^^t,  not  less  than  6  inches  in  diameter  for 
buildings  or  parts  thereof  exceeding  150  feet  and  not  exceeding  250 
feet  in  height,  and  not  less  than  8  inches  in  diameter  tat  bui0ings 
or  parts  thereof  exceeding  250  feet  in  height. 

3.  Numher  and  location.  The  number  of  standpipes  in  any  build- 
ing shall  be  such  that  all  parts  of  each  story  are  withm  the  reach  of  at 
least  one  stream  supplied  by  hose  not  exceeding  100  feet  in  length. 
When  a  building  requiring  standpipes  faces  on  more  than  one  street. 
at  least  one  standpipe  shall  be  installed  for  each  street  front,  providea 
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that  for  inteneoting  sU'eet  fronts  one  standpipe  shtdl  be  sufficient 
f (Mr  each  intersection .  So  far  as  jn^cticable  standpipes  shall  be  placed 
within  8tMt  enclosures;  otherwise  they  shall  be  as  near  the  stairs  as 
possible.  All  standpipnes  shall  extend  from  the  lowest  story  to  and 
above  the  rck>f . 

4.  CanetToeH&n.  All  standpipes  hereafter  instcdled  shall  be  con- 
structed as  prescribed  by  the  rules  of  the  fire  commissioner  and  shall 
be  provided  with  such  outlets  and  equipped  with  such  appliances  as 
required  by  said  rules.  Ail  stcoidpii)e8  shall  extend  to  the  street  and 
shall  be  provided  at  or  near  the  sidewalk  with  approved  Siamese 
connections.  When  there  is  more  t^an  one  standpipe  in  any  build- 
ing idl  shall  be  cross-connected  in  an  approved  manner  below  the 
sidewalk  level. 

ARTICLE  29 

PLX7MBING  AND  OTHER  SYSTEMS  OF  PIPING 

Sec.  000.  Rules. 

60t  Shut-off  valves. 

602.  Tests  of  plumbing. 

603.  Tests  of  ^as  piping. 

604.  R^istration  of  plumbers. 

Sec.  600.  Rvles. — The  plumbing  and  drainage  systems,  water  sup- 
ply pipes,  gas,  piping,  steam  or  hot  water  heating  or  power  systems, 
rdtn^erating  systems  and  other  systems  of  pipes  or  apparatus  for 
h<^dm$^  or  conveying  gases,  vapors  or  fluids  hereafter  installed  and 
maintamed  in  or  upon  any  Duilding  in  the  city  shall  conform  to  such 
rules  as  may  be  provided  for  by  law  or  may  be  found  necessary  for 
the  protection  of  life,  health  or  propertv,  and  adopted  by  the  super- 
intendent of  building.  No  person  shall  use  or  permit  the  use  of  any- 
such  system,  piping  or  apparatus  installed  or  maintained  in  violar- 
tion  of  any  of  the  provisions  of  this  article  or  the  rules  adopted 
hereunder.  Said  rules,  hereafter  adopted,  and  any  changes  thereof, 
shall  be  published  in  the  City  Record  on  8  successive  Mondays 
before  they  shall  become  op«*ative. 

Nothing  herein  contained  or  in  the  rules  adopted  hereunder  shall 
require  the  alteration  or  reconstruction  of  any  existing  work  that 
was  lawfully  instsJled,  nor  prev^it  repairs  or  the  addition  of  new 
fixtures  to  existing  work  in  conformity  with  the  practice  followed 
in  the  original  installation;  provided,  however,  that,  when  such 
repairs  involve  the  removal  or  alteration  of  more  tmui  one-half 
of  the  existing  work  affected  by  the  repairs,  the  rules  in  force  at  the 
time  of  such  repairs  shall  apply.  (B.  C.  §  141  as  amend.  Nov.  14, 
1914.) 

§601.  ShiU-^ff  vdbfes.  Every  buUding  hereafter  erected  and  also 
every  existing  building,  other  than  residence  buUdings  occupied 
excmsivdy  by  one  or  two  famihes  and  having  not  more  than  15 
sleeping  rooms,  which  may  be  supplied  from  some  outside  source 
with  gas,  vapor  or  fluid,  except  potable  waters,  shall  have  a  con- 
veniently accessible  stopcock  or  other  suitable  device  fixed  to  the 
supply  pipes  leading  into  the  building  at  a  place  outside  of  the 


BUILDINQ  CODB  155 

buQdine,  so  arranged  as  to  aUow  the  supply  1k>  be  shut  off.  Such 
stopcock  or  other  device  shall  be  so  marked  as  to  indicate  either  the 
contents  and  purpose  of  the  supply  pipe  to  which  it  is  attached,  or 
the  company  to  which  the  device  belongs. 

Adopted  February  6, 1917.    Became  effective  February  20.  1917. 

S  602.  Tests  of  plumbing, — No  person  shidl  use  or  permit  %he  use 
<^  aay  new  system  of  plumbing  and  drainage  hereafter  installed  m 
any  building  before  the  same  has  been  tested  under  the  supervision 
of  the  bureau  of  buildings  and  in  accordance  with  its  rules,  to  insure 
the  tightness  of  the  s^rstem,  nor  until  a  proper  and  adequate  water 
simply  has  been  provided.  The  superintendent  of  buildings  shall, 
within  a  re^isonable  time  alter  being  requested  to  do  so,  cause  to  be  in^ 
spected  and  tested  an^  system  of  plumbing  and  drainage  that  is 
ready  for  such  inspection  and  test,  and,  if  the  work  is  found  satisr 
factoiy  and  the  test  requirements  are  compUed  with  shall  issue  a 
certificate  to  that  effect.  Nothing  herein  contained  shall  prevent  the 
iniqpection  and  test  of  part  of  a  ^stem  or  the  issuance  of  a  partial 
certificate,  nor  prevent  the  use  of  such  part  of  a  laj:^er  system  pro- 
vided that  sudi  part  constitutes  by  itself  a  complete  system  properly 
tested  and  supplied  with  water.    (Amend.  Novi  14,  1914.) 

S  603.  Tests  of  gas  piping, — No  person  shall  use  or  permit  the  use 
of  any  new  system  or  an  extension  of  an  c^d  system  of  gas  piping 
in  any  building  before  the  same  has  been  inspected  and  tested  under 
the  supervision  of  the  bureau  of  buildings  and  in  accordance  with 
its  rules,  to  insure  the  tightness  of  the  system.  The  superintendent 
of  buildings  shall,  within  a  reasonable  time  alter  being  requested 
to  do  so,  cause  to  be  inspected  and  tested  any  S3rstem  of  gas  pipine 
that  is  ready  for  such  inispection  and  test,  and  u  the  worK  is  found 
satisfactory  and  the  test  requirements  are  complied  with,  he  shaU 
issue  a  certificate  to  that  effect.  Nothing  herein  contained  sh^l 
prevent  the  use  oi  existing  syetems  of  gas  piling  without  further 
inspection  or  test^  imless  the  superintendeiit  of  buildings  has  reason 
to  believe  that  defects  exist  which  make  the  system  dangerous  to 
life  or  property. 

§  604.  Registration  of  plumbers, — a.  Once  in  each  year  every  em- 
plojdng  or  master  plumber  carrying  on  his  trade,  business  or  calling 
in  the  city  shall  renter  his  name  and  address  at  the  office  of  the 
bureau  of  buildings  in  the  borough  of  the  said  city  in  which  he  per- 
forms work,  imder  such  rules  as  the  said  bureau  may  prescribe. 
Such  registration  may  be  cancelled  by  the  superintendent  of  build- 
ings for  a  violation  of  the  rules  and  regulations  for  plumbing  or  drain- 
age of  such  city  dulv  adopted,  or  in  force  pursuant  to  the  provisions 
of  this  article,  or  whenever  the  person  so  registered  ceases  to  hold  a 
certificate  from  the  examining  board  of  plumbers  or  to  be  actually 
engaged  in  the  business  of  master  or  employing  plumber,  after  a 
hearing  had  bdfore  said  superintendent,  upon  prior  notice  ot  not  leas 
than  ten  days. 

b.  No  person,  corporation  or  copartnership  shaU  engage  in  or  car^ 
on  the  trade,  business  or  calling  of  employing  or  master  plumber  in 
the  city  unless  the  name  and  address  of  such  person  ana  the  presi- 
dent, secretary  or  treasurer  of  the  corporation,  or  of  each  and  every 
member  of  me  copartnership  shall  have  been  regi^red  as  above 
provided. 

c.  It  shall  be  unlawful  for  any  person,  corporation  or  copartner- 
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ship  in  the  city  of  New  York^  unless  said  person,  corporation  oi 
copartnership  shall  have  comphed  with  the  reouirements  of  this  sec- 
tion, to  hold  him  or  themselves  out  to  the  public  as  a  master  or  em- 
ploying plumber  by  the  use  of  the  word  " plumber'*  or  "plumbing,** 
or  woi^  of  similar  import  or  meaning,  on  signs,  cards,  stationery  or 
in  any  other  manner  whatsoever. 

d.  It  shall  be  unlawful  for  any  person,  corporation  or  copartner- 
shiij  in  the  city  of  New  York  to  engage  in  or  carry  on  the  trade, 
business  or  calling  of  employing  or  master  plumber,  unless  such 
person,  corporation  or  copartnership  has  conspicuously  posted  in 
the  window  of  the  place  where  such  business  is  conductecf,  a  metal 
plate  or  sign  appropriately  lettered  or  marked  "licensed  plumber/* 
m  accordance  with  rules  adopted  by  the  superintendent  of  Duildtegs. 

e.  No  person,  corporation  or  copartnership  registered  as  provided 
in  this  section,  or  who  holds  a  certificate  from  the  examining  board 
of  plumbers,  shall,  for  the  benefit  of  any  person  engaged  in  the  plumb- 
ing business  who  is  not  so  roistered,  apply  for,  receive  or  make  use 
of,  any  permit  granted  to  him  by  reason  of  being  so  registered,  or 
holding  such  certificate  from  the  examining  board  of  plumbers.  (As 
amend,  ord.  effective  July  7,  1916.) 

ARTICLE  30 

ALTERING,   CHANGING  OR  DEMOLISHING  BUILDprGS 

Sec.  620.    Alteration  of  brick  buildings.    (Repealed  Nov.  23, 1915.) 

621.  Altering  use  of  frame  buildings.    (Repealed  Nov.  23, 1915.) 

622.  Increasing  height  of  buildings.    (Repealed  Nov.  23, 1915.) 

623.  Raising  or  loweiin^  to  grade. 

624.  Demolishing  buildmgs.    (Repealed  Dec.  28,  1915.) 

Sec.  623.  Raising  or  lowering  to  grade, — If  any  building  shall  have 
been  built  before  the  street  upon  which  it  is  located  is  graded,  or  if 
the  grade  is  altered,  such  building  may  be  raised  or  lowered  to  meet 
the  requirements  of  such  grade. 

ARTICLE  31 

UNSAFE  BUILDINGS  AJn>   COLLAPSED  STRUCTURES 

{As  amended  by  ord.  effective  Dec.  21  j  1916) 

Sec.  680.  Removal  or  repair  of  buildings. 

J  631;  Record  and  notice  of  unsafe  buildings. 
632.  Voluntary  abatement. 
§  633.  Disregard  of  notice;  survey. 
I  634.  Judicial  review  of  survey. 

i635.  Repair  or  removal  under  precept. 
636.  Provision  for  expense  of  executing  precept. 
'  637.  Return  of  precept :  reimbursement  of  city. 

638.  Fallen  buildings;  ouildings  imminently  dangerous. 

639.  Emergency  fund. 
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See.  630.  Removal  or  repair  of  buiUdmga,^ — ^Any  buikling  ot  part  of  a 
building,  staging  or  other  strudture  that  from  any  eause  may  now  be, 
or  shall  at  any  time  hereafter  become  dangerous  or  unsafe,  i^all  be 
taken  down  and  removed,  or  made  safe  and  secure. 

§  631.  Record  and  notice  of  unsafe  buUdmg. — Immediately  upon 
the  receipt  of  a  report  by  any  officer  or  employee  of  the  bureau  of 
buildings  that  a  building  or  part  of  a  building,  staging  or  structme 
is  unsafe  or  dangerous,  the  superintaident  of  buildings  shaU  cause 
the  same  to  be  entered  upon  a  docket  of  unsafe  buildii^  to  be  kept 
in  his  bureau;  and  the  owner,  or  some  one  of  the  owners,  executors, 
administrators,  agents,  lessees  or  any  oth^  person  who  may  have 
a  Vested  or  contingent  interest  in  the  same,  shall  be  served  with  a 
printed  or  written  notice  containing  a  description  al  the  pranises 
or  structure  deemed  unsafe  or  dangerous,  a  statement  of  the  partio* 
ulars  in  which  the  building  or  structure  is  unsafe  or  dangerous,  and 
an  order  requiring  the  same  to  be  made  safe  and  secure  or  removed, 
as  may  be  deemed  necessary  by  the  superintendait  of  buildings. 
Such  notice  i^all  require  the  person  thus  served  to  immediatdy 
certify  to  the  supermtendent  his  assent  or  refusal  to  secure  or 
remove  the  same. 

(B.  C,  8to.  153,  rev.  from  L.  1882,  ch.  410,  f  509,  as  amend.) 
The  city  is  not  responsibk  for  the  acts  or  ooussions  of  the  officers  of  the  Building 
Department  who,  in  the  exercise  of  sovereign  power,  have  the  duty  of  examining 
ana  removing  dangerous  buildings.  Conners  v.  Mayor,  11  Hun,  439.  But  the 
head  of  the  department  may  be  liable  for  his  official  ne^ect  to  a  person  injured 
thereby.  Connors  v.  Adams,  13  Hun,  427.  As  to  expenses  to  whi<m  the  owntr  is. 
liable.    Matter  of  City  of  N.  Y.  v.  Unsafe  Building,  130  App.  Div.  396. 

§  632.  Volimtary  abatement. — K-  the  p^son  served  with  a  notice 
sped&ed  in  §  631,  shall  immediately  certify  his  assent  to  the  securing 
or  removal  of  said  unsafe  or  dangerous  building,  premises  or  struo* 
ture,  he  shall  be  allowed  twenty-four  hours  after  the  service  of  suc|i 
notice,  in  which  to  commence  the  securing  or  removal  of  the  same; 
and  he  shall  employ  sufficiait  labor  and  assistance  to  secure  or  re- 
move the  same  as  expeditiously  as  can  be  done. 

§  633.  Disregard  of  notice;  survey.  1.  Notice  of  «ir»«y .*T-XJ|)on 
the  refusal  dr  ilieglect  of  the  person  served  with  the  notice  for  whieh 
provision  is  made  in  §§  631  and  632,  to  oomply  with  any  of  the  re* 
quirements  thereof,  a  further  notice  shall  be  s^:ved  upon  him,  in  the 
manner  Jier^t<)f ore  prescribed,  notifving  him  that  a  survey  of  the 
premises  named  in  said  notice  will  be  made  at  the  time  and  place 
therein  named)  which  time  ahaU  not  be  less  than  twentv^four  h<Mia 
nor  more  than  three  days  from  the  time  of  the  service  oi  said  notice, 
by  three  competent  persons,  one  of  whom  shaU  be  the  supermtendent 
of  iMiildings  or  an  inspector  designated  in  writing  by  said  super- 
intendent, another  of  whom  shall  be  an  architect,  appointed  by  the 
Netr*  Yoik  Chapter  of  the  American  Institute  of  Architects  for 
the  boroughs  of  Manhattan,  The  Bronx  and  Richmond,  and  by  the 
Brooidyn  Chapter  of  the  American  Institute  of  Architects  for  the 
borough  of  Brookljoi  and  Queens,  depending  upon  the  borough 
or  boroughs  in  which  the  property  is  located,  another  of  whom  shall 
be  a  pra^ical  builder,  engmeer  or  architect  appointed  by  the  person 
thus  notified.  Ih  case  the  person  served  with  such  notice  shall  neg- 
lect or  refuse  to  appoint  such  surveyor  the  other  two  surveyors  shall 
make  the  survey,  and  in  ease  of  a  disagreement  of  the  latter^  sfaafl 
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appoint  a  tbiid  person  to  take  part  in  such  survey^  who  shall  aisp 
be  a  practical  builder,  engineer  or  architect  of  at  least  ten  years' 
practice  and  whose  decision  shall  be  final.  The  notice  shall  a&)  set 
forth  that  in  case  the  premises  referred  to  therein  shall  be  reported 
unsafe  or  dangerous  under  such  survey,  the  said  report  shall  be 
placed  before  the  Supreme  Court,  as  indicated  in  the  notice,  and  that 
a  teial  upon  the  allegations  and  statements  contained  in  saM  report, 
be  the  report  of  said  sunreyors  more  (h*  less  than  is  contained  in  the 
said  notice  of  survey,  will  be  hadl>efore  said  court  at  a  time  and  place 
therein  named,  to  determine  whether  said  unsafe  or  dangerous 
building  or  premises  shall  be  repaired  and  secured  or  taken  down  and 
removed,  and  tliat  a  report  of  said  survey,  reduced  to  writing,  shall 
constitute  the  issue  to  be  placed  before  the  court  for  trial. 

2.  Posting  report  of  survey,  A  copy  of  the  report  of  the  survey 
shall  be  posted  on  the  building  the  subject  thereof  by  the  persons 
holding  toe  survey  immediately  on  their  signing  such  report. 

3.  Compensation  of  surveyor.  The  architect  appointed  by  the 
Chai>ters  of  the  Ammcan  Institute  of  Arddtects,  as  heieinb^ore 
provided,  who  may  act  on  any  survey  called  in  accordance  with  the 
provisions  of  this  article,  and  the  third  surveyor  who  may  have  been 
called  in  the  case  of  disagreconent  provided  for  in  this  section,  shall 
be  entiiled  to  and  receive  each  the  sum  of  $25,  to  be  psM  by  the  comp- 
troller upon  the  voucher  of  the  superintendent^  of  buildings.  A  cause 
of  action  is  hereby  created  for  the  benefit  of  the  City  against  the 
owner  of  said  building,  staging  or  structure,  and  of  the  lot  or  pared 
of  land  on  which  the  same  is  situated,  for  the  amount  so  paid  with 
interest.  The  amount  so  collected  shall  be  paid  over  to  the  comp« 
troUer  in  reimbursement  of  the  amounts  paid  by  him  as  afore- 
said. . 

(B.  C.  see.  154,  rev.  from  L.  1882,  oh.  410,  (  510,  as  amend.) 
Oh\y  the  defeoto  mentioned  in  the  preliminaiy  notice  can  be  tried.    If  otfaerB  are 
foundt  a  new  sarvey  must  be  had.    Matter  of  Unsafe  Building,  1  Ahb»  N.  C.  464. 
See  also  Cain  v.  City  of  Syracuse.  95  N.  Y.  83. 

1034.  Judicial  review  of  survey.  1.  InsHttUion  of  proceeding. — 
Whenever  the  report  of  any  such  surv^  had  as  aforesaid  shtdl  recite 
that  the  building,  premises  or  structure  thus  surveyed  is  unsafe  or 
dfuigerous,  the  corporaticm  counsel  shall  at  the  time  specified  in  the 
notice  place  such  notice  and  r;^M>rt  before  the  justice  holding  a  spi€M 
cial  term  of  the  court  named  in  the  notice. 

2.  Precedence  of  proceeding.  The  determination  of  the  issue  in 
an  unsafe  builc^g  proceeding  shall  have  precedence  over  every  other 
business  of  such  court,  and  a  trial  of  the  issue  shall  be  held  without 
deky  at  the  time  specnfied  in  the  notice  by  the  justice  holding  said 
court,  or  a  referee,  whose  decision  or  report  in  the  matter  shidl  be 
final,  unless  a  jury  trial  is  demanded,  in  which  case  the  verdict  (A 
such  iury  shall  be  final. 

3.  PoshMmement  of  tried.  If  for  any  reason  the  issue  shall  not  be 
tried  at  the  time  specified  in  said  notice,  or  to  which  the  trial  may  be 
adjourned,  ihe  same  may  be  brought  to  trial  at  any  time  therestfter 
by  the  superintendent  of  buildings  without  a  new  survey,  Mpan  not 
less  than  three  da}^'  notice  of  triar  to  the  person  upon  whom  the  orig^ ' 
inal  notice  was  served,  or  to  his  attorney.  Such  notice  of  trial  may  • 
be  served  in  the  same  manner  as  said  original  notice. 
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4.  Precept  to  abate.  Upon  the  rendition  of  a  verdict  or  decision 
of  tiie  eourt  or  r^eree,  if  IJie  said  verdict  or  decision  ^all  find  the 
sadd  buikiing,  premises  or  structure  to  be  unsafe  or  dangerous,  the 
justice  trying  the  cause,  or  to  whmn  the  report  of  the  referee  trying 
said  cause  iSiall  be  presented,  shall  immediately  issue  a  precept 
directed  to  the  supermtendent  of  buildings,  recitmg  said  verdict  or 
decision,  and  commanding  him  forthwith  to  repair  and  secure,  or 
take  down  or  remove,  as  the  case  may  be,  the  unsafe  or  dangerous 
building  or  part  thereof,  staging,  structure  or  other  premises  that 
shall  have  been  named  in  the  said  report,  in  accordance  with  such 
verdict  or  dedsion. 

i  635.  RejHiir  or  removal  under  precept.  1.  Execution  of  precept. — 
Upon  receiving  a  precept  issued  under  the  provisions  of  the  preced- 
ing section,  the  superintendent  of  buildings  referred  to  therem  shall 
immediately  proceed  to  execute  the  same,  as  therein  directed,  and 
may  empby  such  labor  and  assistance  and  furnish  such  materials 
as  may  oe  necessary  for  that  purpose,  provided,  nevertheless,  that 
immeduately  upon  the  issuing  of  said  precept,  the  owner  of  said  build- 
ing or  part  thereof,  staging  or  structure,  or  premises,  or  any  party 
interested  therein,  upon  implication  to  the  superintendent  of  buila-. 
ings.  shall,  upon  the  pasnnent  of  all  costs  and  expenses,  incurred  up 
to  that  time  by  the  city,  be  allowed  to  perform  the  requirements  o£ 
the  inreoept  at  his  own  proper  cost  and  expense,  if  the  same  shall  be 
done  immediately  and  m  accordance  with  the  requirements  ol  said 
precept.  The  supointendent  oi  buildings  shall  have  authority  to 
modify  the  recjuurements  of  any  precept  upon  application  to  him 
therefor,  in  writing,  by  the  owner  of  said  miilding  or  part  thereof, 
staging  or  structure,  or  his  representative,  when  he  shall  be  satisfied 
that  sudi  change  shall  secure  equally  well  the  safety  of  said  building, 
or  part  thereof,  staging  or  structure. 

2.  Interference  vrohibited.  It  shall  be  unlawful  for  any  person, 
whether  interestea  or  not  in  the  propert^r  affected,  to  interfei^,  ob- 
struct or  hinder  the  superintendent  of  buildings  or  nis  representative 
or  any  person  who,  acting  under  the  authority  conferred  on  him  by 
such  superintendent,  is  performing  the  work  directed  by  a  precept 
issued  out  of  any  Court  as  in  this  article  iHOvided,  or  orderea  bpr  the 
superintendent  in  accordance  with  such  precept  under  the  provisions 
of  this  chapter. 

§  636.  ProvisUm  f6r  expense  of  exectUing  precept.  In  and  about 
all  preliminary  proceedings,  as  well  as  the  carrymg  into  effect  any 
order  of  the  court  or  any  precept  issued  by  any  court,  the  superin- 
tendent of  buildings  may  make  requisition  upon  the  comptroller  for 
such  amount  of  money  as  shall  be  necessary  to  mept  the  expenses 
thereof;  and  upon  the  approval  of  the  statement  of  expenses  thereof 
by  any  justice  of  ihe  court  from  which  the  said  order  or  precept  was 
issued,  the  comptroller  shall  pay  the  same,  aAd  for  that  purpose 
shall  borrow  and  raise  upon  revenue  bonds,  issued  asprovided  by  law, 
the  several  amounts  that  may  from  time  to  time  be  required,  which 
shall  be  reimbursed  by  the  payment  of  the  amount  and  interest  at 
six  per  cent,  out  of  any  judgment  obtained  as  hereinafter  provided, 
wh«i  said  amount  and  interest  shall  have  been  collected. 

§  637.  Return  of  precept;  reimbweement  of  city, — Upon  compliance 
with  any  precept  issued  to  him  in  an  unsafe  building  proceeding, 
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the  superintendent  of  buildings  [to  wh(»n  the  priBcept  issued]  shall 
make  return  thereof,  with  an  indorsement  of  the  action  thereunder 
and  the  cost  and  expenses  thereby  incurred,  to  the  justice  then  hold* 
ing  the  special  term  of  the  court  from  which  such  precept  issued,  and 
thereupon  said  justice  shall  tax  and  adjust  the  amount  indorsed  upon 
said  precept,  and  shall  adjust  and  allow  the  disbursements  of  the 
proceeding,  together  with  the  preliminary  expenses  of  searches  and 
surveys  thereof « whi6h  shall  be  inserted  in  the  judgment  in  said 
action  or  proceeding,  and  shall  render  judgment  for  such  amount, 
and  for  the  sale  of  the  said  premises  in  the  said  notice  named,  together 
with  all  the  right,  title  and  interest  that  the  person  named  in  the 
said  notice  had  in  the  lot,  ground  or  land  upon  which  the  said  build- 
ing or  structure  was  placed,  at  the  time  d  the  filing  of  a  notice  of 
lis  pendens  in  the  said  proceedings,  or  at  the  time  of  the  entry-  of 
judgment  therein  to  satiny  the  same,  which  shall  be  in  the  same  man- 
ner and  with  like  effect  as  sales  under  jud^ent  in  foreclosure  of 
mortgages.  The  notice  of  Us  pendens  provided  for  in  this  section 
shall  consist  of  a  copy  of  said  notice  of  survey  and  shall  be  filed  in 
the  office  of  a  county  clerk  in  the  county  where  the  property  affected 
by  such  action,  suit  or  proceeding  is  located. 

§  638.  Fallen  buildings;  building  imminently  dangerous.  1.  i2e- 
covery  cf  bodies  from  vxr^ked  buildings. — In  case  of  the  falling  of  any 
builcung  or  part  thereof  in  the*  city,  where  persons  are  known  or 
believed  to  be  buried  under  the  rums,  the  superintendent  of  build* 
ings  shaU  cause  an  examination  of  the  premises  to  be  made  for  the 
recovery  of  the  bodies  of  the  killed  and  injured.  Whenever,  in  mak- 
ing such  examination,  it  shall  be  necessary  to  r^nove  any  debris 
from  the  premises,  the  commissioners  of  tlie  departments  of  dodcs, 

g^ks  and  street  cleaning,  and  the  superintendent  of  the  appropriate 
ureau  of  highways,  respectively,  wh^i  called  upon  by  the  superin- 
tendent of  buildings,  shall  co-operate  with  said  superintendent  in 
carrying  out  the  purpose  of  this  section  and  shall  provide  suitaye 
and  convenient  places  for  the  deposit  of  such  debris. 

2.  Temporary  safeguards  for  dangerous  buildings.  In  case  there 
shall  be,  m  the  opinion  of  the  superintendent  of  buildings,  actual 
and  immediate  danger  of  the  falling  of  any  building  or  part  thereof 
so  as  to  endanger  life  or  property,  he  shall  cause  tlie  .necessary  work 
to  be  done  to  render  said  buildm^  or  part  thereof  temporarily  safe 
until  the  proper  proceedings  provided  for  unsafe  buildings  by  this 
article  are  instituted. 

3.  Vacating  buildings';  dosing  Greets  and  sidewalks.  The  super- 
intendent of  buildings  is  hereby  authorized  and  empowered  in  such 
cases,  and  also  where  any  building  or  part  thereof  has  fallen  and  life 
is  endangered  by  the  occupation  thereof,  to  order  and  require  the 
inmates  and  occupants  of  such  building  or  part  thereof  to  vacate 
the  same  forthwith,  and  the  superintemiait  may,  when  necessary 
for  the  pubUc  safety,  temporarily  close  sidewalks,  streets,  buildings, 
structures  and  places  adjacent  to  such  building  or  part  tn^reof,  ana 
prohibit  the  same  from  being  used.  The  police  commissioner,  when 
called  upon  by  the  superintendent  of  buildings  to  co-operate,  shall 
enforce  such  orders  or  requirements. 

4.  Laborers  and  materials.  For  the  purposes  of  this  section,  the 
superintendent  of  buildings  shall  employ  such  labc»e»  and  mat*- 
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terialB  as  may  be  necessary  to  peiriom  said  work  as  speedily  as 
possible. 

While  debris  nay  be  removed  it  eannot  be  sorted  at  the  city's  expense.  People 
ex  reL  Dunn  t.  MetB»  116  App.  Div.  269. 

(639.  Emergencv  fund.  1.  8ource$, — ^The  corporation  counsel 
shall,  on  the  first  day  of  each  and  every  month,  raider  to  each  su- 
perintendent of  buildings  an  account  <h  and  pay  over  to  him  the 
amount  of  such  penalties  and  costs  recdved  by  nim^  together  with 
his  bill  for  all  necessary  disbursements  incurred  or  paid  in  said  suits, 
keeping  a  separate  account  for  each  superintendent.  Each  sup^^ 
intend^t  shall  pay  over  monthly  the  amount  of  such  penalties  and 
costs  so  eoUectea  to  the  comptroller,  as  a  fund  for  the  use  and  bene- 
fit of  his  bureau. 

2.  Purposes,  The  fund  aforesaid  shall  be  used  for  the  purpose 
of  paying  expenses  incurred  by  the  several  superintendents  of  build- 
ings under  }  638  of  this  chapter,  and  also  for  the  purpose  of  carrying 
into  effect  any  order  or  precept  issued  by  any  court,  judge  or  justice 
to  any  superintendent  of  buildings.  Upon  the  requisition  of  the  su- 
perintendent having  jurisdiction  ihe  comptroller  shall  pay  sudi 
sums  as  may  be  allowed  and  adjusted  by  any  court  of  record  for  sudi 
purposes. 

AM'ICLE  32 

ENFORCBMENT  OF  CHAPTBR 

I 

/ 

(Amended  by  ord.  ^ectwe  Nov,  29^  191S) 

Sec.  650.  Notices  oi  requirements  or  of  violations. 
'  651.  Emergency  measures. 

652.  Judicial  remedies. 

6ti3*  Judicial  orders. 
1 654.  Penahies. 
§  655.  When  violation  is  a  misdemeanor. 

Sec.  650.  Notices  of  reouvtements  or  of  violations.  1.  /sans.— All 
notices  of  the  violation  of  any  of  the  provisions  of  this  chapter,  and 
all  notices  required  or  authorized  by  this  chapter,  directing  any- 
thing to  be  dfone,  including  notices  that  any  building,  stmeture, 
premises^  or  any  part  thereof,  is  deemed  to  be  unsafe  or  dangerous, 
shall  be  issued  by  the  superintendent  of  buildings,  and  shall  have  his 
name  affixed  th^^eto. 

2.  Contents.  Each  such  notice  or  order,  in  addition  to  the  state- 
ment of  requirements,  shall  contain  a  description  of  the  building, 
premises  or  ptapNty  affected. 

3.  Personal  service.  All  such  notices,  and  any  notice  or  order  is- 
sued by  any  court  in  any  proeeedinp;,  instituted  pursuant  to  this 
chapter,  to  restTEun  or  remove  any  violation,  or  to  enforce  compli- 
ance with  any  provision  or  requirement  of  this  chapter,  may  be 
served  by  delivering  to  and  ieavins  a  copy  of  the  same  with  any 
person  vidating,  or  who  may  be  liable  under  any  provisions  of  this 
chapt^,  or  who  mav  be  designated  as  provided  in  subdivision  4 
dt  i  66^  of  this  artieie.    They  may  be  served  by  any  officer  or  em- 
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ldove6  d  the  btoeao  of  bufldingB,  (x  by  any  peraon  authorised  by  the 
said  bureau. 

4.  Notice  by  poatmg.  Jf  the  person  to  whom  such  order  <nr  notice 
is  addressed  cannot  be  found  within  the  city  of  New  York  after  dili- 
gent search  shall  have  been  made  for  him,  then  such  notice  or  order 
may  be  served  by  posting  the  same  in  a  conspicuous  i^oe  upon  the 
{premises  where  such  violation  is  alleged  to  have  been  placed  or  to 
exist,  or  to  which  such  notice  or  order  may  refer,  or  vrmdh  may  be 
deemed  unsafe  or  dangerous,  and  also  depositii^  a  «opy  thereof  in  a 
post-office  in  the  city  of  New  York,  inclosed  in  a  sealed,  postpaid 
wrapper  addressed  to  said  person  at  his  last  known  p\ace  of  residence, 
which  shall  be  equivalent  to  a  personal  service  ci  said  notice  or  ordear 
upon  all  parties  tor  whom  such  search  shall  have  been  made,  wheHier 
resid^its  or  non-residents  of  the  State  of  New  York« 

(B.  C,  MO.  152,  rev.  from  L.  1882,  ch.  410, 1 607,  as  amend.) 

See  GreenhauB  v.  Alter,  30  App.  Div.  585;  Fire  Dept.  v.  WiUiamson*  1  Robt.  476. 


§651.  Emergency  measures,  1.  Stopping  vxrrk;  vaeoHng  and 
curing  building, — In  ease  there  shall  be,  in  the  opinion  of  the  super- 
intendent of  buildings,  danger  to  life  or  prc^r^  by  reason  of  any 
defective  or  illegal  work  in  violation  of  or  not  in  compliance  wi^  any 
of  the  provisions  or  reouirements  of  this  chapter,  the  superintendent, 
or  such  person  as  may  be  designated  by  him,  shaU  have  the  right  and 
he  is  hereby  authorized  and  empowered  to  order  all  further  work 
to  be  stopped  in  and  about  said  building,  and  to  require  all  persons 
in  and  about  said  building  forthwith  to  vacate  the  same,  and  to 
cause  suchvwork  to  be  done  in  and  about  the  building  as  in  nis  judg- 
ment may  be  necessary  to  remove  any  dsmg^  theremmi. 

2.  Closing  street  temporarily.  The  superintendent  of  buildings 
may,  when  necessary  lor  the  pubUc  safety,  temporarily  close  the 
sidewalks,  streets,  buildings,  structures  or  places  adjacent  to  said 
building  or  part  thereof,  and  the  police  commissioner,  or  any  of  his 
subordinates,  when  called  upon  by  the  said  superintendent  of  build- 
ings to  co-operate,  shall  enforce  all  orders  or  requirem^ts  made 
'  under  this  section.' 

§  652.  Judicial  remedies,  1.  Action  or  proceeding,  aeneraUy, — 
Whenever  the  superintendent  of  buildings  is  satimed  tbot  any 
building  or  structure,  gt  any  pcNrticm  thereof »  or  any  drainage  or 
plumbing,  the  erection,  construction  or  alteration,  execution  or 
repair  of  which  is  regulated,  permitted  or  forbidden  fc^  thischapter, 
is  bdng  erected,  con^ructed,  altered  or  repaired,  or  haa  been  erected, 
constructed,  altered  or  repaired,  in  violation  of,  or  not  in  compliance 
with,  any  of  the  provisions  or  requirements  of  this  chapter,  or  in 
vi<^tion  of  any  detailed  statement  of  specifications  or  plans  sub- 
mitted and  approved  thereunder,  •  or  of  any  certificate  or  permit 
issued  thereunder,  or  that  any  provision  or  requiremeirt  of  this 
chapter,  or  any  order  or  direction  made  thereunder  haa  not  been 
cooaplied  with,  or  that  {dans  and  specifications  for  plumbm^  and 
drainage  have  not  been  submitted  or  nled  as  required  by  this  chapter^ 
the  superintendent  may,  in  his  discretion,  throu^  the  oorporatkm 
counsel,  institute  any  appropriate  action  or  proceeding  at  law  or  in 
equity  to  restrain,  correct  or  remove  such  violation,  or  the  lexecutiaa 
of  any  work  thereon,  or  to  restrain  or  correct  the  erection  or  altenk- 
tion  of ,  or  to  require  the  removal  of ,  or  to  prevent  the  occupation 
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or  use  of,  the  building  or  structure  erected,  constructed,  or  altered, 
in  violation  of,  or  not  in  compliance  with,  any  of  the  provisions  of 
this  chapter,  or  with  respect  to  which  the  requirements  thereof,  or 
<A  an^  order  or  direction  made  pursuant  to  any  provisions  contained 
therem,  shall  not  have  been  complied  with.  Any  person  who  shall 
maintam  or  continue  any  buildmg  or  structure,  or  any  portion 
thereof,  or  any  drainage  or  plumbing,  in  violation  of  any  of  the  pro- 
visions oi  this  chapter,  after  having  been  duly  notified  as  in  this 
chapter  provided  that  such  building  or  structure,  or  any  portion 
thereof,  or  that  such  dnunage  or  plumbing  is  in  violation  of  anv 
provision  of  this  chapter,  shiul  be  subject  to  any  action  or  proceeo- 
mg  and  anv  penalty  that  is  provided  in  this  artide  for  the  commission 
of  the  violation. 

2.  Corporation  counsel  to  ad.  The  corporation  counsel  shafi  in- 
stitute imv  and  all  actions  and  proceedings,  either  legal  or  equitable 
that  may  be  appropriate  or  necessary  for  the  enforcement  of  tne  pro- 
vifflons  of  this«cnapter. 

3.  Courts  having  jurisdiction.  All  courts  of  civil  jurisdiction  in 
the  city  shall  have  cognizance  of  and  jurisdiction  over  any  and  all 
suits  and  proceedings  authorized  by  this  chapter  to  be  brou^t  for 
the  recovery  of  any  p^^ty  or  the  enforcement  of  any  provision 
of  this  chapter,  ana  snail  give  preference  to  such  suits  and  proceed- 
ings over  ixa.  others.  No  court  shall  lose  jurisdicticm  of  any  action 
hereunder  by  reason  of  a  plea  that  the  title  to  real  estate  is  involved; 
provided  the  object  of  the  action  is  to  recover  a  penalty  for  the  viola- 
tion of  any  of  the  provisions  of  this  chapter.  All  civil  coiu*ts  in  said 
city  are  hereby  invested  with  full  legal  and  equitable  jurisdiction  to 
hear,  try  and  determine  all  such  actions  and  procecnlings,  and  to 
make  apprc^riate  orders  and  render  judgment  therein  according  to 
law,  so  as  to  give  force  and  ^ect  to  the  provisions  of  this  chapt^. 

4.  Retraining  order.  In  any  such  action  or  proceeding  tne  city 
may,  in  the  discretion  of  the  superintendent  of  buildings  and  on  his 
affidavit  setting  forth  the  facts,  apply  to  any  court  of  record  in  said 
city  <ff  to  a  judge  or  justice  thereof,  for  an  order  enjoining  and  re- 
straining all  persons  from  doing,  or  causing  or  permitting  to  be  done, 
any  won:  in  or  upon  such  building  or  structure,  or  in  or  upon  such 
part  thereof  as  may  be  designated  in  said  affidavit,  or  from  occupy^ 
mg  or  using  said  bmlding  or  structure,  or  such  portion  thereof  as  may 
be  designated  in  said  affidavit,  for  any  purpose  whatever,  until  the 
hearing  and  determination  of  said  action  and  the  entry  of  final 
judgment  therein.  The  court,  or  judge  or  justice  thereof,  to  ^Hiom 
such  application  is  made,  is  hereby  aumorized  forthwith  to  make  any 
or  all  of  the  orders  above  specified,  as  may  be  required  in  such  appli^ 
caticm,  with  or  without  notice,  and  to  make  such  other  or  further 
orders  or  directions  as  may  be  necessary  to  render  the  same  effectual. 
No  undertaking  shall  be  required  as  a  condition  to  the  granting  or 
issuing  of  such  mjunction  order,  or  by  reason  thereof. 

5.  Judoment,  All  courts  in  which  any  action  or  proceeding  is 
instituted  under  this  chapter  shall,  upon  the  rendition  of  a  verdict, 
report  of  a  referee,  or  decision  of  a  judge  or  justice,  render  judgment 
in  aeoordanoe  therewith. 

6.  Lien  of  judgment.  Any  judgment  rendered  in  an  action  or 
proceeding  instituted  under  th&  chapter  shall  be  and  beoc»ne  a  lien 


164  CODE  OF  ORDINANCBS  OF  T^B  CITT  OF  NEW  YORK 

upon  the  premises  naine4  in  the  complaint  in  such  action,. to  date 
from  the  time  of  filing  a  notice  of  lis  pendens  in  the  county  clerk's 
office  of  the  county,  wherein  the  property  affected  by  sudi  action, 
suit  or  proceeding,  is  located.  Evei^  such  lien  may  be  enforced 
against  said  property,  in  every  respect,  notwithstanding;  the  same 
may  be  transferred  subsequent  to  the  filing  of  the  said  notice. 

7.  Ids  pendens.  The  notice  of  lis  pendens  referred  to  in  this 
section  shall  consist  of  a  copy  of  the  notice  issued  by  the  superin- 
tendent of  buildings,  requirmg  the  removal  of  the  violation  and  a 
notice  of  the  suit  or  proceedings  instituted,  or  to  be  instituted  thereon. 
Such  notice  of  lis  pendens  may  be  filed  at  any  time  after  the  service 
of  the  notice  issued  by  the  superintendent  as  aforesaid;  provided 
he  may  deem  the  same  to  be  necessarv,  or  is  satisfied  that  the  owner 
of  the  property  is  about  to  transfer  the  same  to  avoid  responsibility 
for  having  violated  a  provision  of  this  chapter.  Any  notice  of  lis 
pendens  filed  pursuant  to  the  provisions  of  this  chapter  may  be 
vacated  and  cancelled  of  record  upon  an  order  of  a  justice  of  the  court 
in  which  such  suit  or  proceeding  was  instituted  or  is  pending,  or 
upon  the  consent  in  wnting  of  the  corporation  counsel.  The  iderk 
of  the  county  where  the  notice  is  filed,  is  hereby  directed  and  re- 

Suired  to  mark  any  such  notice  of  lis  pendens,  and  any  record  or 
ocket  thereof,  as  vacated  and  cancellea  of  record,  upon  the  Ipresea- 
tation  and  filing  of  a  certified  copy  of  an  order  or  of  the  consent,  as 
aforesaid. 

8.  Co8t8.  In  no  case  shall  a  bureau  of  buildings,  or  any  officer 
thereof,  of  the  city,  be  liable  for  costs  in  any  action,  suit  or  proceed- 
ing that  may  have  been,  or  may  hereafter  be,  instituted  or  com- 
menced in  pursuance  of  this  chapter. 

9.  Officers  not  liable  for  damages.  No  officer  of  a,  bureau  of  builds 
ings,  acting  in  good  faith  and  without  malice,  shall  be  liable  for 
damages  by  reason  of  anything  done  in  any  action  or  proceeding 
instituted  under  any  provision  of  this  chapter.  Or  by  rea^n  of  any 
act  or  omission  in  the  performance  of  his  official  duties. 

§  653.  Judicial  orders.  1.  To  comply  with  huUding  notices. — ^In 
case  any  notice  or  direction  authorized  to  be  issued  by  tins  copter 
i&jiot  complied  with  within  the  time  designated  therein,  the  city,  by 
the  corporation  counsel,  may,  at  the  request  of  the  superintendent 
of  buUoings,  apply  to  the  Supreme  Court,  at  a  special  term  thereof, 
for  an  order  directing  the  superintendent  to  proceed  to  make  the 
alterations  or  remove  the  violation,  as  the  same  may  be  ^>ecified 
in  said  notice  or  direction. 

2.  To  vacate  for  vioilaiions.  Whenever  any  notice  or  direction  so 
authorized,  shall  have  been  served  as  directed  in  this  article,  and  the 
same  shall  not  have  been  complied  with  within  the  time  designated 
therein,  the  corporation  counsel  shall,  at  the  request  of  the  superin- 
tendent of  builaings,  in  addition  to,  or  in  lieu  of  any  other  remedy 
provided  for  by  this  chapter,  apply  to  the  Supreme  Court,  at  a  i^edal 
term  thereof,  for  an  order  directing  the  superintendent  to  Vacate 
such  building  or  premises,  or  so  much  therec^  as  he  mav  deem  necefr- 
sary,  and  piohibiting  the  same  to  be  used  or  occupied  for  any  pur* 
pose  specined  in  said  order  until  such  notice  shall  have  been  complied 
with. 

3.  Responsibility  of  lessees  or  occupants.   In  case  any  of  the  notices 
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or  orders  of  tbe  oourt  herdn  mentioned  shall  be  served  upon  any 
lessee  or  party  in  possession  of  the  building  or  premises  therein 
described,  it  shall  be  the  duty  of  the  person  upon  whom  such  service 
is  made  to  give  inmiediate  notice  to  the  owner  or  agent  of  the  build*- 
ing  or  premises  named  in  the  notice,  ^if  such  person  ^all  be  within 
the  limits  c^  the  city,  and  his  re»d^nce  be  known  to  such  person, 
and,  if  not  within  the  city  by  depositing  said  notice  in  any  post-office 
in  the  city,  properly  inclosed  in  a  po8ti>aid  wrapper  addr^ed  to  such 
owner  or  ag^it  at  his  tii^i  known  place  of  residence. 

4.  De8ign(Uionby  an  ovmer  of  abmlding.  Any  owner  of  real  estate 
or  of  a  building  thereon,  may  execute  and  acknowledge  ^a  written 
designaticm  of  a  resident  of  said  city,  as  a  person  up<m  whom  may 
be  served,  any  notice  of  violation,  notice  to  make  safe,  or  notice  Gi 
survey,  a  summons,  a  mandate,  or  any  paper  or  process,  issued  under 
a  provision  <^  this  diapter,  and  may  me  the  same,  with  the  written 
consent  of  the  person  so  designated,  duly  acknowledged,  in  the  office 
of  the  superintendent  oi  buildings.  The  designation  must  specify 
the  location  of  l^e  property  with  respect  to  which  the  designation 
is  made  and  the  residences  and  places  of  business  of  Uie  person  makr 
ing  it  and  the  person  designated.  It  shall  remain  in  force  dufing  t^e 
period  specified  tha*^,  if  any,  or  until  revoked  by  tiie  death  or  l^al 
incompetency  of  either  of  the  parties,  or  by  the  fiUng  of  a  revocation 
by  either  of  the  parties,  duly  ackiK)Wledged  and  indorsed  with  the 
consent  of  the  supmntendent  of  buildings*  The  superintendent  of 
buildings  shall  file  and  index  each  designaticm  and  shall  note,  upon 
the  on^nal  designation  and  index,  the  filing  of  a  revocation.  While 
the  desi^ation  remains  in  force,  as  prescribed  in  this  section,  a  no* 
tice  of  violation,  notice  to  make  safe  or  notice  of  survey,  a  summo|is, 
a  mandate,  or  any  paper  or  process  under  the  provisions  of  this 
ehi^ter,  or  either  of  the  same,  shall  be  served  upon  the  person  so 
designated,  in  Hke  manner  and  with  like  efiFect,  as  if  it  were  served 
personally  ut>on  i^e  person  making  the  designation,  notwithstanding 
h^  presence  in  the  city. 

5.  Reimbursement  of  cUy  for  expenses.  The  expenses  and  dis- 
bursements incurred  in  the  eanying  out  of  any  order  issued  as  pro- 
vided in  subdivision  2  of  this  section,  shall  become  a  lien  upon  the 
building  or  premises  named  in  the  order,  from  the  time  of  filing  of  a 
ec^y  of  the  said  order,  with  a  notice  of  tne  pendency  of  the  action  or 
proceeding  as  provided  in  this  chapter,  taken  thereunder,  in  the  office 
of  the  derK  of  the  county  where  the  property  affected  by  such  acti<m, 
suit  or  proceeding  is  located;  and  the  Supreme  Court,  to  whom  ai^li* 
cation  i^all  be  made,  is  hereby  authorized  and  directed  to  grant  any 
€£  ihe  orders  above  named,  and  to  take  such  pjroceedings  as  shall  be 
necessatpr  to  make  the  same  effectual,  and  any  justice  to  whom  appM* 
cation  shsJl  be  made  is  hereby  authorized  and  directed  to  ^orce 
such  lien  in  accordance  with  the  mechanics'  hen  laws  applicable  to 
the  city. 

S  654.  Penalties.  1.  General. — ^Except  as  hereinafter  provided 
with  respect  to  the  amount  of  the  penalty  the  owner  of  any  buUding, 
stnKSture  or  part  thereof,  or  wall,  or  any  platform,  staging  or  flooring 
to  be  used  for  standing  or  seating  purposes,  or  the  owner  of  the  lana 
where  any  violation  of  this  chapter  i^all  be  placed,  or  shall  exists 
and  luiy  ar^utect,  builder,  plumber,  carpenter,  mason  or  other  pep- 


166     CODE  OF  ORDINANCES  OF  THE  OITY  OF  NEW  YORK 

8on  who  may  be  employed  or  asost  in  the  commissioii  of  any  such 
vioUtion,  and  any  and  all  persons  who  shall  violate  any  of  the  pro^ 
visions  of  this  chapter  or  fail  to  comply  tiierewith,  or  any  require- 
ment thereof,  or  wno  i^all  violate  or  fail  to  comply  with  any  detailed 
order  or  rules  made  thereund^  or  who  shall  Duiid  in  violation  of 
any  detailed  statement  of  speiMcations  or  plans,  submitted  and  i^ 
proved  thereunder,  shall  severally,  for  eaon  and  every  such  viola- 
tion and  non-compliance,  reQ>ectively,  forfeit  and  pay  a  penalty  in 
the  sum  of  ilot  less  than  ten  dollars  nor  more  than  fifty  dollars. 

2.  Heating  jiarU  and  fire  prevention  violaHons.  Any  person  who 
shall  vidate  any  of  the  provisions  of  this  chapter,  as  to  the  construc- 
tion of  chimneys,  fireplaces,  flues,  hot-air  pipes  and  furnaces,  or  who 
shall  violate  any  of  the  provisions  thereof  relating  to  the  framing  or 
trimining  of  timbers,  girders,  beams,  or  other  woodwork  in  proximity 
to  chimney  flues  or  fureplaces,  i^all  forfeit  and  pay  a  penalty  in  tJie 
sum  of  one  hundred  dollars. 

2a.  Vidations  of  the  provisions  for  the  registraticm  of  plumbers. 
An^  person,  corporation  or  copartnership  violating  any  of  ihe  pro- 
visums  of  sec.  604  of  this  chapter  relating  to  the  regi^jntion  of  plumb^ 
era  shall  be  fined  for  such  offense  in  a  sum  not  exceeding  two  hundred 
and  fifty  dollars,  or  by  imprisonment  not  exceeding  three  months, 
or  by  both,  and  in  addition,  shdl  forfeit  any  certificate  of  registration 
that  may  be  held  at  the  time  of  such  conviction,  provided,  nowever, 
that  when  such  violation  is  for  the  provision  relating  to  tne  posting 
of  a  metal  plate,  no  penalty  for  imprisonment  shall  be  imposed,  and 
the  fine  shall  not  exceed  fifty  dollars  for  the  first  offense,  but  not  less 
tiian  one  hundred  nor  more  than  five  hundred  ddlars  for  a  subse- 
quent offense.    (Amended  ord.  effective  July  7,  1916.) 

3.  Contmuing  violatum,  after  notice.  Any  person  who  having  been 
served  with  a  notice  as  in  this  chapter  prescribed,  to  remove  any 
violaticm,  or  comply  with  any  requirement  of  this  diapter,  or  witb 
any  order  or  rule  made  thereunder,  shall  fail  to  comply  with  said 
notice  within  ten  days  after  such  service  or  shall  continue  to  vidate 
any  requirement  of  this  chapter  in  the  respect  named  in  said  notice 
dhall  pay  a  penalty  of  not  less  than  fifty  aollars  nor  more  than  two 
hundred  and  fifty  dollars. 

4.  Jurisdiction  of  penalty  aotions.  For  the  recoveiy  of  any  sskl 
penalty  or  penalties  an  action  may  be  brought  in  any  municipal 
court,  or  court  of  record,  in  said  city  in  the  name  of  vae  city;  and 
whenever  any  judgment  shall  be  rendered  therefor,  the  same  shall 
be  cdlected  and  emorced,  as  nrescribed  and  directed  by  the  code  of 
civil  procedure  of  the  state  of  New  York. 

5.  DieeonHnuance  of  action  upon  removal  of  violation.  If  any 
violation  shall  be  removed  or  be  in  process  of  removal  within  ten 
days  after  the  service  of  a  notice  as  in  this  chapter  prescribed,  the 
liability  of  such  penalty  shall  cease,  and  the  corporation  coimsd,  on 
request  of  the  superintendent  of  buildings,  shall  discontinue  any 
action  pending  to  recover  the  same,  upon  such  removal  or  the  com- 
pletion thereof  within  a  reasonable  time.  . 

6.  Remission  of  penalty.  The  superintendent  of  buildings, 
throui^  the  corporation  counsel,  is  hereby  authcmaed,  in  his  discre- 
tion and  upon  good  and  sufficient  cause  being  shown  therefor,  to 
remit  any  penalty  which  any  person  may  have  incurred,  or  may 
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hereafter  incur,  under  any  of  the  provisions  of  this  chapter;  but  no 
suc^  penalty  snail  be  remitted  until  the  violation  shaU  have  been 
removed.  Said  superintendent  is  further  authorized  in  his  discre- 
tion to  reniit  any  costs  allowed  or  obtained  in  any  penalty  suit  or 
an^  other  action  or  proceeding  instituted  under  the  provisions  of 
this  article. 

§  655.  When  violation  is  a  misdemeanor. — ^Any  person  who  shall 
receive  and  fail  to  comply  with  any  written  peremptory  order  of  the 
superintendent  of  buildings  issued  only  when  an  immediate  com- 
pliance with  such  order  is  essential  to  the  pubUc  peace  or  safety, 
within  the  time  specified  in  such  order,  shall  be  giulty  of  a  misde- 
meanor.)   (Amend,  by  ord.  ^ective  Nov.  29, 1915.) 


NOTES 

This  act  beiiig  beneficial  should  be  liberally  construed  to  attain  the  object  in- 
tended.   N.  Y.  Fire  Dept.  v.  Buhler,  35  N.  Y.  177. 

A  statute  linatins  hei^t  of  certain  buildings  held  valid  exercise  of  police  power. 
People  ex  rel.  Kemp  v.  D'Oench,  lit  N.  Y.  359. 

(B.  C,  sec.  160,  rev.  frotn  L.  1882,  oh.  410,  §  505,  as  amend.) 

An  inn;>ector  of  a  d^iartment  has  no  power  to  change  the  plans  and  speofica- 
tions  as  fixed  by  the  head  of  the  department.  Health  Dept.  v.  fiamm,  4  Misc.  602, 
34  N.  Y.  Supp.  730.  Nor  will  the  approval  of  a  minor  omcial,  as  to  a  change,  be  a 
defense  to  an  action  to  recover  a  penalty.  Fire  Department  v.  Buhler,  35  N.  i .  177 ; 
Fire  Department  N.  Y.  v.  Buffum,  2  E.  D.  Smith,  511, 

Excavation. — ^Where  a  t)arty  is  excavating  next  to  a  building  it  is  incumbent 
upon  him  to  request  permission  to  enter  upon  the  adjoining  property  to  support 
me  adjoining  wall,  and  the  adjoining  owner  will  not  lose  the  benefit  of  the  statute 
because  he  did  not  tender  such  license.  Dorrity  v.  Rapp,  72  N.  Y.  307.  And  l^e 
builder  must  protect  the  adjoining  building  not  only  dunng  such  excavating,  but 
have  the  adjoining  wall  as  stable  after  as  before  excavating.  Bernheimer  v.  Kil- 
patiick,  63  Hun,  316;  6  N.  Y.  Supp.  858.  But  to  impose  such  obligation  on  the 
Builder  the  adjoining  owner  must  grant  a  prapw  license.  Sherwood  v.  Seaman, 
2  Bosw.  127.  And  where  such  license  has  been  given  the  builder  will  have  a  reason- 
ble  time  to  finish  the  wall,  although  the  license  may  be  revoked  by  the  adjoining 
owner.  Ketehum  v.  Newmann,  116  N.  Y.  422.  But  the  provision  requiring  an 
owner  excavating  below  ten  feet  to  protect  his  neighbor's  wall  does  not  a(>ply  to 
one  excavating  in  a  street  under  a  contract  with  the  municipal  authorities.  Jencks 
V.  Kenny,  19  N.  Y.  Supp.  243;  28  Abb.  N.  C.  154. 

See  auo  Obhen  v.  Simmozu,  21  N.  Y.  Supp.  385,  app.  142  N.  Y.  671;  McKensie 
V.  Hatton,  141  N.  Y.  8;  Blanchard  v.  Savarese,  97  App.  Div.  58;  New  York  Steam 
Co.  V.  Foundation  Co.,  123  App.  Div.  254;  Foster  v.  Zampieri,  140  App.  Div.  471. 

Where  an  excavation  is  only  carried  9  ft.  the  defendant  must  still  pay  for  cost 
of  protecting  adjoining  building  as  the  intention  was  to  go  10  ft.  or  more.  Wear  v^ 
Koefaler,  App.  Term  Sup.  Ct.  N.  Y.  Law  Journal,  Deo.  29,  1914. 

8%cns.— Ordinance  limiting  height  sustained  People  ex  rel.  Publ.  Leasing  Co.  v. 
Ludwig,  218  N.  Y.  540  (aff.  172  App.  Div.  71) ;  Southern  Leasing  Co.  v.  Ludwig, 
217  N.  Y.  100. 

For  cases  on  ordinances  in  general  see  oases  cited  after  obrnpter  28. 
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CHAPTER  6 
Charities 
Article  1.  Inmates  of  public  institutions. 

ARTICLE  1 

INMATES  OF  PUBLIC  INSTITUTIONS 

Sec.  1.  Applications  for  admission;  investigation  of. 
§  2.  Classification  and  instruction. 
I  3.  Libraries. 
I  4.  Employment  and  discipline. 

Sec.  1.  Application  for  admission;  invesHgaHoh  of. — ^The  commifl- 
sioner  of  public  charities  shall  investi^te  the  circumstances  of  every 
person  admitted  to  an  institution  under  his  charge,  and  of  the  near 
relatives  of  such  person.  Such  investigation  shall  be  made,  when 
practicable,  before  the  admission  of  the  person,  and  the  results  of  the 
mvestigation  shall  be  placed  on  file  and  preserved  with  the  records  of 
the  department.    (Charter,  §  663.) 

§  2.  Classification  and  instruction.-^'The  commissioner  shall  cause 
all  the  inmates  of  institutions  under  his  charge  to  be  classified,  at  the 
time  of  their  admission  so  far  as  practicable,  upon  the  basis  of  pre- 
vious character  and  conduct,  but  such  inmates  may  be  transferee!  or 
reclassified  in  accordance  with  their  conduct  in  the  institution.  The 
commissioner,  within  the  limits  of  his  appropriation,  may  establish 
and  maintain  in  the  pubUc  institutions  under  his  charge  such  schools 
or  classes  for  the  instruction  and  training  of  inmates,  as  may  in  his 
opinion  be  desirable.  Teachers  employed  to  teach  the  physically  or 
mentally  defective  children  in  institutions  subject  to  the  supervision 
of  said  commissioner  shall  receive  the  same  rate  of  compensaticm  for 
their  services  as  is  now  or  may  hereafter  be  paid  to  teachers  of  similar 
classes  in  the  pubUc  schools  of  the  city.    (Charter,  §  663. )- 

§  3.  Libraries. — ^The  commissioner  is  empowered  to  provide  in  the 
several  institutions  within  his  jurisdiction  sufficient  space  for  the 
purposes  of  a  library  for  the  inmates.  He  is  authorized  to  accept 
contributions  of  books,  pamphlets  and  periodicals,  from  persons 
disposed  thus  to  aid  in  the  betterment  and  welfare  of  the  inmates 
of  the  institutions  of  the  department.  All  such  contributions  shall 
be  recorded  and  catalogued;  an  account  shall  be  kept  thereof,  and  a 
report  concerning  the  same  shall  be  made  at  least  once  in  each 
calendar  year.    (Ord.  June  27,  1911.) 

§  4.  Emptoyment  and  discipline.  1.  Employment. — ^Every  inmate 
of  an  institution  of  the  department,  whose  age  and  health  ^  permit, 
shall  be  employed  in  cultivating  the  ground  under  the  control  of  the 
commissioner,  or  in  manufacturing  such  articles  as  may  be  required 
for  ordinary  use  in  the  public  institutions  under  his  control*  or  for 
the  use  of  any  other  department  of  the  city,  or  in  preparing  and 
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building  sea  walls  upon  islands  or  other  places  belonging  to  the  city, 
or  in  such  mechanical  or  other  labor  as  shall  be  found  upon  examina- 
tion to  suit  the  capacity  of  the  individual.  The  articles  raised  or 
manufactured  by  such  labor  shall  be  subject  to  the  order  of,  and  shall 
be  placed  uilder  the  control  of  the  commissioner,  and  all  such  articles 
shall  be  utilized  so  far  as  practicable  in  the  public  institutions  under 
his  charge  or  of  some  other  department  of  the  city.  All  the  land 
under  the  jurisdiction  of  the  commissioner,  not  otherwise  occupied 
or  utilized,  and  which  is  capable  of  being  cultivated,  shall,  in  his 
discretion,  be  used  for  agricultural  purposes.  The  hours  of  labor 
required  of  any  pauper  or  other  person  committed  to  or  placed  under 
the  charge  of  tne  commksioner  shall  be  fixed  by  him.  (Charter, 
§§  663  and  682,  in  part.) 

2.  Discipline.  In  case  any  pauper  under  the  control  of  the  com- 
missioner shall  neglect  or  refuse  to  perform  the  work  allotted  to  him 
or  her,  or  shall  violate  the  rules  and  regulations  of  the  institution  of 
which  he  or  she  is  an  inmate,  the  superintendent  c^  the  institution 
shall  report  such  insubordination  or  violation  to  the  commissioner, 
who  may  thereupon  direct  the  punishment  of  such  pauper  by  solitarv 
confinement  and  bv  being  fed  on  bread  and  water;  but  only  for  such 
length  of  time  as  the  conmiissioner  may  consider  necessarv.  In  case 
any  pauper  shall  neglect  to  perform  the  work  assigned  to  him  or  her, 
or  oe  guuty  of  any  such  violation  on  ihree  or  more  separate  occasions, 
the  commissioner  may  cause  the  delinquent  to  be  brought  before 
the  proper  court  or  magistrate,  and  sucn  court  or  magistrate  ma^ 
commit  the  accused  to  the  workhouse  or  penitentiary  as  a  disorderly 
person.     (Charter,  §682.) 
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CHAPTER  7 

Corrections 
Article  1.  Inmates  of  correctional  institutions. 

ARTICLE  1 

INMATES  OF  GORREGTIONAL  INSTITtTTIONS 

Sec.  1.  Classification  and  instruction. 
§  2.  Libraries. 
§  3.  Employment. 
§  4.  Manufacturing  fund. 
§  5.  Details  of  inmates  to  other  departments. 
I  6.  Discipline. 
I  7.  Records. 

Sec.  1.  Classification  and  instruction, — ^The  oommisaoner  of  cor- 
rection shall  cause  all  the  criminals  and  misdemeanants  under  his 
charge  to  be  classified,  so  far  as  practicable,  so  that  the  youUif ul  and 
less  hardened  offenders  shall  not  be  rendei^  more  depraved  by  the 
association  with  and  eyil  example  of  older  and  more  h^xiened  of- 
fenders. He  may  establish  and  maintain  such  schools  or  classes  fQr 
the  instruction  and  training  of  the  institution  under  his  charge,  as 
may  be  authorized  by  the  board  of  estimate  and  apportionment. 
And,  to  this  end,  the  commissioner  may  set  apart  one  or  more  of  the 
penal  institutions  for  the  custody  of  such  youthful  and  less  hardened 
offenders,  and  he  is  empowerea,  in  his  discretion^  to  transfer  such 
offenders  thereto  and  from  any  other  of  the  penal  institutions  of  the 
city  and,  when  so  transferred,  to  classify  them  so  far  as  practicable 
with  regard  to  age,  nature  of  offense,  or  other  fact,  and  to  separate  or 
g^oup  such  offenders  according  to  such  classification,  so  far  as  prac- 
ticable.   (Charter,  §  698,  in  part.)  , 

§  2.  Libraries. — ^The  commissioner  is  empowered  to  set  aside  in  the 
city  prison,  and  in  any  other  place  in  wnich  persons  are  held  for 
infractions  of  the  law  pending  aetermination  by  a  court,  a  sufficient 
space  for  the  purposes  of  installing  a  hbrar^  for  the  inmates.  The 
commissioner  is  authorized  to  accept  contributions  of  books,  pam- 
phlets and  periodicals  from  persons  who  may  be  disposed  thus  to  aid 
in  the  betterment  and  welfare  of  the  inmates  of  institutions  of  the 
department.  All  such  contributions  shall  be  recorded  and  cat- 
alogued; an  account  thereof  shall  be  kept,  and  a  report  concerning 
the  same  shall  be  made  at  least  once  in  each  calendar  year.  (Ord. 
June  27.  1911.) 

§  3.  Employment. — ^Every  inmate  of  an  institution  under  the 
charge  of  the  commissioner,  whose  age  and  health  will  permit,  shall 
be  employed  in  auarrying  or  cutting  stone,  or  in  cultivating  land 
under  the  control  of  the  commissioner,  or  in  manufacturing  such 
articles  as  may  be  required  for  ordinary  use  in  the  institutions  under 
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his  control,  or  for  the  use  of  any  department'  of  the  city,  or  in  pre- 
paring ana  building  sea  walls  upon  islands  or  other  places  belong- 
ing to  the  city,  upon  which  pubhc  institutions  now  are  or  may  here- 
after be  erected,  or  in  pubhc  works  carried  an  by  any  department 
of  the  city,  or  at  such  mechanical  or  other  labor  as  shall  be  found, 
upon  examination,  to  be  suited  to  the  capacity  of  the  individual. 
The  hours  <^  labor  rec^uired  of  any  inmate  of  anv  institution  shall 
be  fixed  by  the  commissioner.  The  articles  raised  or  manufactured 
by  such  labor  shall  be  subject  to  the  order  of  and  shall  be  placed 
under  the  control  of  the  commissioner,  and  shall  be  utilized  m  the 
institutions  under  his  charge  or  in  some  other  department  of  the 
city.  All  the  lands  under  the  jurisdiction  of  the  commissioner  not 
otner?^  bccupied  or  utilized,  and  which  are  capable  of  cultivation, 
m^  be  \ised  for  agricultural  purposes.    (Charter,  §  700,  parts  701, 

1 4.  Manv/ctciuring  fund.  In  accordance  with  subdivision  2  of 
§  23  of  article  2A  of  clutpter  26  of  the  Laws  of  1909,  as  amended  by 
chapter  247  of  the  Laws  of  1913,  and  in  accordance  with  subdivision  19 
of  {  20  of  artide  2A  of  the  same  law,  the  establishment  of  a  fund  tp  be 
known  as  **  Manufactiuing  Fund,  Department  of  Correction,"  is  hereby 
authorized  and  the  Comptroller  is  authorized  and  directed  to  place  in 
such  fund  all  money  received  or  realized  through  the  sale  of  articles 
manufaolured  by  ihe  department.  He  is  hereby  authorized  to  charge 
against  such  fund  any  voucher  received  from  the  department  for  the  pur^ 
ofaase  oi  materials,  supplies  and  equipment  to  be  used  in  its  manufactur- 
ing industries.  The  Comptroller  ia  hereby  further  authorized  and 
directed  to  transfer  to  the  general  fund  of  the  City,  at  the  end  of  each 
calendar  year,  any  sums  remaining  in  said  manufacturing  fund  in  excess 
of  $75,000. 

Adopted  April  20,  1920.    Approved  April  24,  1920. 

i  5.  Details  of  inmates  to  other  departments, — ^At  the  request  of  the 
heads  of  the  administrative  departments  of  the  cit}r  (who  are  hereby 
empowered  to  make  such  request),  the  commissioner  may  detail 
ana  designate  any  inmate  of  any  institution  in  his  charge  to  perform 
work,  labor  and  services  in  and  upon  the  grounds  and  building  or  in 
and  upon  any  public  work  or  improvement  under  the  charge  of  such 
other  department.  And  such  inmates,  when  so  employed,  shall  at 
all  times  be  under  the  personal  oversight  and  direction  of  a  keeper 
of  the  department  of  correction^  but  no  inmate  of  any  correctional 
institution  shall  he  employed  m  a  ward  of  any  hospital,  except 
hospitals  in  penal  institutions,  while  such  ward  is  being  used  for 
ho^ital  purposes.  The  provisions  of  this  ordinance  or  of  an^  law 
requiring  advertisement  for  bids  or  proposals,  or  the  awarding  of 
contracts,  for  work  to  be  done  or  supplies  to  be  furnished  for  any  of 
said  departments,  shall  not  be  appHcable  to  pubhc  work  which  may 
be  done,  or  to  the  suppUes  which  may  be  furnished  imder  the  pro- 
visions of  the  prison  law.    (Charter,  §  701.) 

§6«  Discipline, — In  case  any  person  confined  in  any  institution 
of  the  department  shall  neglect  or  refuse  to  perform  the  work  alloted 
to  him  bv  the  officer  in  cnarge  of  such  institution,  or  shall  willfully 
violate  the  rules  and  regulations  established  by  the  commissioner, 
or  shall  resist  and  disobey  any  lawful  command,  or  in  case  any  such 
person  shall  offer  violence  to  any  prison  officer  or  to  any  other  pris- 
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oner,  or  shall  do  or  attempt  to  do  injury  to  sudi  institutioii  or  the 
appurtenances  th«*eof  or  any  property  therein,  or  shall  attempt  to 
escape,  or  shall  combine  with  any  one  or  more  persons  for  any  of  the 
aforesaid  purposes,  the  officers  of  such  institution  shaU  use  all  suit- 
able means  to  defend  themselves,  to  enforce  discipline,  to  secure  the 
persons  of  the  offenders  and  to  prevent  any  such  attempt  to  escape^ 
and  the  officer  in  charge  of  such  institution  in  which  such  person  is 
confined  shall  punish  him  by  solitary  confinement,  and  by  being 
fed  on  bread  and  water  only,  for  such  length  of  time  as  mav  be 
considered  necessary;  but  no  other  form  of  puni^ment  shall  be 
imposed,  and  no  officer  of  any  such  institution  ^all  inflict  any  blows 
whatever  upon  any  prisoner,  except  in  self-defence  or  to  suppress 
a  revolt  or  insurrection.  In  every  case  the  officer  imposing  such  pun- 
ishment shall  forthwith  report  the  same  to  the  conmussioner  and 
notify  the  surgeon  of  the  institution.  Such  surgeon  shall  visit  the 
person  so  confined  and  examine  daily  into  the  state  of  his  health 
until  he  shall  be  released  from  soUtary  confinement  and  return  to 
labor.  The  surgeon  shall  report  to  the  commissioner  and  to  the  officer 
in  charge  of  such  institution  whenever,  in  his  judgm^it.  the  health 
of  the  prisoner  shall  require  his  release.    (Charts.  §  702.) 

§  7.  Records, — The  commissions  shall  ke^  ana  preserve  a  prcq>er 
record  of  all  persons  who  shall  come  under  his  care  or  custody,  and 
of  the  disposition  of  each  such  person,  with  full  particulars  as  to 
the  name,  age,  sex,  color,  nativity  ana  religious  faitii  of  each,  to- 
gether with  a  statement  of  the  cause  and  length  of  detention  of  eadi 
such  person.    (Charter,  §  699.) 
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CHAPTER  8 
DoekSf  Ferries  and  Harbor  Control 

Artide  1.  Genial  provimoos. 

2.  Apportionment  of  wharf  property. 

3.  Buildings  and  structures  on  waterfront  property. 

4.  Maintenance  of  wharf  property. 

5.  Discharge  and  storage  ol  cargoes. 

6.  Wharfage  rates. 

7.  Ferries. 

8.  Protection  of  navigation. 

ARTICLE  1 

GENERAL  PROVISIONB 

Sec.  1.  Definitions. 

Sec.  1.  Definitions, — Wherever  used  in  this  chapter,  the  following 
terms  shall  respectively  be  deemed  to  mean: 

1.  Canal^boatf  a  vessel  built  for  navigating  the  canals  of  the  State, 
measuring  not  more  than  98  feet  in  length  nor  more  than  18  feet 
in  width  and  whose  registered  net  tonnage  does  not  exceed  150  tons. 
(Rule  of  DepartmentO 

2.  Day,  24  consecutive  hours  from  the  time  of  day  or  night  when 
a  vessel  is  berthed  at  a  pier  or  slip.    (Charter,  §  861 .) 

ARTICLE  2 

APPORTIONMENT  OF  WHARF  PROPSBTT 

See.  10.  City  purposes. 
}  11.  Floatmg  oaths. 
§  12.  Recreation  piers. 
~  13.  Canal  boats. 

14.  Docks  for  garden  produce. 

15.  OjTstOT  andother  diell  fish  traffic. 

16.  Powers  of  dock  masters;  penalty  for  refusing  to  obey  their 
directiona 

1 17.  Intrusion  of  other  vessels  into  canal  boat  territory. 
{  18.  I^sobedience  of  orders  of  commissioner. 

Sec.  10.  City  purposes, — ^The  commismoner  of  docks  shall  desig- 
nate and  set  apsot  suitable  and  suffident  wharves,  piers,  bulkheads, 
slips  and  berths  in  slips  for  the  use  of  the  several  aepartments  of  the 
tatv,    (Charter,  §836.) 

1 11.  FloaHng  baths, — ^The  c(Hnmissioner  shall,  upon  the  requisi- 
tion of  the  respective  borough  presidents,  furnish  free  d  charge, 
in  the  vicinity  of  sudi  locations  as  Ediall  be  designated  by  them,  ao- 
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cessible,  convenient  and  safe  berths  for  mooring  free  floating  baths. 
(Charter,  §  834.) 

§  12.  Recreation  piers, — ^The  conunissioner  is  hereby  authorized 
to  set  apart,  from  tmie  to  time,  such  piers  as  he  shall  deem  necessary 
for  the  purpose  of  public  recreation  and  for  the  convenience  of  dealers 
in  country  produce  and  other  mercl^mdise  transported  to  the  city 
for  sale.  He  is  hereby  authorized  to  construct  or  rebuild  the  piers 
set  apart  under  the  provisions  of  this  section,  in  such  manni^  as 
shall  provide  a  deck  or  upper  story  thereon  and  the  necessary  ap- 
proaches thereto,  which  maeXi  be  wholly  free  to  the  public  for  recre- 
ational purposes  without  the  interference  of  business  occupations. 
The  lower  deck  or  street  level  floor  of  each  such  pier  shall  be  reserved 
for  the  use  of  boats  and  vessels  plying  upon  the  canals  and  tidal 
waters  of  the  state  and  bringing  merchandise  to  the  dty  for  sale 
therein.  The  berthing  of  boats  at  such  piers  shidl  be  under  the  con- 
trol of  the  commissioner,  but  order  shall  be  maintained  by  the  police 
department  in  and  around  the  portions  thereof  set  apart  for  recrear 
tional  purposes.  Except  as  herein  provided,  no  wharf  property 
shall  be  required  to  be  so  constructed  as  to  admit  of  its  free  use^  in 
whole  or  in  part,  for  the  purposes  of  public  resort  and  recreation. 
(Charter,  §  837,  revised.) 

§  13.  Canal  boats, — ^AU  the  waterfront  property  commencing  at  the 
easterly  side  of  pier  new  No.  4  to  and  including  the  easterly  side  of 
pier  new  No.  7,  East  river^  and  all  the  part  of  the  waterfront  from 
and  including  the  north  side  of  the  pier  at  the  foot  of  West  51st 
street  to  and  including  the  southerly  side  of  the  pier  at  the  foot  oi 
West  54th  street.  North  river,  shall,  from  the  twentieth  day  of  March 
to  the  thirty-first  day  of  December  in  each  year,  be  set  apart,  kept 
and  reserved  for  the  exclusive  use  and  accommodation  of  canal 
boats  and  barges  engaged  in  transporting  property  on  the  Hudson 
river,  or  coming  to  tide  water  from  tne  canals  of  the  state,  and  for  the 
use  of  lighters  engaged  in  loading  or  ur^ading  such  boats  or  barges; 
and  the  commissioner  or  other  officers  aforesaid  shall  assign  such 
other  accommodations  for  canal  boato  and  barges^  in  other  parts 
of  the  port  of  New  York  as  may,  from  time  to  time,  be  necessary 
in  receiving  or  discharging  their  cargoes.  The  waterfront  property' 
within  the  limits  hereinbefore  specified  shall  not  be  leiused,  bat  ^laJl 
be  reserved  by  the  city  for  the  use  and  purposes  prescribed  in  this 
section.  Durmg  the  tune  specified  and  when  l^e  slips  and  wharves 
connected  therewith  i^all  be  required  for  the  use  of  canal  boats  and 
barges,  the  commissioner,  and  all  officers  who  now  are  or  httieafter 
shall  be  empowered  by  law  or  ordinance  to  regulate  or  station  ships 
and  vessels  in  the  port  of  New  York,  shall  prdiibit  and  prevent 
all  other  boats,  ships  or  vessels  from  entering  any  of  the  dip8>.  or 
approaching  or  lying  at  any  of  the.  wharves  witiiia  th^  distncts 
aforesaid.    (Charter,  §§  854,  854a,  865.) 

§  14.  Decks  for  garden  produce, — ^All  wat^ront  property  on  the 
Hudson  river,  from  Gansevoort  to  Littie  West  12th  street,  abM 
be  set  apart  by  the  commissioner  for  the  use  of  boats,  barges  and 
other  vessels  engaged  in  the  business  of  transporting  farm  and  garden 
produce,  at  such  rates  of  whtu-fage  as  have  beetx  or  may  be  lawfully 
establi^ed,  and  the  commissioner  may,  from  time  to  time,  wh^i 
any  of  each  waterfrcNit  proper^  is  not  in,  actual  use  f ot  the  purposes 
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above  mentioned,  dea^nate  and  «pprot>riate  Hke  same  for  any  public 
or  general  use;  provided  such  designation  or  api>ropriation  shall  be 
subject  at  any  time  to  revocation  by  the  commissioner.  (Charter, 
§S58.) 

§  16.  Oyster  and  other  shell  ^h  traffic. — The  commissioner  may 
sp^ant  permits  for  vessels  or  floating  structures^  engaged  in  l^e  03r8tev 
business  and  used  for  the  receipt,  preparation  and  opening  of  03rsteFB 
and  other  shell  fish,  to  remam  continuously  moored  to  or  at  any 
wat^front  property,  not  otherwise  specific  j&y  appropriated  by  law 
or  ordinance  to  the  sole  use  of  other  kinds  of  oommerce,  upon  sudi 
terms  as  to  wharfage  and  otherwise,  and  subject  to  such  regulations 
as  the  commissioner  may  ]3rescribe.  All  permits  so  grant^  by  l^e 
ocHnmisfdoner  shall  be  subject  at  any  time  to  revocation  by  him. 
tJpon  any  such  permit  being  granted,  the  person  receiving  the  same, 
sniEdl  be  entitled  to  moor  such  vessels  or  floating  structures,  ccm^ 
tinuouslv  and  imtil  the  permit  shall  be  revoked,  to  or  at  the  dock, 
pier  or  bulkhead  designated  therdn,  subject  to  the  terms  of  such 
permit;  provided,  however,  that,  where  the  city  is  not  the  owner  of 
the  dock,  jner  or  bulkhead  designated  in  sui^  permit,  t^  consent 
of  the  owner  of  the  same,  or  of  the  person  or  persons  entitled  to 
collect  wharfage  therefrom,  shall  have  been  obtained.  (Charte^^ 
§860.) 

§  16.  Powers  of  dock  masters;  penaUy  for  refusing  to  obeu  their 
directums.^^'EB/Eh  dock  mast^  shall  have  power,  within  the  oistrict 
assigned  to  him,  subject  to  the  provisions^  tiiis  code  or  o£  any 
sta&te: 

1.  To  provide  and  assign  suitable  accommodations  for  all  ships 
and  vessefe,  and  regulate  them  in  the  staticms  ihey  are  to  0GCi4>y  at 
waterfront  property;  • 

2.  To  remove  from  time  to  time  such  vessels  as  are  not  employed 
in  reodving  or  disehar^g  cargoes,  to  make  room  for  mich  others  aa 
fequire  to  oe  more  immediate  accommodated  for  the  purpose  of 
reeeiving  or  discharging  cargoes; 

3.  To  determine  as  to  the  fact  c^  such  vessds  being,  fairly  and  in 
fSpod  faith,  employed  in  receiving  and  discharging  cargoes; 

4.  To  determine  how  far  and  in  what  instance  the  master  and 
others  having  charge  of  ships  and  vessds  shall  accommodate  each 
other  in  their  respective  situations. 

Any  master  or  other  person,  having  charge  of  any  vessel,  canal 
boat,  barge  or  lighter,  who  shaU  recuse  or  neglect  to  move  the  same 
when  Ordered  to  do  so  by  a  dock  master,  or  who  shall  resist  or  for- 
eil^y  oppose  said  office  in  the  discharge  of  his  duties,  shall,  for 
every  such  oSeaa6e,  forfeit  and  pay  the  sum  of  $50,  to  be  recovered 
with  costs  of  suit,  by  and  in  the  name  of  the  department  of  docks 
and  ferries.    (Oiarter,  §  867.) 

{ 17.  Intrusion  of  other  vessels  into  canal  boat  territory, — ^Wh^^ 
«Ever  an^  portion  c^  the  wateff ront  prop^ty  mentioned  in  section 
13  of  this  chapter  shall  be  odci^ied  by  any  ship  or  vessd)  not  entitled 
toooeup3r  the  same  according  to  the  provisions  of  that  section,  and 
the  prt^xrietor  or  person  in  charge  of  any  canal  boat  or  barge  specified 
in  said  seetian,  shall  desire  to  use  the  berth  or  slip  occupied  by  such 
mtnp  or  vessel,  the  commissioner,  upon  the  request  of  the  imprietor, 
lee  or  person  in  charge  of  said  canal  boat  or  barge,  shall  forth- 
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with  r^nove  such  ship  or  vessd,  as  far  as  may  be  neoefsary  to  ac- 
commodate the  canal  boat  or  oarge.  If  the  oommiasioner,  upoa 
such  request,  shall  neglect  or  refuse  to  comply  with  the  same  he  afaSL, 
for  each  such  neglect  or  refusal,  forfeit  and  pav  to  the  proprietor 
of  the  canal  boat  or  barge,  the  sum  of  $50,  to  be  sued  for  and  re- 
eoyered  by  and  in  the  name  of  such  proprietor,  for  lus  use  and  benefit^ 
in  any  court  of  competent  jurisdiction.    (Charter,  §  856.) 

§  18.  Disobedience  of  orders^  of  commissioner, — ^Any  person,  in 
command  or  in  charge  pf  any  vessel,  who  shall  neglect  or  refuse  to 
comply  with  asay  lawful  order  or  direction  of  the  commissioner  in 
reference  to  the  removal  of  any  vessel,  or  who  shall  resist  or  obstruct 
the  removal  of  the  same,  shall,  upon  conviction  thereof,  be  punished 
by  a  fine  of  not  more  than  $100,  or  by  imprisonment  n<^  exceeding 
10  days  or  by  both  such  fine  and  imprisonment.  (Charter,  §  857> 
dbanged.) 

ARTICLE  3 

SmiiDINOB  AND  8TRU0TUBEB  ON  WHABF  PROFlffiTT 

a 

8ec.  30.  Improvement  of  waterfrcmt  property;  permit  required. 
I  31.  Sheds  on  piers. 
I  32.  Platforms  for  fish  trade. 

1 33.  Opening  asphalt  pavement  on  waterfront  property. 
§  34.  Floating  dodcs. 
§  35.  Violations. 

Sec.  30.  Improvement  of  toaterfroni  property;  permit  required, — ^No 
shed,  blinding,  office,  tally-house,  booth,  platform  or  stand  duJl  be 
elected,  nor  shall  any  derrick,  hoisting-mast,  coal-hopper,  sign  or 
advertising  device,  or  obstruction  of  any  kind  be  placed  or  nudn- 
tained  on  any  waterfrcmt  property,  and  no  piles  shall  be  driven,  qcmt 
shall  any  filUng-in  or  construction,  r^airs,  alterations^  removals, 
dredging  or  demolitions  of  any  kind  be  made^  on  any  pftrt  of  the 
waterfront  of  the  eaty,  without  a  written  permit  therefor  being  fiirt 
had  and  obtained  from  the  commissioner.   (Rules  1  and  2.) 

§  31.  Sheds  on  piers, — Whenever  any  person  shall  be  ownwr  of 
lessee  of  any  pier  or  bulkhead,  and  shiul  use  and  employ  the  same 
for  the  purpose  of  regularly  recdving  and  discharging  cargo  thereat, 
such  owner  or  such  lessee,  with  the  consent  of  the  lessor,  may  erect 
and  maintain,  upon  such  pier  or  bulkhead,  sheds  for  the  protection  <^ 
property  so  received  or  discharged;  provided  they  shall  have  ob* 
tained  from  the  commissioner  a  permit  or  license  to  ^rect  or  maizH 
tain  the  same,  subject  to  the  conditions  and  restrictions  oontained  in 
such  permit  or  license;  but,  when  such  permit  or  license  has  bean 
granted  and  has  been  acted  upon,  it  shall  not  be  revoked  by  the  com- 
missioner without  the  consent  in  writing  of  the  mayor  and  of  the 
commissioners  of  the  sinking  fund,  after  due  heiEuing  of  suich  licensee. 
^  sheds  or  structures  erected  or  maintained  upon  any  wharf  or  piw 
under  any  permit  or  license  heretofore  grantea  bv  the  department^ 
or  hereafter  erected  or  maintained  upon  any  wharf  or  pier  under  any 
permit  or  license  granted  by  ihQ  commissioner,  are  a^dared  to  oe 
lawful  structOMs,  subject  to  the  terms  and  oonditiims  olibo  permit 
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ot  liaflQsa  antiiorklng  the  same.  Hereaf ter,  suoh  sheds  shall  be  oon- 
•truc^  sub>eot  to  the  regulations  and  under  the  authority  <^  the 
oommissioner.  Any  owner  or  lessee  of  a  pier,  or  of  a  pier  or  buUc- 
head»  or  a  part  thereof,  in  respect  of  which  the  commissioner  shall 
have  granted  such  a  permit  or  Ucense,  shaU  be  ^ititled  to  the  use  of 
the  premises  so  owned  or  leased  by  them  and  no  vessel  shall  be 
placed  in  any  berth  on  such  pier,  or  bulkhead,  or  part  thereof, 
without  tfie  consent  ol  such  owner  or  lessee,  during  the  oontinr 
uanoe  of  his  permit  or  license.  The  commissioner  shidl  have  power 
to  build  sheds  or  structures  on  any  wharf  or  bulkhead  belonging 
to  the  dty,  with  full  authority  to  lease  the  same;  and  any  lessee 
thereof  shall  have  all  the  rights  and  privileges  above  granted. 
(Chwrter,  §  844.)  *-       -^  e> -r 

S  32.  PleUfarms  for  iUk  trade,— 'The  lessee  oi  anv  waterfront  prop^ 
erty,  to  whom  lease  has  been  or  may  hereafter  be  granted  for  the 
use  of  the  wholesale  fish  trade,  may  erect  and  maintam  thereon,  dur- 
ing the  terms  of  any  such  lease  or  any  renewal  th^'eof,  such  plat- 
forms, sheds,  stands  or  other  structures  suitable  to  the  busmess 
of  the  wholesiEde  fish  trade  as  may  be  approved  by  the  commisaoner» 
(Charter,  §  871.) 

§  33*  Opening  aaphaU  p<wement8  on  ioaterfront  property.  1.  AppU' 
cations. — Aii^Uoatkms  to  open  ai^halt  pav^nent  under  the  control 
of  the  department  must  be  made  to  the  commissioner.  They  shall  be 
aooompanied  by  an  agreem^it  from  the  company  whidi  has  the  con- 
tract for  the  maintenance  of  the  pavement,  if  any,  to  relay  it  at  the 
caq>ense  oi  thepermittee. 

2.  Bond.  Tne  permittee  shall  give  a  bond,  to  be  approved  by  the 
oommissicHier  and  eonditioned  to  indemnify  and  save  harmless  the 
eity>  its  officers,  agez^ts  and  servants^  against  and  from  all  damages, 
oost  and  expense  which  they  may  suffer  or  to  which  they  may  be  put, 
by  reason  of  injury  to  ^e  person  or  property  of  another,  resulting 
from  carelessness  or  negligence  on  the  part  of  the  permittee  and  his 


3.  Conduct  of  work.  Work  under  the  permit  shall  be  commenced 
within  10  days  aft^  the  date  of  issue,  and  the  permit  shall  be  void 
at  the  end  of  that  time,  unless  reissued.  The  permit  shall  be  left 
during  the  whole  time  of  construction  in  charge  of  the  foreman  at  the 
work.  The  department  of  health  shall  be  notified  by  the  permittee  of 
the  time  and  place  c^  making  the  excavation,  in  order  that  the 
premises  may  be  disinfected.  All  work  imder  such  permit  shall  be 
wholly  at  the  expense  of  the  permittee  and  i^all  be  so  conducted  as 
to  cause  the  least  possible  inconveni^ice  to  public  travd,  rendents 
and  private  businesses.  It  shall  be  done  so  as  not  to  interfere  with 
the  telegraph,  telephone,  electric  Ught  and  other  subways,  water 
mains  or  service  connections,  gas  or  other  pipes,  nor  with  sewers  or 
house  connections.  All  rock  within  5  feet  of  a  water,  gas  or  pipe 
main  shall  be  removed  without  blasting.  All  ffliow  and  ice  upon  the 
pavements  within  5  feet  upon  either  side  of  the  opening  shall  be 
removed  within  24  hours  after  it  falls  or  forms.  The  trench,  after  the 
main  is  laid,  shall  be  filled  with  clean  earth,  well  rammed  down  as 
put  in. 

4.  Weaiher  delays.  Whenever  in  consequence  of  the  weather  or 
any  process  of  law,  or  other  unexpected  obstacle,  the  work  shall  be 
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stopped  for  so  long  a  time  that  public  travel  shall  be  obstructed,  t3i^ 
trench  shall  be  re&led  and  repaved  as  if  the  work  cont^nplated  iii 
the  permit  was  actually  completed. 

5.  Laws  and  ordinances  to  he  complied  with.  All  work  done  under 
the  permit  shall  be  performed  in  accordance  with  ihe  requirements  of 
the  commissioner,  and  in  strict  comphance  with  all  ai^hcable  laws 
imd  ordinances,  and  the  rules  and  re^iilations  of  the  city  departments 
established  for  the  purpose  of  enforcing  th^n. 

6.  Restoration  of  pavement.  When  the  pavement  opened  consists 
of  stone  blocks,  the  work  of  restoring  same  shaU  be  begun  within  24 
hours  alter  notice  from  the  commissioner  so  to  do,  and  completed  as 
rapi(lly  as  possible  to  the  satisfaction  of  the  commissioner,  and  in 
case  01  failure  to  so  commence  and  complete  the  work  it  may  be  done 
by  the  commissioner  in  such  manner  as  he  deems  proper  and  to  his 
satisfaction,  and  the  permittee  diall  agree  to  pay  the  cost  of  restoring 
same  as  shown  by  the  books  and  accounts  of  the  department  <x 
docks  and  ferries.  Where  the  pavement  opened  is  asphalt  the 
permittee  shall  agree  to  send  an  order  to  the  asphalt  company  whi<^ 
has  ihe  contract  for  the  maintenance  thereof  to  re-lay  it  at  the  ex* 
pense  of  the  permittee  and  to  send  a  duplicate  copy  of  the  order  to 
the  diief  engmeer  of  the  departm^it.  It  shall  also  agree  to  pay  the 
cost  of  such  relaying  and  the  cost  of  inspecting  the  work  by  ih% 
department. 

7.  Revocation  of  yermU,  The  commissioner  shall  have  the  rig^ 
to  revoke  the  penmt  at  any  time.    (Rule  13,  rearranged.) 

§  34.  Floating  docks. — Floating  docks  may  be  used,  with  the  eon- 
sent  of  the  owners  of  the  piers  or  bulkheads,  respectively,  occupied 
for  such  use,  or  of  the  persons  entitled  to  collect  wliarfage  for  such 
piers  or  bulkheads,  for  the  purpose  of  taking  ^  ships  or  vessels  for 
repair,  coppering  ot  finishing  *  subject  to  the  provisions  of  all  statutes 
and  ordinances  regulating  tne  use  oS:  the  nips,  piers  and  wharves 
of  ihe  city.    (Charter,  §  870.) 

§35.  Viohiions, — ^Any  owner,  lessee,  occupant  or  agent  of  any 
watorfront  property  who  shall  place  or  permit  the  erection,  placing 
or  maintaining  of  any  erection  or  imy  structiu*e,  fen*  which  peormit  has 
not  been  duly  obtained  from  the  oommis^oner,  shaU  icai&Lt  and  pay 
a  penalty  of  $100,  in  addition  to  all  damages  for  each  and  every 
violation  of  any  provision  of  this  article;  and  there  shidl  be  a  further 
penalty  of  $25  a  day  for  each  and  every  day  which  shall  eli^jse  until 
any  such  erection  Gt  structure  so  placed  shall  be  removed,  after  liie 
expiration  of  the  time,  specified  in  any  notice  ioc  the  removal  thereof 
has  beem  served  upon  such  owner,  lessee,  occupant  <»!  agent.  (Char- 
ter §  827.) 

ARTICLE  4 

ItfAINTBNANCE  OF  WHARF  FBOFEStTT 

Sec.  50.  Cleaning,  repairing  and  dredging  waterfront  property, 
§  51.  Overloading  watenront  property. 
§  52.  Obstruction  by  goods,  mercnandise  and  materials. 
I  53.  Vehicular  obstructions. 
S  54.  Removal  of  incmnliMnnees  smd  obstructions. 
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ti&nsferred  on  any  truck  upon  or  over  any  tna'^"i'-l  street,  wharf  or 
place,  except  by  special  license  or  penniasion  of  the  commissioner; 
nor  shaU  cargo,  goods  or  merchandise  be  stored  or  stacked  upon 
any  marginal  street,  wharf  or  place  in  excess  of  1,000  pounds  per 
aquare  foot,  except  by  special  Ucense  or  permission  of  the  commis' 
eioner,  and  in  such  manner  and  method  as  he  may  direct.  (Ride  3.) 
S  62.  ObglrucHon  by  goodi,  merchandise  and  maleriah.  I.  la 
tkedt. — The  lessees  or  occupants  of  any  waterfront  property  which 
has  befn  covered  in  whole  or  in  part  with  a  shed,  shall  not  allow 
ffixxis,  merchandise,  cat^  or  material  of  any  kind  to  be  discharged 
uereat  or  placed  uiereoi^  to  remain  upon  the  part  thus  bedded 
fqr  a  period  longer  than  5  days,  without  the  wntt«n  pennisBion  of 
the  commissionei'.     (Rule  9.) 

2.  GmieraUy.  Ekcept  as  otherwise  provided  in  this  section,  all 
goods,  merchandise  and  materials  of  every  kind,  landed  or  placed 
on  any  waterfront  property,  must  be  removed  therefrom  witnin  24 
hoiira.  After  a  department  notice  has  been  served  upon  the  owner, 
shipper  or  consignee  of  any  cargo,  to  remove  the  same,  a  penalty  of 
925  shall  be  paid  for  each  and  every  day  during  whicn  any  part  of 
such  goods,  merchandise  or  material  ahaJl  remain  upon  sudk  water- 
front property,  after  the  expiration  of  said  24  hams,  to  be  recovered 
fnm  sucn  owner,  shipper  or  consignee,  severaUy  and  respectively. 

3.  Removal  and  «h^we  by  department.  All  goods,  merchandiaa 
wd  oiateriala  of  every  kioa  incumbering  any  waterfront  property. 
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marks  and  numbeiis  thereon,  the  descriptions  iherecd  and  tiie.desig^ 
nation  of  the  waterfront  property  from  whence  the  same  was  re- 
moved and  the  date  of  such  removal.  If  any  of  such  merchuidise. 
material  or  vehicle  so  advertised  shall  remain  thereafter  unclaimed 
for  3  months,  the  commissioner  may  then  se^  the  same,  after  further 
advertisement  for  1  week  in  the  City  Record,  at  public  auction  to 
the  highest  bidder.  The  proceeds  of  such  sale  shan  be  used  to  pay 
the  expenses  of  the  removal,  storage  and  sale  of  such  incumbranceg 
or  obstructions,  and  any  balance  thereof  shall  be  held  in  trust  by 
the  commissioner  for  the  owner  or  owners  thereof,  for  12  months, 
when,  if  not  claimed,  it  shall  be  paid  over  to  the  commissroners  ot 
the  smking  fund.    (Charter,  §§  849-S51.) 

{  56.  PwMc  hacks. — ^No  public  hack  or  other  vehide  shall  stand 
or  be  allowed  on  any  pier  for  the  purpose  of  cairying  passengers 
for  hire  from  the  pier,  over  the  streets  of  the  city  widiout  a  p^mit. 
(Rule  adopted  1914.) 

§57.  ViolaUona, — ^Any  person  violating  any  provision  of  this 
article,  or  neglecting  or  refusing  to  comply  -mih  any  order  of  the 
commissioner,  made  thereunder,  shall,  except  as  otherwise  provided 
in  this  article,  pay  a  penalty  of  $100  for  each  such  violation  or  neglect 
or  refusal  to  comply  with  such  order,  and  the  ofif^ider  shall  pay  a 
further  penalty  of  $25  for  each  day  such  violation  or  neglect  or 
fusal  to  comply  with  the  order  shall  continue.  (Charter  5  927.) 


ARTICLE  5 

DI80HABQE  AND  STORAOB  OF  CARGOSS 

Sec.  60.  Jurisdiction  of  commissioner. 
I  61.  Manner  of  discharging  cargo. 
I  62.  Manure  and  other  offensive  refuse. 
I  63.  Inflammable  material. 
1 64.  Building  material. 

Sec.  60.  JwisdictUm  of  commisaumer.'^ThB  commissioner  shall 
ha.ve  power^  from  time  to  time,  to  make  such  generid  rules  and  regular 
tions  and  give  such  directions  as  will  secure  dispatch  in  loading  and 
unloading  vessels,  and  the  prompt  removal  of  the  same  from  the 
piers  as  soon  as  completed,  and  also  such  as  shall  be  necessary  to 
prevent  any  mmecessary  accumulation  of  freight  or  merchandise 
upon  any  pier  or  wharf,  while  any  vessd  shall  be  engaged  in  receiv- 
ing or  discharging  her  cargo;  provided,  however,  that  this  power 
shall  not  be  exercised  in  reference  to  any  obstruction  or  incumbrance 
uiK>n  any  pier  or  whaif  occupied  by  any  regular  line  of  steamboats 
or  steunships,  or  by  any  railroad  company,  except  upon  the  written 
request  of  the  occupant  or  lessee  ci  such  pier  or  wharf.  (Charter, 
§849.) 

§61.  Manner  of  discharging  cargoes,  1.  Sand  and  gravd.'—No 
sand,  gravel  or  similar  material  shall  be  discharged  from  or  loaded 
into  any  vessel,  unless  canvas  or  similar  material  be  extended  from 
the  vessel's  side  to  the  bulkhead  or  wharf  structure  at  which  such 
Tcssel  is  being  unladen,  to  |)revent  the  falling  of  the  sand  into  the 
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water;  and,  if  t^  sorfaoe  of  any  of  sueh  wharf  structures  is  not. 
sufficiently  tight  to  prevent  the  sand  dumped  thereon  from  going 
through  into  the  water,  then  no  sand  shall  be  discharged  thereon 
IrcHn  any  vessel,  imless  canvas  or  similar  material  shall  oe  first  laid 
thereon  to  receive  the  sand. 

2.  Uae  qf  horses.  No  vessel  of  any  kind  shall  be  loaded  or  dis- 
charged by  hor8^x>wer,  unless  proper  planking  be  provided  to 
protect  the  surface  of  such  pier,  bulkhead  or  wharf  structure  from 
mjury,  consequait  upon  the  travel  of  the  horse,  or  the  unloading  of 
stones  or  sinular  caigo  thereupon,  under  a  penalty  of  $23  for  each 
offense*  to  be  recovered  from  tne  owner,  oonsi^ee  or  master  of  any 
such  vessel,  or  stevedoro,  severally  and  respectively. 

3.  Lurnber  and  hriek.  All  lumber,  brick  or  other  material  in  bulk, 
disehaiged  on  any  bulkhead,  must  be  placed  at  least  20  feet  from 
the  edge  of  the  bulkhead,  pending  removal.    (Rule  5.) 

§  62.  Manure  and  other  offensive  refuse. — ^No  manure,  cellar  dirt. 
garba||e,  ofi^,  dead  animals,  or  refuse  <^  any  kind  shall  be  reodvea 
or  dehvered  at  any  pier^  bulkhead  or  reclaimed  land,  or  placed 
thereon,  without  the  special  permit  of  the  commissioner.    (Rule  6.) 

§  63.  InfiarnmaJble  material. — ^The  loading,  discharging  or  keying 
on  any  wharf,  pier  or  bulkhead  or  any  lighter,  barge  or  other  craft 
mo(»ed  to  any  wharf,  pier,  or  bulkhead  in  ihe  city,  of  cotton,  tur- 
pentine, rosin,  hay,  straw  or  other  inflammable  material  deemed 
extra  hazardous  in  the  standard  policy  of  fire  insurance  in  use  in 
the  State  of  New  York,  or  any  explosive,  shall  not  be  permitted, 
unless  the  same  is  covered  with  tarpaulins,  or  other  more  permanent 
or  substantial  material.    (Rule  5.) 

§  64.  Building  material* — ^No  brick,  sand,  gravd  or  similar  ma- 
tenal  shall  be  unloaded  on  any  wharf  property,  unless  a  permit 
therefor  shall  be  issued  by  the  superintendent  of  <^ks,  and  no  such 
material  shall  be  unloaded  oa  unleased  city  property  tmless  an 
application  shall  be  submitted  to  the  superintendent,  accompanied 
by  a  receipt  from  dock  master  for  $12.60,  specifying  the  name  of  the 
vessel  from  which  the  cargo  is  to  be  unloaided,  and  a  permit  issued 
therefor  by  the  superintendent.  At  the  ^miration  of  10  days  from 
the  date  of  said  permit,  if  any  portion  of  said  cargo  remains,  a  siipilar 
application,  accompanied  by  a  receipt  for  $12.50,  additk)nal,  shall 
be  submitted,  as  m  the  first  instance.  No  vessel  carrying  sudi 
material  or  cargo  shall  be  allowed  to  occupy  a  berth  for  a  peripd 
longer  than  5  days,  when  said  berth  is  required  by  another  vesseL 
City  wharf  property  under  permit  shall  be  deemed  leased  property, 
within  the  meaning  of  this  section.    (Rule  II.) 


ARTICLE  6 

WBARFAQB  RATBS 

Sec.  80.  General  traffic. 
I  SI.  State  traffic. 
f  82.  Local  traffic. 
§  83.  Vess^  carrying  shdlfish. 
§  84.  Floating  structures;  grain  elevators. 
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i85.  Canal  boats  and  bride,  earners. 
86.  Coal  hoists  and  derrick  scows. 

87.  Dam{)  scows. 

88.  Berthing  fees. 

89.  Payment  of  wharfilge. 
_  90.  Top«wharfage. 
§  91.  Ra^  to  be  printed  on  wharfage  bills;  overcharges. 

See.  80.  G'eneroZ  tm^.--^Excepi  as  otherwise  provided  in  this  arti- 
cle, wharfage  and'dodbi.ge  shall  be  charged  for  each  dayy  or  part  of 
day,  a  ship  or  vessel  shall  use  or  be  made  fast  to  any  dock,  pier, 
wharf  or  bulkhead,  or  ^sM  make  fast  to  any  Vessel  lying  at  any 
sodi  waterfront  property,  or  to  any  other  vessel  ijring  outsicfe  thereof 
and  made  fast  thereto,  at  the  following  rates: 

For  eadi  vessel  of  200  tons  burden  and  imder,  2e.^  per  ton;  and 
tor  each  vessd  over  200  tons  burden,  2c.  p^  ton  for  each  of  the 
first  200  tons  burden  and  }/i  of  Ic.  per  ton  for  every  additional  ton. 
(Charter,  }  869,  m  part.) 

f  81.  State  traffic — ^Vessels  known  as  Nortii  River  barges,  market 
boats  and  sloops,  employed  upon  l^e  waters  of  ^dds  state,  and  sdioo»- 
ers,  exchisivdy  employed  upon  sudi  waters,  shall  pay  wharfage  ot 
dockage  for  each  day  ot  part  c^  a  day,  at  the  ft^kywingrates : 

Under  50  tons  burden 10.50 

50  tons,  and  under  100 62>S 

100  tons,  and  under  150 76  , 

150  tons,  and  under  200 87J^ 

2500  tons,  and.under  250 1.00 

250  tons,  and  under  300.. , , J.12J^ 

300  tons,  and  under  350 1.25 

350  tons,  and  under  400 1.37H 

400  tons,  and  under  450 1.60 

450  tons,  and  under  500. 1.62J^ 

600  tons,  and  under  550 1,75 

550  tons,  and  under  600 1.87J^ 

600  tons  and  upward,  11.87}^  P^i^  50  tons  in  excess  of  600  tons, 
(Charter,  869,  in  part.) 

1 82.  Local  traffic. — ^Lighters  and  barges  employed  in  lightering 
fright  in  the  port  of  New  York  shall  pay  whaif age  and  dodcage  at 
the  rate  of  Ic.  per  running  foot,  actual  linear  measurement,  along 
the  side  c^  the  vessel.    (Charter,  §  859,  in  part.) 

i  83.  Vessda  cairryirvg  sheUflsh, — ^Vessels  of  200  tons  burden  and 
under,  which  shall  be  actually  ^igaged  in  carr3ring  oysters  or  other 
shellfish,  and  which  make  fast  to  any  waterfront  property  shall 
pay  wharfage  and  dockage  at  the  rate  of  l^c  per  ton  each  day,  and 
every  such  vessd  which  shall  make  fast  to  another  vessel  lying  at 
any  waterfront  propertv,  or  to  any  vessel  l3ring  outride  of  such  v^sd, 
or  that  shall  anchor  within  any  slip  or  basin,  shall  pay  Ic.  per  ton 
per  day;  provided,  that  no  vessel  diall  pay  less  than  25c.,  nor  lest 
than  1  day's  wharfage,  nor  diatt  more  than  1  day's  wharfage  be 
charged  unless  for  a  continuous  use  of  the  pier,  wharf,  bulkhead, 
slip  or  basin  of  more  than  24  hours.    (Charts,  $  860.) 

}  84.  FloaHng  arueturea;  ^rain  6tei>ator«.— Every  vessd  or 
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structure,  other  than  those  above  named,  used  for  transporta^on  <^ 
freight  or  passengers,  shall  pay  double  the  first  rate  prescribed  in 
§80  of  this  article;  except  that  floating  grain  elevators  shall  pay 
one-half' of  such  rate.    (Charter,  §  859.) 

§  85.  Canal  boats  and  brick  comers.-rEvery  canal  boat  and  every 
vessel  engaged  in  freighting  brick  on  the  Hudson  river,  occupjrinp  a 
berth  next  to  an^  waterf nmt  property  and  engaged  in  denvenng 
cargo  upon  said  pier,  wharf,  or  bulkhead,  or  receiving  cargo*  there- 
from, shfdl  pay  whariace  at  the  rate  of  50c.  for  every  dav  or  part  of  a 
day  while  so  engaged;  but>  when  unloaded,  such  oeuial  boats  or  ves- 
sels shall  pay  wruufage  at  the  rate  of  30c.  per  day  or  part  thereof; 
provided  no  canal  boat  or  vessel,  lying  in  any  slip  between  two 
adjacent  piers,  shall  be  required  to  pay  full  wharfage  to  the  owners 
or  lessee  of  both  such  piers  for  the  same  day,  notwithstanding  she 
may,  during  said  day,  have  changed  her  location  between  the  piers; 
but  she  shaU  pay  one-half  rates  to  eaxh  owner  or  lessee  in  such  case. 
(Charter,  §861.) 

§  86.  Coal  hoists  and  derrick  scofws, — Coal  hoists  on  scows  or  floats 
and  vess^,  loading  or  unloading  derrick  stone,  old  paving  blocks 
and  arohalt  from  street  surfaces,  shall  pay  $1.00  per  o&y  for  derrick 
scow;  ll.OO  per  day  for  boat  lying  next  to  a  dock  or  next  to  a  derrick, 
and  regular  wharfage  for  any  additional  boat6«  D^rick  scows 
occupying  berth  without  scows  or  other  vessels,  $2.00  per  day. 
(Rule.)      •  , 

§  87.  Dump  scows. — ^Vessels  loading  or  uploading  adies  or  sunilar 
material  shall  pay  wharfage  or  dockage  at  the  rate  of  Ic.  per  day  per 
running  foot.    (Rule.) 

§  88.  Berthing  fees, — ^Every  vessel  making  fast  to  a  vessel  at  any 
pier,  wharf,  or  bulkhead,  or  to  another  vessel  outside  of  such  vessel, 
or  &t  im  anchor  within  any  shp  or  basin,  when  not  receiving  or  dis- 
charging cargo  or  ballast,  shall  pay  one-half  of  rates  provided  for 
vessels  of  her  class  in  the  preceding  sections  of  this  article.  (Charter, 
§  859.  in  part.) 

§  89.  Payment  of  wharfage, — ^Dpck  masters  must  collect  in  cash 
any  and  all  wharfage  daily  except  in  cases  where  a  credit  account  has 
been  opened  by  consent  of  the  commissioner.  Payment  for  wharf- 
age, by  those  having  credit  accounts,  must  be  made  direct  to  the 
eadoier  cl  the  department  within  10  days  after  receipt  of*  bilk  In 
case  a  vessel  shall  have  a  pier,  wharf,  bulkhead,  slip  or  basin  before 
the  payment  (A  the  wharfage  or  dockage  due  on  her  account,  the 
owner,  consignee  or  person  in  charge  of  such  vessel  shall  be  liable  to 
pay  double  the  rates  of  wharfage  for  vesseb  of  her  class,  established 
by  the  preceding  sections  of  this  article^    (Rule.) 

1 90.  Top  wharfage, — ^The  owner  or  the  lessee  of  any  wharf,  pier  or 
bu&chead  may  charge  and  collect  the  sum  of  5c.  par  ton  on  aU  goods, 
merdiandise  and  materials  remaining  on  the  waterfront  property, 
owned  or  leased  by  him,  for  evary  day  after  the  expiration  oi  24 
hours  frcHn  the  time  the  goods,  merchandise  and  materials  shall 
have  been  left  or  d^>08ited  thereon,  and  he  shall  have  a  lien  on  such 
goods,  merchandise  and  materials  for  such  charges  until  the  same 
skall  have  been  paid.    (Charter,  §  862.) 

§  91.  Rales  to  he  printed  on  wharfage  Wis;  overcharges, — ^All  persons 
owning  or  having  charge  of  waterfront  property  shall  cause  all 
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proviaioiis  o£  this  artiele  to  be  printed  on  the  baek  of  eaeh  bill  pi 
aented  by  them  for  wh^urfage,  and  the  own^,  consignee,  or  person 
charge  of  any  yessel  shall  not  be  required  to  pay  the  wharfage 
docka^  due  on  such  vessel  imless,  upon  his  demaiKl,  the  bill  pi 
sented  to  him  is  printed  in  eonformi^  with  this  section.  Any  p^^ 
owning  or  having  charge  of  any  waterfront  property^  who  sh 
receive  for  wharfage  any  rates  in  excess  of  those  authonzed  by  tl 
article,  sball  forfeit  to  the  party'  aggrieved  treble  the  amount 
f^iarged  as  damages,  to  be  sued  for  and  recova!ed  by  the  party  $ 
grieved.   (Charter,  i  863.) 

ARTICLE  7 

FERRIES 

Sec.  lot). 

ARTICUB  8 

PROTECTION  OF  NAVIGATION 

Sec.  120.  Obstructions  to  navigation. 
§  121,  Vessels  lyuif^  at  ends  of  piers. 
§  122.  Fouling  navigable  waters. 

i  123.  Ashes  and  refuse  from  vessds.  . 

§  124.  Violations. 

Sec.  120.  Obstructions  to  navigation. — In  case  any  pier,  bulkhet 
platform  or  other  wharf  structure  shall  be  abandoned  ana  constiti 
an  obstruction  to  navigation,  or  a  vessel  ^all  be  stranded,  sunken 
wrecked  and  be  abandoned  for  10  days,  the  commissioner  sh 
notify  the  owner  of  such  abandoned  property  or  vessel,  if  known 
him.  to  remove  the  same  forthwith,  but  if  tne  owner  be  not  knoi 
to  tne  commissioner,  or  is  not  within  the  city,  or  shall  fail  to  comj 
with  the  notice,  the  commissioner  shall  cause  such  obstruction 
vessel  to  be  removed,  and  the  expense  of  such  removal  shaU 
recoverable  by  action  from  the  owner  and  shall  be  a  lien  on  t 

groperty  or  vessel  so  removed  until  paid.  If  such  property  or  ves 
e  not  claimed  within  30  days  after  removal,  the  commissioner  sh 
advertise  the  same  for  sale,  at  public  auction  to  the  highest  bidd 
ia  the  City  Record  for  6  days.  The  proceeds  of  each  such  sale  shall 
paid  into  the  city  treasury.    (Rule  11.) 

§  121.  Vessels  lying  at  oiUer  end  of  wharfs. — No  vessel,  canal  bo 
barge,  lighter  or  tug  shall  obstruct  the  waters  of  the  harbor,  by  lyi 
at  the  exterior  end  of  wharves  in  the  waters  of  the  North  or  the  Ej 
river,  except  at  their  own  risk  of  injury  from  vessels  entering 
leaving  any  adjacent  dock  or  pier.    (Charter,  §  879.) 

§  122.  Fouling  navigable  waters.  1.  Dumping. — No  wharf,  pier 
slip,  or  bulkhead  adjacent  thereto,  in  the  navigable  waters  of  t 
port  of  New  York,  which  has  heretofore  been  used  for  the  loadi 
and  discharging  of  sailing  vessels,  regularly  employed  in  forei 
commerce  and  having  a  dmught  of  more  than  18  feet  of  water,  sh 
.be  used  as  a  dumping  ground.    (Charter,  §  845.) 
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2.  Harbor  pollution.  The  placing,  discharging  or  depositing,  by 
any  process  or  in  any  manner,  of  offal,  fruit,  vegetables,  piles,  lumber, 
timber,  driftwood,  dirt,  ashes,  cinders,  mud,  sand,  dredging,  dodge, 
acid,  or  anv  other  refuse  matters^  floatable  or  otherwise,  in  the  ticLai 
waters  of  the  port  of  New  York  is  hereby  strictly  prohioited,  except 
under  the  supervision  of  the  United  States  supervisor  of  tiie  harbor. 
(Charter,  §  880,  Rule  15.) 

3.  Snow  and  ice.  No  snow  or  ice  shall  be  dumped  into  the  waters 
adjacent  to  waterfront,  except  from  piers,  brnkh^uls  and  otiier 

? laces  designated  from  time  to  time  by  tne  oommiasiinier.    (Gharter» 
878,  Rule  8.) 

4.  Oil  and  oil  refuse. — No  person  ahall  discharge  or  cause  or  permit  to 
be  discharged  into  the  tidal  wat^ns  of  the  port  of  New  York,  from  any 
ship,  st^uner  or  other  vessel,  any  oil,  oil  refuse,  or  other  inflammable 
matter.    (New.) 

§  123.  Aehea^  oil  and  oil  refuse  from  vessels. — Scows  employed  by  the 
city  or  by  contractors  for  removing  ashes,  garbage,  oil,  and  oil  refuse, 
wlule  moored  at  the  various  dumping  boards  of  the  city,  are  hereby  re- 
quired to  receive,  directly,  all  such  subetanoes  from  vessels  in  the  harbor, 
and  5  or  more  scows  shiJl  be  located  at  such  points  as  the  supervisor  of 
the  harbor  may  direct,  for  the  special  use  of  boats  and  vessels  wishing  to 
discharge  any  such  substances. 

Adopted  December  16,  1919.    Approved  December  23,  1919. 

J  124.  VioUsHofM, — ^Any  person  violating  aay  proviaon  of  this 
article  shall,  upon  conviction  therefor,  be  puniimea  by  a  fine  of  not 
more  than  ^^50  nor  less  than  $5,  or  imprisonment  for  not  more  than 
6  months  nor  less  than  10  davs,  one-half  of  said  fine  to  be  paid  to  the 
person  giving  information  which  shall  lead  to  the  convictign  of  the 
offender.    (Charter,  §  880.) 
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CHAPTER  9 

Electrical  Control 

(New.    Approved  Jvly  16,  191S) 

Article  1.  General  provisions. 

2.  Generators,  motors,  switchboards. 

3.  Outside  work. 

4.  Inside  work. 

5.  Fittings,  materials  and  details  of  consiruciion. 

6.  Miscellaneous. 

7.  Violations. 

ARTICLE  1 

GENERAL  PROVISIONS 

Sec.    1.  Definitions. 
,  {    2.  Jurisdiction;  powers  and  duties  of  the  commissioner* 
I    3.  Federal  buildings.  ' 
I  ,  4.  City  departments. 
§    5.  Public  service  electne  eorporations. 
§   6.  Installations,  alterations  or  repairs  of  wiring  or  aiH^iaaoeB. 
§    7.  A|>plications. 
§   8.  License  board. 
I    9.  Fees. 

10.  Inspection. 

11.  C^tificate  of  inQ>ection. 

12.  Supplying  current. 
§  13.  Discontinuing  current. 

Sec.  1.  Definitions, -^Vvleaa  otherwise  (raqiressly  stated,  tfae  ^ 
lowing  terms  whenever  used  in  this  chapter  shiul  respectively  be 
denned  to  mean  and  include: 

1.  Avpliances.    All  electrical  apparatus  or  fittings,  exc^t  fuse . 
reoewals,  incandescent  lamp  renewals  and  portable  devices  which 
together  with  thdr  cables  and  attachments  have  been  approved  for 
connection  to  appropriate  parts  of  the  permanent  electrical  equipr 
ment. 

2.  Approved.  Approved  in  writing  by  the  commisflioner  of  water 
supply,  gas  and  etectricity. 

3.  B.  &  S.  gauge.   Brown  and  Sharpe  gauge  for  wire; 

4.  BvUding.  Any  edifice,  structure  or  enclosure,  wnethec  roofed 
or  unroofed. 

5.  CerUfioais  of  vnapection.  The  certificate  of  the  c(»nn]^iseioiier 
thfkt  the  installation,  alt^ation  or  repair  of  electric  wiring  or  appU- 
ances  for  light,  heat  or  pow^  in  a  building  has  been  inspected,  and  is 
Approved  by  the  department,  either  temporarily  or  finaUy. 

6.  Bxtrch-high  poterUial  system;  any  circuit  attached  to  itny  mnelune 
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or  combination  of  machines  which  develops  a  difiference  of  potential 
between  any  two  wires,  of  over  3,500  volts,  shall  be  considered  as  an 
extra-high  potential  circuit,  and  as  coming  under  that  class,  unless 
an  approved  transforming  device  is  used,  which  cuts  the  difference 
of  potential  down  to  3,500  volts  or  less. 

7.  High-potential  system.  Any  circuit  attached  to  any  machine  or 
combination  of  machines  whicn  develops  a  difference  of  potential 
between  any  two  wires,  of  over  550  volts  and  less  than  3^500  volts, 
unless  an  approved  transforming  device  is  used,  which  cuts  the 
difference  of  potential  down  to  550  volts  or  less;  for  550  volt  motor 
equipments  a  margin  of  10  per  cent,  above  the  550  volt  limit  will 
be  allowed  at  the  generator  or  transformer  without  coming  under 
high-potential  ^sterns. 

8.  jLicense,  The  authorization  of  the  conmiissioner  for  a  person 
to  engage  generally  in  the  business  of  installing,  altering  or  repairing 
electric  wiring  or  appliances  for  light,  heat  or  power  in  buildings. 

9.  Low  potential  system.  Any  circuit  attached  to  any  transform- 
ing device,  machine,  or  combination  of  machines,  which  develops  a 
difference  of  potential  between  any  2  wires,  of  not  over  550  volts; 
the  primary  circuit  not  to  exceed  a  potential  of  3,500  volts  unless  the 
primary  wires  are  installed  in  accordance  with  approved  standards 
for  pole-line  construction,  or  are  underground;  for  560  volt  motor 
eauipments  a  margin  of  10  per  cent,  above  the  550  volt  limit  will  be 
allowed  at  the  generator  or  transformer.  (Amend.  App.  Aug.  8, 
1916.) 

10.  SignaUing  system.  Wiring  for  telephone,  teleeraph  (exc^t 
wkeless  telegraph  apparatus)  district  messenger  and  call  bell  cireuitsy 
fire  and  burglar  alarms,  and  all  similar  systems  which  are  hazardous 
only  because  of  their  liability  to  become  crossed  with  electric  light, 
heat  or  power  circuits. 

11.  Special  license.  The  authorization  of  the  eommisdoner  fbr  a 
person  in  the  exclusive  employ  of  the  owner  or  manager  of  a  build- 
ing to  install,  alter  or  repair  electric  wiring  or  appliances  for  light, 
heat  or  power  therein  during  the.  term  of  such  special  Ucense. 

12.  Special  permit.  The  authorization  of  the  commissioner  for  a 
pefBon  to  install  or  repair  electric  wiring  or  appliances  for  Kght,  heat 
of  power  upon  an  individual  application. 

J  2.  JuAsdictUm.  Powers  arCi  duties  of  the  commissioner. — ^Thecom- 
mnsioAer  of  water  supply,  gas  and  electricity  is  empowered  to 

1.  Make  rules  and  regulations  respecting  the  installing,  altering  or 
repairing  of  electric  wirmg  or  appliances  for  light,  heat  or  powe?  in 
or  upon  any'  building; 

2.  Cause  any  electric  wiring  or  appliance  for  light,  heat  or  power 
in  or  upon  any  building  to  be  e^tamined  and  inspected  by  an  officer 
or  employee  of  the  department  designated  for  th^t  purpose; 

3.  Order  in  writing  the  remedying  of  any  defect  or  deficiency  in 
the  installing,  altering  or  repairing  of  electric  wiring  or  applifuices 
for  li^t,  heat  or  power,  in  or  upon  any  building. 

4.  Caude  any  order  of  the  commissioner  which  is  not  complied 
with,  within  the  time  fixed  in  such  order  for  compliance  therewith, 
to  be  enforced  and  to  take  proceedings  for  its  enforcement. 

§  3.  Federal  buildings. — Nothing  in  this  chapter  shall  be  construed 
to  upply  to  any  building,  the  electrical  equipment  q€  which  is  under 
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the  oontrd'of  the  United  States  Qoyemmait  or  (^  any  department 
or  officer  thereof. 

§4.  City  departments, — ^The  various  depcuiiments,  boards  and 
officers  of  the  city  shall  be  subject  to  the  provisions  of  this  chapter 
in  so  far  as  the  same  may  be  applicable,  but  shall  not  be  required  to 
pay  fees;  provided,  that  nothing  in  this  chapter  shall  be  so  construed 
as  to  a£fect  or  in  any  way  modify  the  provisions  of  f  7,  artide  1  of 
chapter  9  of  this  code^gr  of  chapter  458  of  the  laws  of  1912. 

§5.  Public  service  electric  corporaHons, — ^The  provisions  of  this 
dbapter  shall  not  apply 

1.  To  electrical  ec^uipment  used  in  connection  with  railroads. 

2.  To  the  following  described  electrical  equipment  used  in  oon^ 
nection  with  lighting  and  power  companies:  (a)  generating  stations, 
(b)  substations,  (c)  storage  battery  statioi^  (d)  storage  buildings 
and  yards  and  (e)  service  switches  and  controlling  devices  and  meters 
and  their  attadied  controlling  and  testing  devices;  proviided.  that 
the  electrical  equipment  hereinabove  referred  to  be  owned  or  leased 
and  operated  by,  or  for  the  exclusive  benefit  d,  persons  or  eoipolu- 
tions  subject  to  the  jurisdiction  of  ^ther  of  the  pubUc  service  com- 
missioiis  of  ihe  State  of  Kew  York,  or  thdr  successors. 

§6.  InataUationSi  alterations  or  repairs  of  wiring  or  apptumces, 
1.  Generally.— No  person  shall  install,  alter  or  repair  electnc  wiring 
or  appliances  for  light,  heat  or  power  in  any  building  except  a  person 
holcung  a  license,  a  special  license  or  a  special  permit  as  definea  in  §  1 
oi  this  (^pter,  or  a  person  employed  by  and  working  under  the  gentral 
supervision  of  the  holder  of  a  U/xnae^  a  special  license  or  a  special  permit, 
and  after  a{>pUoation  for  a  certificate  of  inspection  of  such  uistallar 
tion,  alteration  or  repair.  A  license  or  a  special  license  shall  ren^ain 
in  force  for  1  year  from  the  date  of  issue,  and  a  special  permit  shall 
lemaLn  in  fwce  during  the  performance  of  the  work  which  it  au- 
thorizes, unless  modified,  suspended  or  revoked  as  hereinafter  pro-= 
▼ided;  but  in  no  case  shall  a  special  permit  remain  in  force  for  mor^ 
than  1  year. 

2.  Modification,  siispensidn  or  revocation  of  special  permits  imd 
Ucenses.  The  commissioner  may  at  anv  time  bv  an  order  in  writing, 
for  good  cause  shown,  modify,  suspendi  or  revoke  any  special  permit 
issued  pursuant  to  this  chapter,  and  in  like  manner,  but  upon  ree* 
ommendation  of  the  license  board,  he  may  modify,  su^nd  or  revoke 
any  hcense  similarly  issued. 

I  7.  Applications^ — ^AU  applications  for  licenses^  special  lioenses, 
fl|iecial  pmnits  or  certificates  of  inspecticm  shall  be  made  to  the  com- 
missioner, in  such  form  and  detail  as  he  mav  from  time  to  time 
prescribe.  A  hcense,  special  hcense  or  special  permit  shall  not  be 
transferable. 

§8.  lAoense  hoard.  1.  Organization. — ^The  commissioner  shall 
ap^int  a  board  to  determine  the  fitness  of  ap^cants  for  licenses, 
wnich  shall  consist  of: 

a.  An  officer  or  employee  of  the  department; 

b.  A  master  or  emplo3ring  electrician; 
C*  A  journeyman  electrician; 

d.  An  underwriters'  electrical  inspector; 

eu  An  electrician  in  the  employ  of  a  pubUc  service  corporation  of 
the  dty; 
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f*  An  acehitect  or  builder  xji  at  least  five  years'  practical  experieiMse; 

g.  A  real  estate  owner  or  broker. 

The  m^nber  of  the  board  who  is  an  officer  or  ^nployee  of  the  de- 
partment shall  serve  as  chairman,  and  all  members  shall  serve  with- 
out compensation.  Four  members^  including  the  chairman,  who 
shall  be  entitled  to  vote,  shall  coi^titute  a  quorum  of  the  boaid  for 
the  transaction  of  business;  but  no  recommendation  for  the  issue, 
modification,  suspennon  or  revocatiim  of  a  license  shall  be  adopted 
except  by  the  vote  of  four  members  of  the  board. 

2.  Jurisdiction,  All  appUcations  for  Ucenses  or  «>ecial  licenses 
shall  be  referred  by  the  commissioner  to  the  board,  which  shall 
promptly  investigate  and  report  to  the  commissioner  as  to  the  fitness 
for  license  of  the  respective  appUoants.  The  board  shall  meet  at 
least  once  in  ev^ry  we^  for  the  consideration  of  sudi  apphoations. 
The  board  shall  investigate  and  repcHrt  to  the  commissioner  respecting 
any  charge  that  may  be  made  against  the  holder  oi  a  license  or  a 
special  license. 

{  d.  Feeg, — ^Theve  shall  be  charged  and  collected  by  the'commis- 
sioD^  a  fee  of  $10  for  each  license  issued  under  the  provisions  of  this 
chapter  and  thereafter  an  annual  fee  of  $5  lor  each  renJB^i^  ol  such 
liceDse  and  a  fee  of  $1  for  each  special  licenise  or  iq)eoial  permit  so 
issued. 

§  10.  Inspection, — ^The  commissioner  or  any  duly  authorised 
officer  or  emj^yee  of  the  department  of  water  supply,  gw  and- 
electricity  may  enter  or  go  upon,  at  any  reasonable  hour,  any  build- 
ing in  or  upon  which  are  wires  or  other  appjaratus  for  elec^ic  eurroits 
lor  light,  heat  or  pow^.  to  make  inflection  of  such  wires  or  other 
applifuices  or  for  any  otner  purpose  in  f urtheiance  of  the  provisions 
of  this  chapter. 

§  11.  Certificate  of  inspection.  1.  /Mue.^— If,  aft^  inspection,  the 
dectric  wirmg  or  a^^liances  for  light,  heat  or  power  in  a  building^ 
riiall  be  found  by  the  commissioner  to  have  been  installed,  altered  or 
repaired  in  conformity  with  the  reauirements  of  this  oiapter,  he 
uall  issue  a  temporary  or  final  certificate  oi  inspection  theraor. 

2. ,  Modifiadionf  tuspension  or  revocation.  The  commissioner  may 
at  any  time  1^  an  order  in  writing^  for  good  cause  shown,  modify, 
su^iend  or  revoke  any  certificate  of  inspection  issued  pursuant  to 
this  chapter,  but  no  such  order  diaU  be  effective  unless  same  shall 
state  specificallv  the  reason  therefor,  nor  until  a  copy  of  such  order 
has  been  served  upcm  the  owner,  lessee  or  occupant  of  the  premises 
affected  thereby;  or,  if  the  own^,  lessee  or  occupant  camiot  be 
ascertained  or  located  by  the  exercise  of  reasonable  diligence,  a  copy 
oi  such  notice  shall  have  been  conq>icuou8ly  posted  upon  the  prrai- 
ises. 

§  12.  Supplying  currerU. — No  pnerscm  shall  supply  electric  eurrwit 
for  light,  heat  or  powe^  to  any  wiring  or  appliances  in  any  building 
until  a  certificate  of  inspection,  temporary  or  final,  authorising  the 
use  of  said  wiring  or  appliances  shall  have  been  isgnied  by  the  com- 
missioner. 

§  13.  Discontinuing  current. — If.  in  the  judgment  ol  the  oommis- 
sioner,  after  due  inspection,  the  mectric  wiring  or  appliances  m  any 
building,  shall  be  unsafe  or  dangerous  to  persons  or  properly,  the 
commissioner  shall  have  power  to  cause  such  wires  or  appliaiSMseB'^^ 
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Sec.  201.  GeneratoTB. 

S  302.  Conductors  from  generators  to  swit«bbo>inls,  rheoatats  01 
other  instnimenta  and  thence  to  outside  lines. 

203.  Switchboards. 

204.  Resistance  devices. 

205.  Lightning  arrestera.  ' 
20S.  Care  ana  attendance. 

207.  Testing  of  insulatioD  n 

208.  Motors. 

209.  Railway  power  ptanta. 

210.  Storflae  or  primary  batteriea. 

211.  Tranfflonnera. 

Sec.  201.  Generators. — a,  Generatora  must  be  located  in  a  dry 
piftce, 

b.  Generators  must  never  be  placed  in  a  room  where  any  hazardous 
pnweas  ia  carried  on,  nor  in  places  where  they  would  be  exposed  to 
inflammable  gases  or  flyings  of  combustible  materials. 

c.  Generators  must,  when  operating  at  a  potential  in  excess  of 
650  volts,  have  their  base  frames  pemiaaently  and  effectively 


Generators  must,  when  operating  at  a  potential  of  550  volts  or  less 
bave  their  base  frames  permanently  and  effectively  grounded  - 
-wherever  feasible.  Where  grounding  of  the  frame  is  impracticable, 
special  permission  for  its  omission  may  be  given  in  writing,  in  which 
case  the  frame  must  be  permanently  and  effectively  insulated; 
Wooden  base  frames  used  for  this  purpose,  and  wooden  floors  which 
aje  depended  upoq  for  insulatton  where,  for  any  reason,  it  is  neces- 
sary to  omit  the  base  frames,  must  be  kept  filled  to  prevent  absorp- 
-tion  of  moisture,  and  must  be  kept  dean  and  dry. 

d.  Constant  potential  generators,  exc^t  alternating  current 
nmcbines  and  their  exciters,  must  be  protected  from  f  -  ■  - 
'  current  by  satety  fuses  or  equivalent  devices  of  approved- dt 
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For  two-wire  D.  C.  generators,,  single-pole  protection  will  be  coi- 
sidered  as  satisfying  the  above  rule,  provided  the  safety  device  is  so 
located  and  connected  that  the  means  for  opening  same  is  a^^tuated 
by  the  entire  generator  current^  and  the  action  thereof  will  com- 
pletely open  the  generator  circuit. 

For  three-wire  direct-current  generators  compound  or  shunt 
wound,  a  safety  device  must  be  placed  in  each  armature  lead,  and  so 
connected  as  to  receive  the  entii^  current  from  the  armature.  Fuses 
wiJl  not  be  acceptable.  The  safety  device,  must  consist  of  either: 
(1)  a  double  pole,  double  coil,  overload  circuit  breaker^  or  (2)  a  four^, 
pole  circuit  breaker  coimected  in  the  jpaaia  and  equalizer  leads,  and 
tripped  by  means  of  two  overload  devices,  one  in  each  armature 
lead. 

The  safety  devices  above  required  must  be  so  interlocked  that  no 
one  pole  can  be  opened  without  simultaneously  disconnecting  both 
sides  of  the  armature  from  the  system. 

e.  Generators  must  each  be  provided  with  a  name-plate,  givins 
the  maker's  name,  the  capacity  m  volts  and  amperes,  and  the  normal 
speed  in  revolutions  per  minute. 

f .  Terminal  blocks  when  used  on  generators  must  be  made  of 
approved  non-combustible,  non-absorptive,  insulating  material,  fludi 
as  slate,  marble  or  porcelain. 

g.  The  use  of  soft  rubber  bushings  to  protect  the  lead  wires  com- 
ing through  the  frames  of  generators  is  permitted,  except  when  in- 
stalled where  oils,  grease,  oily  vapors  or  other  substances  known  to 
have  rapid  deleterious  effect  on  rubber  are  present  in  such  quantities 
and  in  such  proximity  to  the  generator  as  may  cause  such  bushings 
to  be  liable  to  rapid  destruction.  In  such  cases  hard  wood,  im>perly 
filled,  or  preferably  porcelain  or  micanite  bushings  must  be  used. 

§202.  Conductors  from  generators  to  switchboards,  rheostats  or 
other  instrwnentSf  and  thence  to  outside  lines. — a.  Conductors  must  be 
in  plain  sight  or  readily  accessible.  Wires  from  generator  to  switch- 
board may^  however,  be  placed  in  a  run-way  in  the  brick  or  cem^t 
pier  on  which  ^e  generator  stands.  When  protection  against  mois- 
ture is  necessary,  cable  with  grounded  lead  sheath  or  grounded  con- 
duit must  be  med. 

b.  Conductors  must  have  an  approved  insulating  covering  aa 
called  for  in  article  4  of  this  chapter  for  similar  work,  accept  that  in 
central  stations,  on  exposed  circuits,  the  wire  which  is  used  must 
have  a  heavy  braided,  non-combustible  outer  covering.  Conductors 
used  as  bus  bars  may  be  made  of  bare  metal.  Wires  with  inflammable 
outer  braiding,  when  brought  close  together,  as  in  the  rear  of  switch- 
boards, must,  when  required,  be  each  surrounded  with  a  tight,  non- 
combustible  outer  cover.  Flame  proofing  must  be  stripped  back  on 
all  cables  a  sufficient  amount  to  give  the  necessaiy  insulation  dis- 
tances for  the  voltage  of  the  circuit  on  which  the  cable  is  used.  ^ 

c.  Conductors,  must,  where  not  in  a  conduit,  be  k^  so  rigidly 
in  place  that  they  cannot  come  in  contact. 

a.  Conductors  must  in  all  other  respects  be  installed,  with  the 
same  precautions  as  required  in  article  4  of  this  diapter  for  wires 
carrying  a  current  of  the  same  volume  and  potential. 

e.  In  wiring  switchboards,  the  ground  detector,  voltmeter,  pilot 
lights  ^d  potential  transformers  must  be  connected  to  a  drcu^  of 
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not-hfls  than  No.  14  B.  &  S.  gage  wire  that  is  protected  by  approved 
fuseSi  TMs  circuit  is  not  to  carry  over  660  watts. 
*  For  the  protection  of  instnunents  and  pilot  lights  and  switch- 
boards, approved  N.  E.  Code  standard  enclosed  fuses  are  preferred, 
but  approved  enclosed  fuses  of  other  designs  of  not  over  two  (2)  am- 
peres capacity  may  be  used. 

§203.  Switchboards, — a.  Switchboards  must  be  so  placed  as  to 
reduce  to  a  minimum  the  danger  of  communicating  fire  to  adjacent 
combustible  material. 

Switchboards  must  not  be  built  up  to  the  cdlins,  a  space  of  three 
feet  being  left,  if  possible,  between  the  ceiling  and  the  board.  The 
E^ace  bade  of  the  board  must  be  kept  dear  of  rubbish  and  must  not 
be  used  for  storage  purposes.  ^ 

b.  Switchboards  must  be  made  of  non-combustible  material. 

c.  Switchboards  must  be  accessible  from  all  sides  when  the  con- 
nections are  on  the  back,  but  may  be  placed  against  a  brick  or  stone 
wall  when  the  wiring  is  entirely  on  the  f  euse. 

If  the  wiring  is  on  the  back,  there  must  be  a  clear  space  of  at  least 
eighteen  inches  between  the  wall  and  the  apparatus  on  the  board, 
and  ev^i  if  the  wiring  is  eaitirely  on  the  face,  it  is  much  better  to 
have  the  board  set  out  from  the  wall. 

d.  Switchboards  must  be  kept  free  from  moisture. 

e.  Wires  with  inflammable  outer  braiding,  when  brought  dose 
together,  ^as  in  the  rear  of  switchboards,  must,  when  required,  be 
eaich  surrounded  with  a  tight,  non-combustible  outer  cover. 

Flame  proofing  must  be  smpped  back  on  all  cables  a  suffident 
antount  to  give  tibe  necessary  insulation  distances  for  the  voltage  c^ 
tiie  circuit  on  which  the  cable  is  used. 

§  204.  Resistance  devices, — ^a.  Renstance  devices  must  be  placed 
on  a  switchboard,  or  at  a  distance  of  at  least  one  foot  from  combus- 
tible material,  or  separated  therefrom  by  a  slab  or  pand  of  non- 
combustible,  non-absorptive  insulating  material  such  as  slate,  soap- 
stone  or  marble,  somewhat  larger  than  the  rheostat,  which  must  be 
secured  in  position  independentlv  of  the  rheostat  supports.  Bolts 
for  supportmg  the  rheostat  shall  be  countersunk  at  least  1-8  inch 
b^w  the  surface  at  the  back  of  the  slab  and  the  bolt  heads  shall  be 
covered  with  insulatii^  material.  For  proper  mechanical  strength, 
slab  should  be  of  a  thickness  consistent  with  the  size  and  weight  of 
the  rheostat,  but  in  no  case  less  than  }4  inch. 

If  resistance  devices  are  installed  in  rooms  where  dust  or  combus- 
tible fl3dngs  are  liable  to  accumulate  on  them,  they  must  be  equipped 
with  dust-proof  face-plates. 

b.  Where  protective  resistances  are  necessary  in  connection  with 
automatic  rheostats,  incandescent  lamps  may  be  used,  provided 
that  they  do  not  carry  or  control  the  mam  current  nor  constitute  the 
regulating  resistance  of  the  device. 

When  so  used,  lamps  must  be  mounted  in  porcelain  receptacles 
upon  non-combustible  supports,  and  must  be  so  arranged  that  they 
cannot  have  impressed  upon  them  a  voltage  greater  than  that  for 
which  they  ire  rated.  They  must  in  all  cases  be  provided  with  a 
name-plate,  whiish  shall  be  permanently  attached  beside  the  porce- 
lain reo^tacle  or  rec^tacles  and  stami>ed  with  the  wattage  and  vol- 
tage of  toe  lamp  or  lamps  to  be  used  in  each  receptade. 
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Under  specM  authorization  in  writing,  given  in  iEtdvanee,  iiMsaii* 
descent  lamps  may  be  used  for  the  purpose  of  resLstances  in  serieB 
with  other  devices  when  mounted  in  porcelain  receptacles  upon  non* 
combustible  supports  and  so  arranged  that  they  cannot  have  im- 
pressed  upon  them  a  voltage  greater  than  that  for  which  they  are  rated. 

c.  Wherever  insulated  wire  is  used  for  connections  between  re- 
sistance elements  and  the  contact  device  of  a  rheostat,  the  insulation 
must  be  of  approved  slow-burning  or  other  heat-resisting  type.  For 
large  rheostats  and  similar  resistances,  where  the  contact  devices 
are  not  mounted  upon  them,  the  connecting  wires  having  sfow  burn- 
ing insulation  may  be  so  arranged  in  groups  that  the  maximum  dif- 
ference of  pot^itial  between  any  two  wires  in  a  group  shall  not 
exceed  75  volts.  Each  group  of  wires  must  either  be  mounted  on 
non-combustible,  non-absorptive  insulators  giving  at  least  H  ii^ch 
separation  from  surface  wired  over,  or,  especially  where  it  is  necessary 
to  protect  same  from  mechanical  injury,  each  group  (rf  wires  may  be 
encased  in  approved  flexible  tubing  and  placed  in  approved  conduit, 
the  flexible  tubing  to  extend  at  least  1  inch  beyona  tlie  ends  of  the 
conduit. 

§205.  Lightning  arresters, — ^a.  Lightning  arresters  must  be  attached 
to  each  wire  of  every  overhead  circuit  connected  with  the  station. 

b.  Lightning  arresters  must  be  located  in  readily  accessible  places 
away  from  combustible  materials,  and  as  near  as  practicable  to  the 
point  where  the  wires  enter  the  building. 

In  all  cases,  kinks,  coils  and  sharp  bends  in  the  wires  between  the 
arresters  and  the  outdoor  lines  must  be  avoided  as  far  as  possible. 

c.  lightning  arresters  must  be  connected  with  a  thoroughly  good 
and  {Permanent  ground  connection  by  metallic  strips  or  wires  having 
a  conductivity  not  less  than  that  of  a  No.  6  B.  &  S.  gage  copper  wire, 
which  must  be  run  as  nearly  in  a  straight  line  as  possible  from  the 
arresters  to  the  ground  connection. 

Ground  wires  for  lightning  arresters  must  not  be  attached  to  gas 
pipes  within  the  buildings  nor  be  run  inside  of  iron  pipes,  unless 
electrically  and  mechanically  attached  to  both  ends  of  tne  pipe. 

d.  All  choke  coils  or  other  attachments,  inherent  to  the  lightning 
protection  eqi^pment,  shall  have  an  insulation  from  the  ground^oi^ 
other  conductors  equal  at  least  to  the  insulation  demwoded  at  other 
points  of  the  circuit  in  the  station. 

§  206.  Care  and  attendance, — a.  A  ccnnpetent  man  must'  be  k^t 
on  duty  where  generators  are  operating. 

b.  Oily  waste  must  be  kept  in  approved  waste  cans  and  rmioved 
daily. 

§  207.  Testing  of  insulation  resistance. — a.  All  circuits  except  such 
as  are  permanently  grounded  in  accordance  with  §  315  of  this  chapter 
must  be  provided  with  reliable  ground  detectors.  Detectors  which 
indicate  continuously  and  give  an  instant  and  permanent  indication 
of  a  ground  are  preferable.  Ground  wires  from  detectors  nmst  not 
be  attached  to  gas  pipes  within  the  building. 

b.  Where  continuously  indicating  detectors  are  not  feasible  the 
circuits  should  b6  tested  at  least  once  per  day,  and  preferably  oftener. 

§208.  Motors. — a.  Motors  must,  when  operatmg  at  a  potential 
in  excess  of  550  volts,  have  no  exposed  live  metal  parts,  add  must 
have  their  base  frames  permanently  and  effectivdy  grounded. 
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Motors  6{)erating  at  a  potential  of  550  volts  or  less  must  have  their 
base  frames  permanently  and  c^ectiveiy  grounded  wherever  feaable. 
Where  groimding  of  the  frame  is  impracticable,  special  permission 
for  its  omission  may  be  given  in  writing,  in  which  case  the  frame  must 
be  permanently  and  effectively  insulated.  Wooden  base  fraines 
used  for  this  purpose,  and  wooden  floors,  which  are  depended  upon 
for  insulation  where,  for  any  reason,  it  is  necesasiry  to  omit  the  baae 
fmmes,  must  be  kept  filled  to  prevent  absorption  of  moisture,  and 
must  b^  kept  clean  and  dry. 

b.  Motors  operating  at  a  potential  of  550  volts  or  less  must  be 
wired  with  the  same  precautions  as  required  by  article  4  of  this 
chapter,  for  wires  durying  a  current  of  the  same  volume. 

Motors  operating  at  a  potential  between  550  and  3,500  volts 
must,  exc^t  in  central  or  subnstations,  be  wired  with  approved 
multiple  conductor,  metal  sheaUied  cable  in  approved  metal  conduit. 
All  apparatus  and  wiring  connected  to  the  high  tension  circuit  must 
be  completely  enclosed  in  substantial  grounded  metal  shields  or 
oasings,  and  the  conduit  must  enter  ^md  Be  properly  secured  tomich 
casings  or  to  suitable  terminal  boxes  screwed  or  oolted  to  the  casings. 

The  insulation  c^  the  several  conductors  for  hig^-potential  motors, 
where  leaving  the  metal  sheath  of  cables,  must  be  thoroughly  pro- 
tected from  moisture  and  mechanical  injury.  This  may  be  accom- 
plished by  means  <^  a  pot  head  or  some  equivalent  method.  The  con^ 
duit  must  be  substantially  bonded  to  the  metal  casing  of  all  fittings 
and  apparatus  connected  to  the  inside  hi^-tension  circuit. 
^  Where  outside  wires  directly  enter  the  motor  room,  special  permis- 
aon^  in  writing^  must  be  obtained  to  install  the  wires  for  high-potential 
motors  aoeoromg  to  the  general  rules  for  high-potential  systems. 

Conductors  carrying  the  current  of  only  one  motor  must  be  de- 
signed to  carry  a  current  at  least  25  per  cent,  greater  than  that  for 
which  the  motor  is  rated.  Wh^re  the  wires  under  this  hAe  would  be 
overfused  in  order  to  provide  for  the  starting  current,  as  in  the  case 
of  many  <^  the  alternating  current  motors,  the  conductors  must 
be  of  such  size  as  to  be  properly  protected  by  these  larger  fuses. 

The  current  used  in  determining  the  size  of  the  conductor  carry- 
ing the  cucresnt  of  only  one  varying  (or  variable)  speed  motor  must 
be  the  percentage  <^  the  30-minute  current  rating  of  the  motor  as 
given  for  the  several  classifications  of  service  in  the  following  table: 

Percentage 
of  current 
Classification  of  services  rating  of 

motor 

Operating  valves,  raising  or  lowering  rolls 200 

Rolling  tables 180 

Hoists,  rolls,  ore  and  coal-handling  machines 150 

Freight  and  passenger  elevators,  shop  cranes,  tool  heads, 

pumps,  etc 120 

^^^i"^— ^i— ii*»»—   ■  ■■  li* ■  |l  *■■  -■  .-piLja  .I..  ■■  —  —-■■■■-*  I     I  II  — I      111       I      ■■■■■■       ■   —  ■     I     11       ■■     ■ 

^^^^■^■^*^"— ^^■■^^^^■^■^    ■  ■  ■  ■  -.1.1  I  ■  M        ■  -        II  I    ■  I  ■     -  ■■  II     -    ..     ■  ■—  I  I    ■     I    I     I  ^1     I    ■  I    —     ■     I     B^— ^fc^^^l^M^i^^M^ 

c.  Each  motor  with  its  starting  device  must  be  protected,  by  a 
out-out  and  controlled  by  a  switch  (see  §419a  of  this  chapter), 
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said  switch  plainly  indicating  whether  "on"  or  "off"  (except  as 
provided  for  electric  cranes,  see  §443c  of  this  chapter).  Small 
motors  may  be  grouped  und^  the  protecticm  of  a  singfe  set  of  fuses, 
provided  the  rated  capacity  of  the  fuses  does  not  esrcmd  10  amperes, 
and  the  total  wattage  of  the  circuit  does  not  exceed  660.  With 
motors  of  H  horse  power  or  less,  <m  circuits  where  the  voltage  does 
not  exceed  300,  sin^e  pole  switches  may  be  used  as  allowed  iu  §  ^4c 
of  this  chapter.  The  switch  and  rheostat  must  be  located  withm 
sight  of  the  motor,  except  in  cases  where  special  permission  to  locate 
them  elsewhere  is  ^ven  in  writing. 

Where  the  circuit-breakkig  attachment  on  the  motor-starting 
device  disconnects  all  wires  of  the  circuit,  the  switch  called  for  in  this 
section  may  be  omitted. 

Overloaa-release  attachments  on  motor-starting  rheostats  will  not 
be  considered  to  take  the  placeof  the  cut-out  required  by  this  section. 

An  automatic  circuit-breaker  disconnecting  all  wires  of  the  circuit 
may  serve  as  both  switch  and  cut-out. 

Where  a  rubber-covered  conductor  carries  the  current  of  only  one 
A.  C.  motor  of  a  type  requiring  large  starting  current  it  m&y  be  pro- 
tected by  a  fuse  or  an  automatic  circuit  breaker  without  tune  hmit 
device,  rated  in  accordance  with  Table  B  of  §  418  of  this  chapter. 
The  rated  continuous  current  capacity  of  a  time  limit  circuit  breaker 
protecting  a  motor  of  the  above  t3^e  need  not  be  greater  than  125 
per  cent,  of  the  motor  current  rating,  providing  the  time  limit  device 
IS  capable  of  preventing  the  breaker  opening  during  the  Startmg 
period. 

d.  Rheostats  must  be  so  installed  as  to  comply  with  all  the  re- 
quirements, of  §204  of  this  chapter.  Auto  starters  must  comply 
with  requirements  of  §  204c  of  this  chapter. 

Auto  staijjters,  imless  equipped  with  tight  casings  ^idorang  all 
current-carrying  parts,  in  all  wet,  dusty  or  linty  places,  must 
be  enclosed  in  approved  cut-out  boxes  or  cabinets.  Where  there 
is  any  liability  of  short  circuits  across  their  exposed  live  parts 
due  to  accidental  contacts,  a  railing  must  be  erected  around 
them. 

e.  Motors  must  not  be  run  in  series-multiple  or  multiple  series, 
except  on  constant-potential  systems,  and  then  only  by  special 
permission. 

f .  Motors  must  be  covered  with  a  waterproof  cover  when  not 
in  use,  and,  if  deemed  necessary,  must  be  enclosed  in  approved 
cases. 

Such  enclosures  must  be  readily  accessible,  dust-proof  and  suf- 
ficiently ventilated  to  prevent  an  excessive  rise  of  temperature. 
Where  practicable  the  sid^  should  be  made  largely  of  glass,  so  that 
the  motor  may  be  always  plainly  visible. 

The  use  of  enclosed  type  motors  is  recommended  in  dusty  places, 
bemg  preferable  to  wooden  boxing. 

Where  deemed  necessary,  motors  permanently  located  on  wooden 
floors  must  be  provided  with  suitable  drip  pans. 

h.  Motors  must  each  be  provided  with  a  name-plate,  giving  the 
maker's  name,  the  capacity  m  volts  and  amperes  (or  watts),  and  the 
normal  speed  in  revolutions  per  minute. 

An  yaiying  (or  variable)  speed  motors  except  those  used  for  rail- 
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vray  serrioe  must  be  marked  with  the  maximum  current  which  they 
can  safely  caxry  for  30  minutes,  starting  cold. 

i.  Terminal  Uooks.  when  used  on  motors,  must  be  made  of  ap- 
proved non-combustiole,  nOD-absorptive  insulating  material,  sucn  as 
slate,  marble  or  porcelain. 

j.  AdjuBtabl»«peed  mote 

design,  if  controlled  by  meauo  ui  uciu  o^uuiliuu,  iuusi.  ue  au  u.r- 

ranied  and  connected  that  they  cannot  be  started  under  weakened 

libber  buahiogs  to  protect  the  lead  wires  com- 
i  of  motors  is  permitted,  except  when  installed 
ly  vapors  or  other  substances  known  to  have 
:t  on  rubber  are  present  in  such  quantities  and 
notors  as  may  cause  such  bushings  to  be  liable 
In  such  cases  hardwood  properly  filled,  or 
or  micaoite  bushings,  must  be  used. 
«r  plarde. — a.  Eadi  feed  wire  brfore  it  leaves 
t  be  protected  by  an  approved  automatic  cir- 
r  device,  which  will  immediately  out  oft  the 
xndental  ground.  This  device  must  be  mounted 
on  a  fireprocj  base,  and  in  full  view  and  reach  of  the  attendant. 

1210.  Storage  or  primary  batleriea. — a.  When  current  for  light 
pna  power  is  taken  from  primary  or  secondajry  batteries,  the  same 
general  legutatwns  must  be  observed  as  apply  to  similar  apparatus 
led  from  generators  developing  the  same  dMerence  of  potential. 

b.  Storage  battery  rooms  must  be  thoroughly  ventilated. 

c.  Special  attention  is  directed  to  the  rules  for  wiring  in  rooms 
where  acid  fumes  exist  (see  J  426,  i,  j,  of  this  chapter) . 

d.  All  secondary  batteries  must  be  mounted  on  non-absorptive, 
iKin-combustible  msulators,  such  as  glass  or  thoroughly  vitrified 
and  tjjwed  porcelain. 

e.  The  use  of  any  metal  liable  to  corrosion  must  be  avoided  in  cell 
connections  of  seoondary  batteries. 

f  211.  Tran^omi^a. — a.  In  central  or  sub-stations  the  trans- 
formers must  be  so  placed  that  smoke  from  the  burnii^  out  of  the 
coils  or  the  boiling  over  of  the  oil  (where  oil-filled  oases  are  used) 
can  do  no  harm. 

b.  In  central  or  sub-statdons  casings  ol  all  transformers  must  be 
permanently  and  effectively  grounded. 

The  cases  or  frames  of  transformers  used  eTtcluuvely  to  supply 
cunent  to  switchboard  instruments  must  be  grounded,  unless  they 
are  installed  and  guarded  in  all  respects  as  required  for  the  higher 
voltage  circuit  connected  to  them. 


ARTICLE  3 

OUTSIDE   WORK 

(As  amended  b]/  ord.  effeciiee  May  £9,  t9I6) 
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§  314.  Transformers. 

§  315.  Grounding  low  potential  circuits. 


Sec.  312.  Wires  on  outside  of  buildings. — a.  This  article  shall  not 
apply  to  conductors  on  highways. 

D.  Wires  must,  for  services  of  No.  6/B.  &  S.  gauge  or  smaller,  con- 
sist of  approved  rubber  covered  multii)le  conductor  cable  and  must 
enter  the  building  in  the  manner  prescribed  by  the  second  paragraph 
of  §  312f  of  this  chapter.  At  the  nrst  point  of  attachment  to  buSding 
frame  multiple  conductor  cables  must  either  be  secured  to  strain 
insulators  spaced  not  less  than  one  foot  from  any  adjacent  woodwork 
and  in  turn  secured  to  petticoat  or  strain  insulators  or  the  conductor 
must  be  separately  attached  to  petticoat  insulators  spaced  not  less 
than  6  inches  apart.  If  necessary  to  carry  the  service  cable  upon  the 
face  of  the  building  before  entering,  it  may  be  extended  m  flex- 
ible metal  conduit,  or  a  waterproof  conduit  system  must  be  em- 
ployed. 

c.  Wires  must  be  at  least  8  feet  above  the  highest  point  of  roofs 
over  which  they  pass  or  to  which  they  are  attached  and  roof  struc- 
tures must  be  substantially  constructed.  Wherever  feasible,  wires 
crossing  buildings  must  be  supported  on  poles  independent  of  the 
building.  Roof  lines  will  be  permitted  only  under  special  authori- 
zation m  writing. 

d.  Wires  extended  on  the  exterior  walls  of  buildings  must  have  a 
rubber  insulating  covering,  and,  if  not  protected  by  fuses,  must  be 
kept  at  least  1  foot  apart  and  supported  on  petticoat  insulators  of 
glass  or  porcelain  placed  not  more  than  15  feet  apart,  the  distance 
between  supports  to  be  shortened  if  wires  are  liable  to  be  dis- 
turbed. 

e.  Wires  must  be  so  spliced  or  joined  as  to  be  both  mechanically 
and  electrically  secure  without  solder.  The  joints  must  then  be 
soldered,  to  insure  preservation,  and  covered  with  an  insulation 
equal  to  that  on  the  conductors. 

All  joints  must  be  soldered  unless  made  with  some  form  d  ap- 
proved splicing  device. 

f .  Wires  must,  where  they  enter  buildings,  have  drip  loops  out- 
side, and  the  holes  through  which  the  conductors  pass  must  be  oushed 
with  non-combustible,  non-absorptive  insulating  tubed,  slanting 
upward  toward  the  inside;  or  the  service  wires  may  be  brought  into 
buildings  through  a  single  iron  conduit,  in  which  case  the  conduit 
shall  be  equipped  with  an  approved  service-head.  The  inner  end 
must  extend  to  the  service  cut-out,  and  if  a  cabinet  is  required  by 
this  chapter  must  properljr  enter  the  cabinet. 

Metal  conduits,  containing  service  wires  must  be  insulated  from 
the  metal  conduit,  metal  moulding,  or  armored  cable  system  within 
the  building  and  all  metal  work  on  or  in  the  building  or  they 
must  have  the  metal  of  the  conduit  permanently  and  effectually 
grounded  to  water  piping,  gas  piping  or  other  suitable  grounds^ 
provided  that  when  connections  are  made  to  gas  piping,  they 
must  on  the  street  side  of  the  meter.  This  ground  connection  to 
be  independent  of  and  in  addition  to  any  other  ground  wire  on 
metal  conduit,  metal  moulding  or  armored  cable  systems  within  the 
building. 
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S  313.  Services, — &.  Each  building  eball  be  supplied  by  a  separate 

Idings  is  to  recdve  its  BUpply  from 
ble  shall  be  run  from  the  pole  to 
imcnt  to  the  building  sub-services 
conduit  along  the  face  of  the  row. 
t  more  than  five  buildings,  except 
;,  given  in  advance, 
may  be  employed  in  connectJon 
the  same  restrictions. 
Tonners  must  not  be  attached  to 
toeeds  550  volts,  except  by  special 
tniildi:^  must  be  separated  there- 

circuitg. — a.  DiTect-eurrent  three- 
(except  where  supplied  from  pri- 

rlants  where  the  voltage  doee  not 
the  following  rules  must  be  oom- 


Qetallic  piping  systems, 
leutral  wire  must  also  be  grounded 
he  bill  or  on  the  individual  serviee 
icluaive,  of  this  section. 
Ltral  wire  must  be  grounded  eve^ 
IS  c  to  g  of  this  section, 
ry  systems.     Transformer  secon- 
cept  where  supplied  from  private 
s  where  the  primary  voltage  does 
inded,  provided  the  maximum  dif- 
_  rounded  point  and  any  other  point 

in  the  circuit  does  not  exceed  320  volts.    The  following  rules  must 

be  complied  with: 

1.  The  grounding  must  be  made  at  the  neutral  point  or  wire,  when- 
ever  a  neutral  point  or  wire  is  accessible. 

2.  When  no  neutral  point  or  wire  is  accessible,  one  side  of  the  seo- 
ondary  circuit  must  be  grounded. 

3.  The  ground  connection  must  be  at  the  transformers  or  on  the 
individual  service,  as  provided  in  paragraphs  c  to  g  of  tiiis  section. 
and  when  transformers  feed  systems  with  a  neutral  wire,  the  neutral 
wire  must  also  be  grounded  at  least  every  500  feet. 

c.  Ground  wire,  in  buildings.  When  the  ground  connection  is 
inside  of  any  building,  or  the  ground  wire  is  inside  of  or  at^ 
tached  to  any  building  (except  central  or  sub-stations)  the  ground 
wire  must  be  of  copper  and  have  an  approved  rubber  insulat- 
ing covering.  National  Electrical  Code  Standard,  for  from  0  to 
600  volts. 

d.  Ground  wire,  siaes.  The  pound  wire  in  direct-current  three- 
wire  systems  must  not  at  centralstations  be  smaller  than  the  neutral 
wire  and  not  smaller  than  No.  6  B.  &  S.  gage  elsewhere.  The  ground 
wire  in  alternating  current  systems  must  never  be  leas  than  No.  6 
B.  4  S.  gage. 
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On  three-phase  systems  the  ground  wire  must  have  a  canying 
capacity  equal  to  that  of  any  one  of  the  three  mains. 

e.  Ground  wire,  installation.  The  ground  wire  must,  except  for 
central  stations  and  transformer  sub-stations,  be  kept  outside  of 
buildings  as  far  as  practicable,  but  may  be  directly  attached  to  the 
building  or  pole  by  cleats  or  straps  or  on  porcelain  knobs.  Staples 
must  never  be  used.  The  wire  must  be  carried  in  as  nearly  a  straight 
line  as  practicable,  avoiding  kinks,  coils  and  sharp  bende^  and  must 
be  protected  when  exposed  to  mechanical  injury. 

f .  Ground  connections,  central  stations.  The  ground  connections 
for  central  stations,  transformer  sub-stations,  and  banks  of  trans- 
formers must  be  permanent  and  effective  and  must  include  all  avail- 
able underground  piping  systems,  including  the  lead  sheaths  of  un- 
derground cables. 

g.  Ground  connections,  generally.  For  individual  transformers 
and  building  services  the  ground  connection  may  be  made  as  in 
paragraph  f  of  this  section,  or  may  be  made  to  water  piping  systems 
runmng  into  buildings. 

With  overhead  service,  this  connection  may  be  made  by  canying 
the  ground  wire  into  the  cellar  and  connecting  on  the  street  side  of 
meters,  main  cocks,  etc. 

Where  the  service  enters  the  cellar  or  basement,  this  connection 
may  be  made  by  carrying  the  ground  wire  through  tne  cellar  or  base- 
ment and  connecting  as  above. 

Where  the  ground  wire  is  run  through  any  part  of  a  building, 
unless  run  in  approved  conduit,  it  shall  be  protected  by  porcelam 
bushings  through  walls  or  partitions  and  shall  be  run  in  approved 
moulding,  except  that  in  basements  it  may  be  supported  on  porce- 
lain. 

Connections  should  not  be  made  to  piping  systems  which  have 
cement  joints,  but  should  only  be  made  to  complete  metallic  pipe 
systems. 


ARTICLE  4 

INSIDE  WORK 

{As  amended  by  ord,  effective  May  29,  1916) 

Sec.  416.  Wires,  general. 

§  417.  Underground  conductors. 

I  418.  Table  of  allowable  carrying  capacities  of  wires. 

§  419.  Switches,  cut-outs,  circuit-breakers. 

I  420.  Limitation  of  potential. 

§  421.  Arc  lamps. 

§  423.  Automatic  cut-outs  (fuses  and  circuit-breakers). 

424.  Switches. 

425.  Electric  heaters. 

426.  Wires,  low  potential  systems. 

427.  Armored  cables. 

428.  Interior  conduits. 

429.  Metal  mouldings. 
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420.  Fixtures. 

431.  Sockets. 

432.  Flexible  cord. 

433.  Arc  lamps  on  constant-potential  drcuits* 

434.  Vs^or  lamps. 

435.  Gas^fiUed  mcandescent  lamps. 

436.  Transformers,  low  potential. 

437.  Decorative  lighting  systems. 

438.  Theatre  and  moving-picture  establishment  wiring. 
§  439.  Outline  lighting. 

§  441.  Lighting  and  power  from  railway  wires. 
~  442.  Garages. 

443.  Electric  cranes. 

444.  Wires,  high  potential  systems. 
«  445.  Tranfflormers.  high  potential. 
§  447.  Wires,  extra-nigh  potential. 

Sec.  416.  WireSf  general, — a.  Wires  must  not  be  of  smaller  size 
than  No.  14  B.  &  S.  gage,  except  as  allowed  for  fixture  work  and 
pendant  cord. 

b.  Conductors  of  size  No.  8  B.  <&  S.  gage  or  over  used  in  connection 
wi^  solid  knobs  must  be  securely  tiea  thereto.  If  wires  are  used  for 
tying  they  must  have  an  insulation  of  the  same  type  as  the  conduc- 
tors they  confine.  Split  knobs  or  cleats  must  be  used  for  the  support 
of  conductors  smaller  than  No.  8  B.  &  S.  gage. 

Knobs  or  cleats  which  are  arranged  to  grip  the  wire  must  be 
fastened  by  either  screws  or  nails.  If  nails  are  used,  they  must  be 
long  enou^  to  penetrate  the  woodwork  not  less  than  }4  the  length 
of  tne  knob  ana  fully  the  thickness  of  the  cleat,  and  must  be  pro- 
vided with  washers  which  will  prevent,  under  reasonable  usage, 
in juryto  the  knobs  or  cleats. 

c.  Wires  must  be  so  spliced  or  joined  as  to  be  both  mechanic- 
ally and  electricaJly  secure  without  sold^.  The  joints  must  then 
be  soldered  unless  made  with  some  form  of  approved  splicing  de- 
vice, and  <K)vered  with  an  insulation  equal  to  that  on  the  con- 
ductors. 

Stranded  wires  (except  in  flenble  cords)  must  be  soldered  before 
bdng  fastened  under  clamps  or  bindm^  screws,  and  whether  stranded 
or  solid,  when  they  have  a  conductivity  greater  than  that  of  No.  8 
B.  &  S.  gage  they  must  be  soldered  into  lugs  for  all  terminal  connec- 
tions, except  wWe  an  approved  solderless  terminal  connector  is 
used. 

d.  Wires  must  be  separated  from  contact  with  walls,  floors,  timbers 
or  partitions  throu^  which  they  may  pass  by  ncm-^moustible, . 
non-absorptive  insulating  tubes,  sudi  as  glass  or  porcelain,  except  at 
outlets  where  approved  flexible  tubing  is  required. 

Bushings  must  be  long  enough  to  bush  the  entire  length  of  the  hole 
in  one  continuous  piece,  or  else  the  hole  must  first  be  bushed  by  a 
continuous  waterproof  tube.  This  tube  may  be  a  conductor,  such 
as  iron  pipe,  but  m  that  case,  an  insulating  bushing  must  be  pushed 
into  eacn  end  of  it.  extending  far  enough  to  keep  the  wire  absolutely 
out  of  contact  witn  the  pipe. 

e.  Where  not  enclosed  in  approved  conduit,  moulding  or  armored 
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cable,  and  where  liable  to  come  in  contact  with  gas,  water  or  other 
metallic  piping  or  other  conducting  material,  wires  must  be  S|^£^ted 
therefrom  by  some  continuous  and  firmly  fixed  non-conductor  creat- 
ing a  permanent  sepraration.  Must  not  come  nearer  than  2  inches 
to  any  other  electric  lighting,  power  or  signaling  wire,  not  en- 
closed as  above,  without  being  permanently  separated  therefrom 
by  some  continuous  and  firmly  fixed  non-conductor.  The  non- 
conductor used  as  a  separator  must  be  in  addition  to  the  regular 
insulation  on  the  wires.  Where  tubes  are  used  they  must  be  se- 
curely fastened  at  the  ends  to  prevent  them  from  moving  along  the 
wire. 

Deviations  from  this  rule  may,  when  necessary,  be  allowed  by 
special  permission. 

f .  Wu*es  must  be  so  placed  in  wet  places  that  an  air  space  will  be 
left  between  conductors  and  pipes  in  crossing,  and  the  former  must 
be  run  in  such  a  way  that  they  cannot  come  in  contact  with  the 
pipe  accidentally.  Wires  should  be  run  over,  rather  than  under, 
pipes  upon  which  moisture  is  likely  to  gather  or  which,  by  leaking, 
might  cause  trouble  on  a  circuit. 

g.  The  installation  of  electrical  conductors  in  moulcfing,  or  on 
insulators,  in  elevator  shafts  will  not  be  approved,  but  conductors 
may  be  installed  in  such  shafts  if  encased  in  approved  metal  conduits 
or  armored  cables. 

h.  In  three  wire  (not  three-phas^)  systems,  the  neutral  must  be  of 
sufficient  capacity  to  carry  the  maximum  current  to  which  it  may  be 
subjected. 

§  417.  Underground  conductors. — a.  Underground  conductors  must 
be  protected  against  moisture  and  mechanical  injury  where  brought 
into*  a  building,  and  all  combustible  material  inust  be  kept  from  the 
inmiediate  vicinity. 

b.  Underground  conductors  must  not  be  so  arranged  as  to  shimt 
the  current  through  a  building  around  any  catdi-box. 

c.  Where  underground  service  enters  building  through  tubes,  the 
tubes  shall  be  tightly  closed  at  outlets  with  asphaltum  or  other  non- 
conductor, to  prevent  gases  from  entering  the  Duilding  through  such 
channels. 

d.  No  undergroimd  service  from  a  subway  to  a  building  and  no 
service  from  a  private  generating  plant  shall  supply  more  than  one 
building,  except  by  special  permission,  unless  tne  conductors  are 

groperly  protected  by  fuses  and  are  carried  outside  all  the  buildings 
ut  the  one  served.  Where  one  or  more  buildings  are  supplied  from 
another,  the  conductors  are  to  be  carried  outside  the  buildings. 
Conductors  carried  under  2  inches  of  concrete  under  a  building  or 
buried  back  of  2  inches  of  concrete  or  brick  within  a  wall  are  con- 
sidered as  lying  outside  the  building.  These  requirements  do  not 
apply  to  factory  yards  and  factory  buildings  under  single  occupancy 
or  management. 

1 418.  TahU  of  aUowdble  carryina  capacities  of  wires. — a.  The 
following  table,  showing  the  allowable  carrying  capacities  of  copper 
wires  and  cables  of  98  per  cent,  conductivity,  according  to  the  stand- 
ard adopted  by  the  American  Institute  of  Electrical  Engineers,  must 
be  followed  in  placing  interior  conductors.  ( 

For  insulated  aluminum  wire  the  safe  carrying  capacity  is  84  per 
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cent,  of  ih&t  py&a.  in  the- following  table  for  copper  wire  with  the 
same  kind  of  insulation. 

^^■^—      ■*     ■        ■           ^"^^^fc— — i*^»     ■■    ^     ■ ■■■■                 >■■»          II.                ■■_■■     1.^—              ,    ■■     I     ■■■           ■■     I        I     ■       I                ■       ■                  I    ■      ■■  ,1                                I      ■      ■              ■■     M^»    ■!    ■■■             ■      *■■■■■,    ■ 

^      .     I                      ^    >     I        ■■                         I                          ■■■■■■■■    .^     ■■           *l         ■        I, ■      .^..B       ■                             ,                   ,1,,     _                                 ,                                         ,1                    I.         ■        ■         <      I                    .11,  ■        I.       -■— ,    _    _^-          ,         ■      ■         .1       ■■                                             ^11— M^ 

Diameter  Table  A.  Table  B. 

B.  &  S.                                   of  SoHd     Area  in  Rubber      Other 

Gaee                                       Wire       Cu^ular  Insula-     Insula- 

Numoer                                   in  Mils        Mils  tion  tion 

Amperes  Amperes 

18 40.3             1,624  3  5 

16 60.8             2,583  6  10 

14 64.1             4,107  16  20 

12 80.8             6,530  20  25 

10 101.9           10,380  26  30 

8 128.5            16,510  35  50 

6 162.0           26,260  60  70 

6 181.9'           33,100  66  80 

4 204.3           41,740  70  90 

3 229.4           62,630  80  100 

2 267.6           66,370  90  126 

1 289.3           83,690  100  160 

0 326.            105,500  126  200 

00.... 364.8          133,100  150  226 

00b 409.6         167,800  176  275 

200,000  200  300 

0000 460.            211,600  226  325 

300,000  276  400 

400,000  325  600 

600,000  400  600 

600,000  450  680 

700,000  600  76Q 

800,000  550  840 

900,000  600  920 

1,000,000  650  1,000 

1,100,000  690  1,080 

1,200,000  730  1,150 

1,300,000  770  1,220 

1,400,000  810  1,290 

1,500,000  850  1,360 

1,600,000  890  1,430 

1,700,000  930  1,490 

1,800,000  970  1,560 

1,900,000  1,010  1,610 

2,000,000  1,050  1,670 

1  Mil.  =-  0.001  ihth. 


.*«- 


§419.  StritcheSf  cut-outs^  circuU^eakers,  etc, — a.  On  constant- 
potential  circuits,  all  service  switches  and  all  switches  controlling 
circuits  sqppl^g  current  to  motors  or  heating  devices,  and  all  fuses, 
unless  otherwise  provided  (for  exceptions  as  to  switches  see  §§  208c, 
426a  and  443c  of  this  chapter;  for  exceptions  as  to  cut-outs  see  §  423. 
Ik  b  of  this  chapter)  must  be  so  arranged  that  the  fuses  will  protect  and 
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the  opening  of  the  switch  will  disconnect  all  of  the  wires;  that  is,  in 
the  two-wire  system  the  two  wires,  and  in  the  three-wire  system  the 
three  wires,  must  be  protected  by  the  fuses  and  disconnected  by  the 
operation  of  the  switch. 

When  installed  without  other  automatic  overload  protective 
devices  automatic  overload  circuit  breakers  must  have  the  pfAea  and 
trip  coils  so  arranged  as  to  afford  complete  protection  agamst  over- 
loads and  short  circuits.  In  two  or  three  phase  three-wire  circuits, 
and  two-phase  four- wire  circuits  there  must  be  a  trip-coil  in  each  of 
two  phases,  and  in  four-wire  three-phase  circuits  tnere  must  be  a 
trip-coil  in  each  phase.  If  a  circuit  breaker  is  used  in  place  of  the 
switch  it  must  be  so  arranged  that  no  one  pole  can  be  opened  man- 
ually without  disconnecting  all  the  wires. 

This,  of  course,  does  not  apply  to  the  grounded  circuit  of  street 
railway  systems. 

b.  Switches,  cut-outs  and  circuit-breakers  must,  when  p^ed 
where  exposea  to  mechanical  injury  or  in  the  immemate  vicinity  of 
easily  ignitible  stuff  or  where  exposed  to  inflammable  gases  or  dust, 
or  flyings  of  combustible  material,  be  mounted  in  approved  cut-out 
boxes  or  cabinets,  except  oU  switches,  circuit  breaKers  and  similar 
devices  which  have  approved  casings. 

Cabinets  and  cut-out  boxes  must  be  of  metal  when  used  with  metal 
conduit,  armored  cable  or  metal  moulding  systems. 

In  rooms  where  inflammable  gases  may  exist,  particulaify  in 
rooms  or  compartments  containing  mixing  tanks  used  for  the  man- 
ufacture of  inflammable  mixtures,  in  rooms  containing  wash  tanks 
and  in  dyeing  room  of  dry  cleaning  and  dry  dveing  establishments; 
in  rooms,  vaults  or  compartments  used  for  the  storage  of  inflam- 
mable motion-picture  films  or  other  nitro-cellulose  products,  and  in 
cellars  or  basements  used  for  storage  of  drugs,  all  devices  which 
produce  or  create  sparks  or  arcs  must  be  placed  in  approved  vapor- 
proof  enclosures. 

c.  Switches,  cut-outs  and  circuit-breakers  must,  when  located 
where  exposea  to  moisture  as  in  basements  and  similar  places,  be 
mounted  in  approved  cut-out  boxes  or  cabinets,  and  when  located  in 
wet  places  or  outside  of  buildings  must  be  mounted  in  approved 
weatherproof  cut-out  boxes  or  cabinets. 

d.  Time  switches,  sign  flashers  and  similar  appliances  must  be  of 
approved  design  and  enclosed  in  approved  cabinets,  except  sign 
flashers  mounted  as  described  in  §  583b  of  this  chapter. 

e.  Switches,  cut-outs  and  circuit-breakers  must  nave  the  spacing 
within  cabinets  or  out-out  boxes  between  the  walls  of  the  cabinet  or 
cut-out  box  and  current-carrying  parts  of  devices  as  specified  in  §  570 
of  this  chapter. 

§  420.  Limitaiian  of  potential, — ^The  installation  in  any  building, 
except  a  central  station,  or  a  sub-staticm,  or  a  transformer  vault,  of 
electric  light  or  power  wiring  or  apj^iances  operating  at  a  potential 
in  excess  of  750  volts  is  prombitea. 

§  421.  Arc  tamps. — ^Arc  lamps  must  be  provided- at  all  times  with 
dass  globes  surrounding  the  arc  and  securely  fastened  in  place. 
Broken  or  cracked  glob^  must  not  be  used.  Globes  must  be  pro- 
vided with  wire  netting  having  a  mesh  not  exceeding  IJf  inches. 
The  netting  may  be  omitted  where  tight  inner  globes  are  emi^oyed. 


ELECTRICAL  CONTROL  205 

{423.  Automatic  ctdroiUs  (fuses  and  drcuU-breakers). — a.  Au- 
tomatic cutouts  must  be  placed  on  all  service  wires,  either  overhead 
or  underground)  in  the  nearest  accessible  place  to  the  point  where 
they  enter  the  building  and  inside  the  walls,  and  arranged  to  cut  off 
the  entire  current  from  the  building.  Departure  from  this  rule  may 
be  authorized  only  under  special  permission  in  writing. 

Where  the  switch  required  by  §  424a  of  this  chapter  is  inside  the 
building,  the  cut-out  required  by  this  section  must  be  placed  so  as  to 
protect  it,  unless  the  switch  is  of  the  knife-blade  type  and  is  enclosed 
m  an  approved  box  or  cabinet,  under  which  conditions  the  switch 
may  be  placed  between  the  source  of  the  supply  and  the  cut- 
out. 

Automatic  cut-outs  must  not  be  placed  in  any  permanently 
grounded  service  wire. 

In  risks  having  private  plants,  the  yard  wires  running  from  build- 
ing to  building  are  not  considered  as  service  wires,  so  that  cut-outs 
would  not  be  required  where  the  wires  enter  buildings,  provided  that 
the  next  fuse  back  is  small  enough  to  properly  protect  the  wires  in- 
side the  building  in  question. 

.  b.  Automatic  cut-outs  must  be  placed  at  every  point  where  a 
change  is  made  in  the  size  of  wire,  unless  the  cut-out  in  the  lar^r 
wire  ynXL  protect  the  smaller  (see  §  418  of  this  chapter) .  This  require- 
ment ah&H  not  apply  to  fixture  wires  and  flexible  cords  connected 
to  branch  circuits. 

Automatic  cut-outs  must  not  be  placed  in  any  permanently 
grounded  wire,  except  as  provided  in  paragraph  d  of  tms  section. 

c.  Automatic  cut-outs  must  b^  in  plain  sight  or  enclosed  in  an 
approved  cabinet,  and  readily  accessible.  They  must  not  be  placed 
in  the  canopies  or  shells  of  fixtures. 

Link  fuses  may  be  used  only  when  mounted  on  approved  bases 
which,  except  on  switchboards,  must  be  mounted  in  approved  cut- 
out boxes  or  cabinets.  A  space  of  at  least  two  inches  must  be  pro- 
vided between  the  open-link  fuses  and  metal,  or  metal  lined  walls 
or  metal,  metal  lined  or  glass  paneled  doors  of  cabinet  or  cut-out 
boxes. 

d.  Automatic  cut-outs  must  be  so  placed  that  no  set  of  small 
motors,  smaU  heating  devices  or  incandescent  lamps,  whether 
nouped  on  one  fixture  or  on  several  fixtures  or  pendants  (nor  more 
than  16  medium  base  sockets  or  25  candelabra  base  sockets  or  lamp 
receptacles)  requiring  more  than  660  Watts  will  be  dependent  upon 
one  cut-out. 

By  special  permission,  in  cases  where  wiring  equal  in  size  and  in- 
sulation to  No.  14  B.  &  S.  gage  approved  rubber-covered  wire  is 
carried  direct  into  keyless  sockets  or  receptacles,  and  where  the 
location  of  sockets  and,  the  receptacles  is  such  ps  to  render  unlikely 
the  attachment  of  flexible  cords  thereto,  the  curcuits  may  be  so  ar- 
langed  that  not  more  than  1,320  watts  (or  32  sockets  or  lamp  recep- 
tacles) will  be  dependent  upon  the  final  cut-out. 

Except  for  signs  and  outline  lighting,  sockets  and  lamp' receptacles 
wOl  be  considered  as  requiring  not  less  than  40  watts  each  if  of  me- 
^um  size,  or  25  watts  if  of  candelabra  size. 

All  wires  of  all  branches  or  taps  which  are  directly  connected  tP 
lamp  sockets  or  other  translating  devices,  must  be  protected  by 
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E roper  fuses^  except  that  by  special  permission  in.  writing  fuses  Biay 
e  omitted  m  groimded  wires  of  such  branches  or  taps. 
The  above  mail  also  apply  to  motors,  except  that  small  motors 
may  be  grouped  under  the  protection  of  a  single  set  of  fuses,  provided 
the  rated  capacity  of  the  fuses  does  not  exceed  10  amperes. 

When  1,320  watts  are  dependent  upon  one  fusible  cut-out,  as  is 
allowed  in  theatre  wiring,  outline  lighting,  signs  and  large  c^iande- 
liers,  the  fuses  may  be  in  accordance  with  the  following  table: 

125  volts  or  less 20  amperes 

125  to  250  volts , 10  amperes 

e.  The  rated  capacity  of  fuses  must  not  exceed  the  allowable 
carrying  capacity  of  the  wires  as  given  in  §  418  of  this  chapter. 
Circuit-breakers  must  not  be  set  more  than  30  per  cent,  above 
allowable  carrying  capacity  of  the  wire,  unless  a  fusible  cut-out 
is  also  installed  on  the  circuit. 

Where  a  rubber-covered  conductor  carries  the  current  of  only  one 
A.  C.  motor  of  a  type  requiring  largjB  starting  current,  it  may  be  pi^ 
tected  by  a  fuse  or  an  automatic  circuit  breaker  witnout  tune  limit 
device,  rated  in  accordance  with  Table  B  of  §  418  of  this  chapter. 
The  rated  continuous  current  capacity  of  a  time  limit  circuit-br«iker 
protecting  a  motor  of  the  above  type  need  not  be  greater  than  126 
p^r  cent  of  the  motor  current  rating,  provided  the  tune  limit  de'vioe 
IS  capable  of  preventing  the  breaker  opening  during  the  starting 
period. 

For  the  protection  of  wires  having  safe  carrying  capacities  exceed- 
ing the  rated  capacity  of  the  largest  approved  enclosed  type  fusecL 
approved  enclosed  fuses  arranged  in  multiple  may  be  used,  provided 
as  few  fuses  as.  possible  are  used  and  the  fuses  are  of  equfJ  capacity 
and  provided  the  cut-out  terminals  are  mounted  on  a  single  contin- 
uous pair  of  substantial  bus  bars.  The  total  capacity  of  the  fuses 
[  should  not  exceed  the  safe  carr3dng  capacity  of  the  wires.  This  does 
not  apply  to  motor  circuits. 

f .  Each  wire  of  motor  circuits  except  on  main,  switchboards  or 
when  otherwise  subject  to  competent  supervision,  must  be  protected 
by  an  approved  fuse  whether  automatic  overload  circuit  breakers 
are  installed  or  not.  Single-phase  motors  may  have  one  side  pro- 
tected by  an  approved  automatic  overload  circuit-breaker  only, 
if  the  other  side  is  protected  by  an  approved  fuse. 

Circuit  breakers  will  be  approved  for  circuits  having  a  mayimuin 
capacity  greater  than  that  for  which  approved  enclcmed  fuses  aib 
rated. 

1 424.  Switches. — a.  Switches  must  be  placed  on  all  sOTvice  wires, 
eitner  overhead  or  underground,  in  the  nearest  readily  accessible 
place  to  the  point  where  tne  wires  enter  the  building,  and  arranged 
to  cut  off  the  entire  current.  Departure  from  this  rule  may  be  author- 
ized only  imder  special  permission  in  writing. » 

Service  cut-out  and  switch  must  be  arranged  to  cut  off  current 
from  all  devices  including  meters.  Service  switches  must  indicate 
plainl}r  whether  the^r  are  open  or  closed. 

'In  risks  having  private  plants  the  yard  wires  running  from  build-^ 
i^g  to  building  are  not  considered  as  service  wires,  so  uiat  switches 
would  not  be  required  in  each  building  if  there  are  other  switdies  con- 
.  veniently  located  on  the  mains  or  if  the  generators  are  nfi^f  ^:t  huodL 
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b.  Swiiehes  must  alwi^  be  placed  in  dry,  aoeeanble  i^aoes^  and 
be  grouped  as  far  as  poasible  (see  {  419o  of  tins  ohi^ter).  Sinc^ 
throw  Imife  switches  must  be  so  placed  that  gravity  ^nll  not  tena  to 
close  them.  Double-throw  knife  switches  may  be  mounted  so  that 
the  throw  will  be  either  vertical  or  horizontal  as  preferred,  but  if 
the  throw  be  vertical  a  locking  device  must  be  provided,  so  con- 
structed as  to  insure  the  blades  remaining  in  the  open  posiuon  when 
so  set. 

When  practicable,  switdies  must  be  so  wired  that  blades  will  be 
"dead''  when  switch  is  open. 

When  switdies  are  used  in  ro<Hns  where  combustible  flyinos  would 
be  likely  to  accumulate  around  them,  they  must  be  enclosed  in  dust- 
tight  cabinets. 

c.  Singl^pole  switches  must  never  be  used  as  service  switches, 
nor  for  the  control  of  outdoor  signs  or  circuits  located  in  damp  filaces, 
not  placed  in  the  neutral  wire  of  a  three-wire  system,  except  in  the 
two-^nre  branch  or  tap  circuit  supplying  not  more  than  660  watts. 

This,  of  course,  does  not  apply  to  the  grounded  circuits  of  street 
railway  systems. 

Three-way  switches  are  considered  as  single  pole  switches. 

d.  Where  flush  switches  or  receptacles  are  used,  whether  with 
conduit  systems  or  not,  they  must  oe  enclosed  in  an  approved  box 
constructed  of  iron  or  steel,  in  addition  to  the  poroeliun  endosiire 
of  the  switch  or  receptacle.  Where  at  floor  outlets,  attachment 
plugs  are  liable  to  mechanical  injury,  or  the  presence  of  moisture 
18  probable,  floor  outlet  boxes  especially  designed  for  this  purpose 
must  be  used. 

e.  Sub-bases  of  non-combustible,  non-absorptive,  insulating  ma- 
terial, whidi  will  separate  the  wires  at  least  }4  ii^eh  from  the  surface 
wired  over,  must  be  installed  under  all  snap  switches  used  in  exposed 
knob  and  cleat  work.  Sub-bases  must.also  be  used  in  moulding  work 
unless  the  switch  is  approved  for  mounting  directly  on  the  moulding. 

§  425.  Electric  hecUers, — a.  Each  heater  of  more  than  6  amperes 
or  660  watts  capacity  must  be  protected  by  a  cut-out,  and  controlled. 
by  a  switch  or  plug  connector  plainly  indicating  whether  ''on''  or 
"off '^  and  located  within  sight  of  the  heater.  Heaters  of  6  ampea^s 
or  660  watts  capacity,  or  less,  mav  be  grouped  under  the  protection 
of  a  single  set  of  fuses,  proviaed  the  rated  capacitor  of  the  fuses  does 
not  exceed  10  amperes,  or  may  be  connected  individually  to  lifting 
circuits  when  the  normal  load  on  the  circuit  at  any  tune  wul  not 
exceed  660  watts. 

b.  Flexible  conductors  for  smoothing  irons  and  sad  irons,  and  for 
all  devices  requiring  over  250  watts,  must  have  an  approved  insula- 
tion and  covering  complying  with  the  requirements  of  {  5541  of  this 
chapter. 

c.  With  portable  heating  devices,  approved  plug  connectors  must 
be  used,  so  arranged  that  the  plug  may  be  puUea  out  to  open  the 
circuit  without  leaving  an^r  live  P^ts  so  exposed  as  to  render  likely 
accidental  contact  therewith.  The  connector  may  be  located  at 
either  end  of  the  flexible  conductor  or  inserted  in  the  conductor  itself. 

d.  Smoothing  irons,  sad  irons  and  other  heating  devices  that  are 
intended  to  be  applied  to  combustible  articles,  must  be  provided  with 
sf^roved  stands. 
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e.  Stationary  heaters,  such  as  radiators,  rianges,  plate  warmers, 
ete.j  must  be  so  located  as  to  furnish  ample  protection  between  the 
device  and  surrounding  combustible  material. 

f .  Electric  heaters  must  each  be  provided  with  a  name-plate 
giving  the  maker's  name  and  the  normal  capacity  in  volts  and  am- 
peres or  in  volts  and  watts. 

J  426.  Wires f  low  potential  systems.  1.  Qtifieral  Rtdes. — a.  Wires 
where  entering  cabinets,  cut-out  boxes  or  junction  boxes,  excejit 
where  they  are  in  conduit,  armored  cable  or  metal  mdulding,  must 
be  protected  by  approved  bushings,  which  fit  tightly  the  holes  in 
the  box  and  are  well  secured  in  place.  The  wires  should  completely 
fin  the  holes  in  the  bushings  so  as  to  keep  out  thei  dust,  tape  being 
used  to  build  up  the -wires  if  necessary. 

The  use  of  permanently  and  reUabiy  grounded  conductors  not 
compl3ring  with  the  insulation  requirements  of  article  5  of  this  chap- 
ter m^  be  authorized  by  special  permission  in  writing. 

b.  Wires  must  not  be  laid  in  plaster,  cement  or  similar  finish, 
and  must  never  be  fastened  with  staples. 

c.  Wires  must  not  be  fished  for  any  gj-eat  distance,  and  only  in 
places  where  the  inspector  can  satisfy  himself  that  the  rules  have 
been  complied  with. 

d.  Twin  wires  must  never  be  used,  except  in  conduits,  or  wh^e 
flexible  conductors  are  necessary. 

e.  Wires  must,  where  ejroosed  to  mechanical  injury,  be  suitably 
protected.  When  crossing  noor  timbers  in  cellars,  or  in  rooms  whete 
they  might  be  exposed  to  mjury,  wires  must  be  installed  in  approved 
conduit  or  armored  cable  or  be  attached  bv  their  insulating  supports 
to  the  under  side  of  a  wooden  strip,  not  less  than  ^  inch  in  tnick- 
ness,  and  not  less  than  3  inches  in  width*  Instead  of  the  running- 
boards,  guard  strips  on  each  side  of  and  close  to  the  wires  will  be 
accept^,  these  strips  to  be  not  less  than  ^/g  inch  in  thicknesis,  and 
at  least  as  high  as  the  insulators. 

Protection  on  side  walls  must  extend  not  less  than  7  feet  from  the 
floor  and  must  consist  of  substantial  boxing,  retaining  an  air  space 
of  1  inch  around  the  conductors,  closed  at  the  top  (the  wires  passing 
through  bushed  holes)  or  of  approved  metal  conduit  or  pipe  of  equiv- 
alent strength. 

When  metal  conduit  or  pipe  is  used,  the  insulation  of  each  wire 
must  be  reinforced  by  approved  flexible  tubing  extendiiig  from  the 
insulator  next  below  the  pipe  to  the  one  next  above  it,  unless  the 
conduit  is  installed  according  to  §  428  of  this  chapter,  paragraphs 
e  and  f  thereof  excepted,  and  the  wire  is  approved  for  conduit  use. 
The  two  or  more  wires  of  a  circuit  each  with  its  flexible  tubing  (when 
required),  if  carrjring  alternating  current  must,  or  if  direct  current 
may,  be  placed  withm  the  same  pipe. 

ui  making  open  work  extensions  from  concealed  conduit  or  ar- 
mored cable  installations  the  outlet  boxes  must  first  be  set  out  be- 
yond the  finished  surface  or  else  an  extension  collar  must  be  added. 
This  collar  must  be  electrically  and  mechanically  secured  to  the  bolt. 

The  conductors  of  the  extension  must  be  brought  out  of  the  side 
of  the  box  or  collar  and  must  be  protected  by  approved  insulating 
bushings  as  required  in  par.  "a"  of  this  section. 

f .  When  run  in  unfinished  attics  or  roof  spaces,  wires  wiH  be  con* 
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flider^  as  eoncealed,  and  when  run  in  close  proximity  to  water  tanks 
or  pipes,  they  will  be  considered  as  exposed  to  moisture. 

In  unfinished  attic^  or  roof  spaces  wires  are  conddered  as  exposed 
to  mechanical  injury,  and  must  not  be  run  on  knobs  or  upper  edge 
of  joists.  • 

2.  Open  work  in  dry  places,  g.  Wires  must  liave  an  approved 
rubber  (type  R.  S.),  slow-burning  weatherproof  (type  S.  B.  W.), 
or  slow-burning  insulation  (type  S.  B.).  Slow-burning  insula^n 
may  be  used  only  in  permanently  dry  locations  and  under  special 
permission  in  writing,  ^ven  in  advance. 

h.  Wires  must  be  rigidly  supported  on  ncm-combustible,  non- 
absorptive  insulators,  which  wiU  separate  the  wires  from  each  other 
and  from  the  surface  wired  over  in  accordance  with  the  following 
toble: 

Voltage — 0  to  300;  distance  from  surface,  H  inch;  distance  between 
wires,  2yi  inches. 

Voltagor-301  to  550;  distance  from  surface,  1  inch;  distance  be^ 
tween  wires,  4  mches. 

lUgid  supporting  requires  imder  ordinary  conditions,  where  wiring 
along  flat  surfaces,  supports  at  least  every  4 J^  feet.  If  the  wires  are 
liable  to  be  disturbed,  the  distance  between  supports  must  be  short- 
ened. In  builctings  of  mill  construction,  mains  of  not  less  than  No. 
8  B.  &  S.  gage,  where  not  liable  to  be  disturbed,  may  be  separated 
about  6  inches,  and  run  from  timber  to  timber,  not  breaking  around, 
and  may  be  supported  at  each  timber  only. 

Wires  must  not  be  "dead-ended"  at  a  rosette,  socket  or  receptacle 
unless  the  last  support  is  within  12  inches  of  the  same. 

3.  Open  work  in  damp  places,  or  huUdings  spedaUy  subject  to  mois' 
ture  or  to  acid  or  other  fumes,  i.  Wires  must  have  an  approved  in- 
sulating covering. 

For  protection  against  water,  rubber  insulation  must  be  used. 
For  protection  against  corrosive  vapors,  either  weatherproof  or 
rubber  insulation  must  be  used. 

j.  Wires  must  be  rigidly  supported  on  non-combiMtitde,  non- 
absorptive  insulators,  whi(£  separate  the  wire  at  least  1  inch  from 
Uie  sui^ace  wired  over,  and  must  be  kept  apart  at  least  2}/^  indies 
for  voltages  up  to  300,  and  4  inches  for  higher  voltages. 

Rigid  supporting  requires  under  ordinary  conditions,  where 
wiring  over  flat  surfaces,  supports  at  least  every  4H  feet.  If  the 
wires  are  liable  to  be  disturbed,  the  distance  between  supports  must 
be  shortened.  In  buildings  of  mill  construction,  mains  of  not  less 
than  No.  8  B.  &  S.  gage,  where  not  liable  to  be  disturbed,  may  be 
separated  about  6  inches,  and  run  from  timber  to  timber,  not  break- 
ing around,  and  may  be  supported  at  each  timber  only. 

4.  Metal  motdding  work.  k.  Wires  must  have  an  approved  rubber 
insulating  covering  (type  R.  S.),  and  must  be  in  continuous  lengths 
from  outfet  to  outlet,  or  from  fitting  to  fitting,  no  joints  or  taps  to  be 
made  in  moulding.  Where  branch  taps  are"*  necessary  in  moulding 
work  approved  fittings  for  this  purpose  must  be  used. 

1.  Wires  must  never  be  placed  m  moulding  in  damp  locations; 
must  never  be  placed  in  moulding  in  concealed  locations  or  where 
the  difference  of  potential  between  any  two  wires  in  the  same  syst^  J 

IS  over  300  volts.    When  the  electrical  construction  is  bdng  oanied 
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out  in  motddhig,  permisskm  will  be  &v&i  to  extend  these  moiild]B|pi 
througb  walk  and  pattitk»iSy  if  the  moulding  and  capping  are  in 
continuous  l^igths  where  passing  through  the  walls  and  partitions. 
Mouldings  must  not  be  used  for  circuits  requiring  more  than  1,320 
watts  of  energy. 

m.  Wires  must  for  alternating  current  systems  if  in  metal  mould- 
ing have  the  two  or  more  wires  of  a  circuit  installed  in  the  same 
m(Hilding. 

5.  Conduit  work,  n.  Wires  must  have  an  approved  rubber  in,- 
sulating  covering,  and  must  within  the  conduit  tubing  be  without 

3[>hces  oi*  tapS)  and  must|be  provided  with  a  lead  covering^  the  con- 
uit  is  installed  in  a  damp  place  and  is  not  watertight,  mres  must 
be  double  braided  (type  R.  D.)  for  twin,  twisted  pair  or  multiple 
conductor  cables  and  for  all  single  conductors  of  No.  6  B.  &  S.  gage 
andlarger. 

Slow  burning  insulation  may,  however,  be  used  in  permanently 
dry  locations  where  excessive  temperatures  are  pres^it,  provided 
special  permission  in  writing  be  given  in  advance. 

o;  Wues  must  not  be  drawn  in  until  all  mechanical  work  on  the 
building  has  been,  as  far  as  possible,  completed. 

Conductors  in  vertical  conduit  risers  must  be  supported  within 
the  conduit  system  in  accordance  with  the  following  table: 

No.  14  to  0  every  100  feet. 

No.  00  to  0000  every  80  feet. 

0000  to  350,000  C.  M.  every  60  feet. 

350,000  C.  M.  to  500,000  C.  M.  every  50  feet. 

500,000  C.  M.  to  750,000  C.  M.  every  40  feet. 

750,000  C.  M.  every  35  feet. 

The  following  methods  of  supporting  cables  are  recommended: 

1.  Approved  clamping  devices  constructed  of  or  employing  in- 
sulating wedges  inserted  m  the  ends  of  the  conduit. 

2.  Junction  boxes  may  be  inserted  in  the  conduit  system  at  the 
required  intervals,  in  which  insulating  supports  of  approved  type 
must  be  installed  and  secured  in  a  sati^actory  manner  so  as  to  witib- 
stand  the  wei^t  of  the  conductors  attached  thereto,  the  boxes  to 
be  provided  with  proper  covers. 

3.  Cables  may  bo  supported  ia  approved  junction  boxes  on  two 
or  more  insulatmg  supports  so  plac^  that  the  conductors  will  be 
deflected  at  an  angle  of  not  less  than  90  degrees,  and  carried  a  dis- 
tance of  not  less  iSan  twice  the  diameter  of  the  cable  from  its  verti- 
^  position.  Cables  so  suspended  may  be  additionally  secured  to 
these  insulators  by  tie  wires.  Conductors  larger  than  No.  4  B.  & 
S.  gage  must  not  oe  materially  deflected  where  they  enter  or  leave 
the  cabinet,  and  where  terminatia^  in  the  cabinet  must  be  properly 
supported  at  the  end  of  the  condmt. 

Other  methods  may  be  used,  if  specially  approved. 

p.  Wires  must,  for  alternating  systems,  have  the  two  or  more 
wires  of  a  circuit  drawn  in  the  same  conduit. 

Except  ia  the  case  of  stage  pocket  and  border  circuits  the  same 
conduit  must  not  contain  more  than  four  two-wire,  or  three  three- 
wire  circuits  of  the  same  system,  except  by  special  permission,  and 
must  never  contain  circuits  of  oifferent  systems. 


\ 
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6.  Concealed  "knob  and  tube"  work. 

q.  The  installation  of  concealed  knob  and  tube  work  is  prohibited. 

{427.  Armored  cables. — a.  Armored  cables  must  be  continuous 
from  outlet  to  outlet  or  to  jimction  boxes  or  cabinets,  and  the 
armor  of  the  cable  must  properly  enter  and  be  secured  to  all  fit- 
tingSi  and  the  entire  system  must  be  mechanically  secured  in  posi* 
tion. 

In  case  of  service  connections  and  main  runs,  this  involves  running 
such  armored  cables  continuously  into  a  main  cut-out  cabinet  or 
gutter  surrounding  the  panel  board,  as  the  case  may  be. 

b.  Armored  cables  must  be  equipped  at  every  outlet  with  an  ap- 
proved outlet  box  or  plate,  as  required  in  conduit  work. 

Outlet  plates  must  not  be  used  where  it  is  practicaUe  to  install 
outlet  boxes. 

For  concealed  work  in  walls  and  ceilings  composed  of  plaster  on 
wood^i  joist  or  stud  construction,  outlet  boxes  or  plates  and  also 
cut-out  cabinets  must  be  so  installed  thht  the  front  edge  will  not  be 
more  than  }i  inch  back  of  the  finished  surface  of  the  plaster,  and  if 
this  surface  is  broken  or  incomplete  it  shall  be  r^aired  so  that  it 
will  not  i^ow  any  gaps  or  open  spaces  around  the  edges  of  the  out* 
let  box  or  plate  or  of  the  cut-out  cabinet.  On  wooden  walls  or  ceil- 
ings, outlet  boxes  or  plates  and  cut-out  cabinets  must  be  so  installed 
that  the  front  edge  will  either  be  flush  with  the  finished  surface  or 
project  therefrom.  This  wiU  not  apply  to  concealed  work  in  waUs 
or  ceilings  composed  of  concrete,  tile  or  other  non-combustible 
material 

In  buildings  ah'eady  constructed  where  the  conditions  are  such 
that  neither  outlet  box  nor  plate  can  be  installed,  these  appliances 
m^  be  omitted  by  special  permission,  provided  the  armored  cable 
18  nrmly  and  rigidly  secured  m  place. 

c.  Armored  cables  must  have  the  metal  armor  of  cables  per- 
manently and  effectually  grounded  to  water  piping,  gas  piping  or 
other  suitable  grounds,  provided  that  when  connections  are  made  to 
gas  piping  they  must  be  on  the  street  side  of  the  meter.  If  the  ar- 
mored cable  ^tem  consists  of  several  separate  sections,  the  sections 
must  be  bonded  to  each  other,  and  the  system  groimded,  or  each 
section  may  be  separately  grounded,  as  required  above. 

The  armor  of  cables  and  gas  pipes  must  be  secur^  fastened  in 
outlet  boxes,  junction  boxes  and  cabinets,  so  as  to  secure  good  deo- 
tiical  connection. 

If  annor  of  cables  and  metal  of  couplings,  outlet  boxes,  juncMon 
boxes,  cabinets  or  fittings,  having  protective  coating  of  non-conduct- 
ing material,  such  as  enamel,  are  used,  such  coatiag  must  be  thor- 
oug^y  removed  from  threads  of  both  couplings  and  the  armor  of 
cables,  and  from  surfaces  of  the  boxes,  cabinets  and  fittings  where 
the  armor  of  cables  or  pound  clamp  is  secured  in  order  to  obtain  the 
requisite  good  connection.  Grounded  pipes  must  be  cleaned  of  rust, 
seale,  etc.,  at  place  of  attachment  of  gioimd  damp. 

Connections  to  groimded  pipes  and  to  armor  of  cables  must  be 
eiposed  to  view  or  accessible,  and  must  be  made  by  means  of  ap- 
proved ground  clamps. 

Ground  wires  must  be  of  copper,  at  least  No.  10  B.  &  S.  gage  (where 
laigcst  wire  contained  in  cable  is  not  greater  than  No.  0  B.  A  S. 
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gage),  and  need  not  be  greater  than  No.  4  B.  &  S.  gage  (where  1^^*^ 
wire  contained  in  cable  is  greater  than  No.  0  B.  <&  S.  gage).  They 
shall  be  protected  from  mechanical  injury. 

d.  When  installed  in  so-called  fireproof  buildings  in  course  of 
construction  or  afterwards  if  exposed  to  moisture,  or  where  it  is 
exposed  to  the  weather,  or  in  damp  places,  such  as  breweries,  stables, 
etc.^  the  cable  must  have  a  lead  covering  placed  between  the  outer 
braid  of  the  conductors  and  the  steel  armor. 

The  lead  covering  is  not  to  be  required  when. the  cable  is  run 
against  brick  walls  or  laid  in  ordinary  plaster  walls  unless  same  are 
continuously  damp. 

e.  Where  entering  junction  boxes,  and  at  all  other  outlets,  etc., 
armored  cajoles  must  be  provided  with  approved  terminal  fittings 
which  wiU  protect  the  insulation  of  the  conductors  from  abrasion, 
unk»8  such  junction  or  outlet  boxes  are  specially  designed  and  ap- 
proved for  use  with  the  cable. 

f .  Junction  boxes  must  always  be  installed  in,  such  a  manner  as  to 
be  accessible. 

g.  For  alternating  current  syst^ns,  armored  cables  must  have 
the  two  or  more  conductors  of  the  circuit  enclosed  in  one  metal 
armor. 

h.  All  bends  must  be  so  made  that  the  armor  of  the  cable  wiQ  not 
be  injured.  The  radius  of  the  curve  of  the  inner  edge  of  any  bend 
shall  not  be  less  than  l}4  inches. 

§428.  Interior  conduits. — a.  No  conduit  smaller  than  }4  inch, 
electrical  trade  size,  shall  be  used. 

b.  Interior  conduits  must  be  continuous  from  outlet  to  outlet  or 
to  lunction  boxes  or  cabinets,  and  the  conduit  must  properly  enter, 
and  be  secured  to  all  fittings  and  the  entire  system  must  be  me- 
chanically secured  in  position. 

In  case  of  service  connections  and  main  runs,  this  involves  running 
each  conduit  continuously  into  a  main  cut-out  cabinet  or  gutter 
surrounding  the  panel  board,  as  the  case  may  be.  Departure  from 
this  rule  may  be  authorized  in  case  of  underground  services  by  spe- 
cial permission. 

c.  Interior  conduits  must  be  first  installed  as  a  complete  conduit 
system,  without  the  conductors. 

d.  Interior  conduits  must  be  equipped  at  every  outlet  with  an 
approved  outlet  box  or  plate.  At  exposed  ends  of  conduit  ((but  not  at 
fixture  outlets)  where  wires  pass  from  the  conduit  system  without 
splice,  joint  or  tap,  an  approved  fitting  having  separately  bushed 
holes  for  each  conductor  must  be  used.  Departure  from  this  rule 
m^  be  authorized  by  special  permission. 

Outlet  plates  must  not  be  used  where  it  is  practicable  to  install 
outlet  boxes. 

For  concealed  work  in  walls  and  ceilings  composed  of  plaster  on 
wooden  joist  or  stud  construction,  outlet  boxes  or  plates  and  also 
cut-out  cabinets  must  be  so  installed  that  the  front  edge  will  not  be 
more  than  }4  inch  back  of  the  finished  surface  of  the  plaster,  and  if 
this  surface  is  broken  or  incomplete  it  shall  be  repaired  so  that  it  will 
not  show  any  gaps  or  open  spaces  around  the  edges  of  the  outlet 
box  or  plate  or  of  the  cut-out  cabinet.  On  wooden  walls  or  ceilings, 
outlet  Doxes  or  plates  and  cut-out  cabinets  must  be  so  installed  that 
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the  front  edge  will  either  be  flush  with  the  finiished  surface  or  pro- 
ject therefroni.  This  will  not  apply  to  concealed  work  in  walls  or 
ceilings  composed  of  concrete,  tile  of  other  non-combustible  ma- 
terial. 

In  bilildingd  already  constructed  where  the  conditions  are  such 
that  neither  outlet  box  nor  plate  cim  be  installed,  these  appliances 
may  be  omitted  providing  the  conduit  ends  are  bushed  and  se- 
cured. 

e.  Metal  conduits  where  they  enter  junction  boxes,  and  at  all 
other  outlets,  etc.,.  must  be  provided  with  approved  bushings  or 
fastening  plates  fitted  as  to  protect  wire  from  abrasion,  except  when 
such  protection  is  obtained  by  the  use  of  approved  nipples,  properly 
fitted  in  boxes  or  devices. 

f .  Interior  conduits  must  have  the  metal  of  the  conduit  perma- 
nently and  effectually  pounded  to  water  piping,  gas  piping  or  other 
suitable  grounds,  provided  that  when  connections  are  ma^e  to  gas 
piping,  they  must  be  on  the  street  side  of  the  meter.  If  the  concmit 
sy^m  consists  of  several  separate  sections,  the  sections  must  be 
lx>nded  to  each  other,  and  the  system  grounded^r  each  section  may 
be  separately  grounded,  as  required  above.  Where  short  secticHis 
of  conduit  (or  pipe  of  equivalent  strength)  is  used  for  the  protection 
of  exposed  wiring  on  side  walls,  and  such  conduit  or  pipe  and  wiring 
is  installed  as  required  by  §  426e  of  this  chapter,  the  conduit  or  pipe 
ii^ed  not  be  groimded. 

Conduits  and  gas  pipes  must  be  securely  fastened  in  outlet  boxes, 
junction  boxes  and  cabinets,  so  as  to  secure  good  electrical  connec- 
tions. 

If  conduit  couplings^  outlet  boxes,  junction  boxes,  cabinets  or 
fittings,  having  protective  coating  of  non-conducting  material,  such 
as  enameL  are  used,  such  coating  must  be  thotoughly  removea  from 
threads  of  both  couplings  and  conduit,  and  such  simaces  of  boxes, 
cabinets  and  fittings  where  the  conduit  or  ground  clamp  is  securea 
in  order  to  obtain  the  requisite  good  connection.  Grounded  pipes 
should  be  cleaned  of  rust,  scale,  etc.,  at  place  of  attachment  of  groimd 
clamp. 

Connections  to  grounded  pipes  and  to  conduit  must  be  exposed  to 
view  or  accessible,  and  must  be  made  by  means  of  approved  ground 
clamps. 

Ground  wires  must  be  of  c^per  at  least  No.  10  B.  &  S.  gage 
(where  largest  wire  contained  in  conduit  is  not  (neater  than  No.  0 
B.  &  S.  gage),  and  need  not  be  greater  than  No*  4  B.  &  S.  gage  (where 
largest  wire  contained  in  condiiit  is  greater  than  No.  0  B.  &  S.  gage). 
They  shall  be  protected  from  mechanical  iniurv. 

g.  Junction  boxes  must  always  be  installed  in  such  a  manner 
as  to  be  accessible.  Such  boxes  are  considered  to  be  accessible 
when  installed  in  an  attic  that  has  suffident  head  room,  but 
which  is  reached  only  by  a  portable  ladder  and  permanent 
hatch. 

h.  AU  elbows  or  bends  must  be  so  made  that  the  conduit  ^wfll  not 
be  injured.  The  radius  of  the  curve  of  the  inner  edge  of  anv  elbow 
shall  not  be  less  than  3}^  inches.  There  must  be  not  more  thiui  the 
equivalent  of  4  quarter  bends  from  outlet  to  outlet,  the  bends  at 
toe  outlets  not  being  counted. 
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i.  Conduit  sizes  for  various  numberSi  ^uges  and  types  of  con- 
ductors must  conform  to  the  following  table: 

Size  of  Conduits  for  the  Installation  of  Wires  and  Cables — ^Numbeor 

of  Conductors 


Size 
B.  &  S. 


One  Two  Three 

Conductor  Conductor  Conductor 


ma 
Conduit. 
Size  Con- 
duit, In. 
Electrical 
Trade 

Size 


m  a 
Conduit. 
Size  Con- 
duit, In. 
Electrical 

Trade 

Size 


m  a 
Conduit. 
Size  Con- 
duit, In. 
Electrical 
Trade 
Size 


Four 
Conductor 
in  a 
Conduit. 
Size  Con- 
duit, In. 
Electrical 
Trade 
Size 


14 1/2 

12 1/2 

10 1/2 

8 1/2 

6 1/2 

5 3/4 

4 3/4 

3 3/4 

2 3/4 

1 3/4 

00 1 

00 1 

000 1 

0000 1  1/4 

CM 

200000 1  1/4 

250000 1  1/4 

300000 1  1/4 

400000 1  1/4 

600000 1  1/2 

600000 1  1/2 

700000 2 

800000 2 

900000 2 

1000000 2 

1250000...., 2  1/2 

1500000 2  1/2 

1750000 3 

2000000 3 

Twin 

14 1/2 

12 1/2 

10 3/4 


1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
2 

2 

2 
2 
3 
3 
3 
3 
3 
3 
4 
4 
4 
5 
5 


1/2 
3/4 
3/4 


1/4 
1/4 
1/4 

1/4 
1/2 
1/2 


1/2 
1/2 


1/2 
1/2 
1/2 

1/2 
1/2 


1 
1 
1 
1 
1 
1 
1 
2 
2 
2 
2 

2 

2 
2 
3 
3 
3 
3 
4 
4 
4 
4 
5 
5 
•  6 


1/2 
3/4 
3/4 

1/4 
1/4 
1/4 

1/4 
1/2 
1/2 


1/2 

1/2 

1/2 

1/2 


1/2 
1/2 


1/2 


1 
I 
1 
1 
1 
1 
1 
2 
2 
2 
2 
2 


3/4 

3/4 


1/4 
1/4 
1/2 
1/2 
1/2 


1/2 
1/2 


1  1/2 
3 
3 

3  1/2 
3  1/2 


Conductor 
3/4 
3/4 
1 


1 
1 

1  1/4 


1 

1  1/4 
1  1/4 
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ai5 


3  Conductor  Co&veHible' System 


Size  of  Conductors 

^=:-  -    •" — '"     1    '■'    .1  i-*<J — 

^e  CoD^ 

Hifff.   Tn 

2-Conductor 

1-Conductcff 

UUlUy    M.U., 

Elel^rical 

Size  B.  A  S. 

Size  B.  &  S. 

Trade  Size 

14 

10 

3/4 

12 

8 

3/4 

10 

6 

1 

8 

4 

1  / 

6 

2 

1  1/4 

5 

1 

11/4 

4 

0 

1  1/2 

3 

00 

1  1/2 

2 

000 

1  1/2      V 

1 

0000 

2 

0 

260000 

2 

00 

350000 

2  1/2          > 

000 

400000 

2  1/2      > 

0000 

650000 

3 

250000 

600000 

3 

300000 

800000 

3 

400000 

1000000 

3  1/2 

500000 

1250000 

4 

600000 

1600000 

4 

700000 

1750000 

4  1/2 

800000 

2000000 

4  1/2 

Single  Conductor  Combination 

Note — ^Where  specisd  permission  has  been  given  in  accordance 
with  section  426  of  this  chapter,  the  following  table  to  apply: 


No.  of 
Wires. 


Size  Con- 
duit, In. 
Electrical 
Trade  Size 


Ill   ,    ,  II        I    4 

3  No.  14  R.  C.  solid . .  . 
6  No.  14  R,C.  solid.,. 
10  No.  14R.  C.  soUd.. 
18  No.  14  R.  C.  solid .  . 
24  No.  14  R.  C.  solid .  . 
40  No.  14  R.  C.  solid,  . 

74No.  14  R.C.  solid... 
90  No.  14R.  C.  soUd... 

•■I  I  !  I    '      II         — 


II 


1 

2 
3 


i}429.  Metai  mtnddinga. — a.  Metal  moulding  must  be  continuous 
■fMta  outlet  to  outlet^  to  junction  boxes,  or  approved  fittings  designed 
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especiallv  for  use  with  metal  mouldings,  and  must  at  all  outlets  be 
HHTovided  with  approved  terminal  fittings  which  will  protect  the 
msulation  ol  conductors  from  abrasion,  unless  such  prot^tion  is 
afforded  by  the  construction  of  the  boxes  or  fittings. 

b.  Such  moulding  where  passing  through  a  floor  must  be  carried 
throufl^L  an  iron  pipe  extenoin^  from  the  ceiling  below  to  a  point  5 
feet  above  the  floor,  which  will  serve  as  an  additional  medianical 
protection  and  exclude  the  presence  of  moisture  often  prevalent  in 
such  locations. 

Where  the  mechanical  strength  of  the  moulding  itself  is  adequate, 
this  ruling  may  be  modified  to  require  the  protectmg  piping  from  the 
ceiling  below  to  a  point  at  least  3  inches  above  the  qoormg. 

Where  such  mouldings  pass  through  a  partition  the  iron  pipe  re- 
quired for  passing  through  floors  may  be  omitted  and  the  moulding 
passed  directly  through,  providing  the  partition  is  dry  and  the  mould- 
ing is  in  a  continuous  length  with  no  joint  or  couplings  within  the 
partition. 

c.  Backing  must  be  secured  in  position  by  screws  or  bolts,  the 
heads  of  which  must  be  flush  with  the  metal. 

d.  Metal  moulding  must  be  permanentlv  and  effectively  funded 
to  water  piping,  gas  piping,  or  other  suitable  grounds,  provided  that 
when  connections  are  made  to  gas  piping  they  must  be  on  the  street 
side  of  the  meter.  If  the  metal  moulding  system  consists  of  several 
separate  sections,  the  sections  must  be  bonded  to  eadi  other  and  the 
system  grounded,  or  each  section  may  be  separately  grounded,  as  re- 
quired above. 

Metal  mouldings  and  gas  pipes  must  be  securely  fast^ied  to  outlet 
boxes,  junction  boxes  and  cabuiets,  so  as  to  secure  a  ^ood  electrical 
connection.  Moulding  must  be  so  installed  that  adjacent  lengths 
of  moulding  will  be  mechsmically  and  electrically  secured  at  all 
points. 

If  metal  moulding,  couplings,  outlet  boxes,  junction  boxes,  cabinets 
or  fittings  having  protective  coating  of  non-conducting  material 
such  as  enamel  are  used,  such  coating  must  be  thoroughly  removed 
from  threads  of  couplings  and  metal  mouldings,  and  from  the  surface 
of  boxes,  cabinets  and  fittings,  where  the  metal  moulding  or  ground 
damp  is  secured  in  order  to  obtain  the  requisite  good  connection. 
Grounded  pipes  should  be  cleaned  of  rust,  scale,  etc.,  at  the  place 
of  attachment  of  the  groimd  clamp. 

Connection  to  groimded  pipes  and  to  metal  mouldings  must  be 
exposed  to  view,  or  accessible,  and  must  be  made  by  means  of  ap- 
proved ground  clamps. 

Ground  wires  must  be  of  copper,  at  least  No.  10  B.  &  S.  gage. 
They  shall  be  protected  from  mechanical  injury. 

e.  Must  be  installed  so  that  for  alternating  systems  the  two  or 
more  wires  of  a  circuit  will  be  in  the  same  metol  moulding. 

§430.  Fixtvrea. — a.  Fixtures  must,  except  as  specified  in  para- 
graph b  hereof,  be  insulated  from  their  suiq)orts  by  approved  in- 
sulating joints  placed  as  close  as  possible  to  the  ceilings  or  walls. 
Where  insulating  joints  are  required,  fixture  canopies  of  metal  must  be 
thoroughly  and  permanently  insulated  from  metal  walls  or  ceilings 
or  from  plaster  walls  or  ceilings  on  metal  lathing  and  from  outlet 
boxes.    Canopy  insulators  must  be  securely  fastened  in  plAoe  Sd* 
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to  separskte  the  canopies  thoroughly  and  pennanently  from  the  sur- 
face and  outlet  boxes  from  which  they  are  designed  to  be  insulated. 
Gas  pipes  must  be  protected  above  the  insulating  joints  by  approved 
insulating  tubing,  and  wher^  outlet  tubes  are  used,  they  must  be  of 
sufficient  length  to  extend  below  the  insulating  loint  and  must  be 
so  secured  that  they  will  not  be  pushed  back  when  the  canopy  is 
put  in  place. 

b.  Insulating  joints  and  canopy  insulators  may  be  omitted  in  ihe 
following  cases: 

1.  Strai^t  electric  fixtures  metaffically  connected  in  a  permanent 
and  effective  manner  to  metal  conduit,  armored  cable  or  metal 
moulding  systems  or  to  gas  piping,  provided  such  gas  piping  is 
grounded  in  the  manner  prescribed  for  conduit  in  §  428  of  this  chapter. 

2.  Straight  electric  fixtures  connected  to  knob  and  tube,  wooden 
molding  or  open  work,  except  on  metal  ceilings  or  on  plaster  walls 
or  ceilings  containing  metal  lathing. 

3.  Straight  electric  fixtures  which  are  permanently  and  effectivdy 
grounded  to  a  separate  groimd  wire  not  smaller  than  No.  14  B.  &  §. 

gage- 

4.  By  special  permission  in  writing,  straight  electric  fixtures  may 

be  grounded  by  connecting  them  by  an  approved  means  to  one  of 
the  supply  wires  of  the  fi:d;ure^  provided  such  wire  is  permanently 
and  effectively  pounded,  and  if  there  is  no  fuse,  circmt  breaker  or 
switch  in  that  side  of  the  circuit  between  the  fixture  and  the  ground 
connection. 

5.  Combination  fixtures  in  which  all  wires  have  an  approved 
rubber  insulation  not  less  than  3-64  inch  in  thickness  and  where 
gas  piping  is  groimded,  as  in  subdivision  1  above. 

c.  For  fixtures  which  are  not  attached  to  gas  pipes  or  conduit 
unless  outlet  boxes  or  other  approved  fittings  which  will  give  proper 
support  for  fixtures  are  used,  a  seven-eighths  inch  block  must  be 
fastened  between  studs  or  floor  timbers  flush  with  the  back  of  lath- 
ing to  hold  tubing  and  to  support  fixtures.  When  this  cannot  be 
done,  wooden  base  blocks,  not  less  than  J^  inch  in  thickness,  seeu^ly 
screwed  to  lathing,  must  be  provided. 

Fixtures  having  so-called  flat  canopies,  tops  or  backs,  will  not  be 
approved  for  installation,  except  where  outlet  boxes  are  used. 

d.  When  installed  out  of  doors,  fixtures  must  be  of  water-tight 
construction. 

e.  Fixture  wires  must  be  not  smaller  than  No.  18  B.  &  S. 
and  must  have  an  approved  insulating  covering  (see  §  552  oftl 
chapter). 

In  wmng  certain  designs  of  show-case  fixtures,  ceiling  bidls-eyes 
and  similar  appliances  in  which  the  wiring  is  exposed  to  temperatures 
in  excess  of  120  degrees  Fahrenheit  (49  degrees  Centigrade)  from  the 
heat  of  the  lamps,  conductors  having  approved  slow-burning  or  other 
heat-resisting  coverings  must  be  uSed.  All  such  forms  of  fixtures 
must  be  submitted  for  examination,  test  and  approval  before  being 
introduced  for  use. 

f .  Supply  conductors,  and  especially  the  splices  to  fixture  wires, 
must  be  kept  clear  of  the  grounded  part  of  gas  pip^  and.  where 
shells  or  ouuet  boxes  are  used,  the^r  must  be  made  sumciently  large 
to  allow  the  fulfilment  of  this  requirement. 
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g.  Fixtures  musti  when  wired  on  the  outside,  have  the  conductors 
80  secured  as  not  to  be  cut  or  abraded  by  the  pressure  of  the  fasten- 
ing or  motion  of  the  fixture. 

Chain  fixtures  must  be  wired  with  flexible  conductors. 

h.  Wires  of  different  systems  must  never  be  contained  in  ot  at- 
tached to  the  same  fixture,  and  under  no  circumstances  must  there 
be  a  difference  of  potential  of  more  than  300  volts  between  wires 
contained  in  or  attached  to  the  same  fixtures. 

i.  Fixtures  must  be  free  from  short  circuits  between  conductors 
and  from  contacts  between  conductors  and  metal  parts  of  fixtures, 
and  must  be  tested  for  such  conditions  before  being  connected  to 
supply  conductors. 

1 431.  Sockets. — a.  In  rooms  where  inflammable  gases  may  exist 
(see  §  419b  of  this  chapter)  the  incandescent  lamp  and  socket  must 
be  enclosed  in  a  vapor-tight  globe,  and  supported  on  a  pipe-hanger, 
wired  with  approved  rubber-covered  wire  solder^  directly  to  the 
circuit. 

b.  In  damp  or  wet  places,  or  where  exposed  to  corrosive  vapors, 
weatherproof  sockets  especially  approved  for  the  location  must  be 
used.  Unless  made  up  on  fixtures  they  must  be  hung  by  stranded 
rubber-covered  conductors  not  smaller  than  No.  14  B.  &  S.  gage, 
which  should  preferably  be  twisted  together  when  the  pend^^t  is 
over  3  feet  long. 

These  wires  must  be  soldered  direct  to  the  circuit  wires  but  sup- 
ported independently  of  them. 

c.  Key  sockets  wiU  not  be  approved  if  installed  over  specially 
inflammable  stuff,  or  where  exposed  to  flyings  of  combustible  ma- 
terial. 

$  432.  Flexible  cord, — a.  Flexible  cord  must  have  an  approved 
insulation  and  covering. 

b.  Flexible  cord  must  not  be  used  where  the  difference  of  potential 
between  the  two  wires  is  over  300  volts. 

c.  Flexible  cord  must  not  be  used  as  a  support  for  clusters. 

d.  Flexible  cord  must  not  be  used  except  for  pendants,  wiring  oi 
fixtures,  portable  lamps  or  motors,  portable  heating  apparatus  or 
other  portable  devices. 

For  all  portable  work,  including  those  pendants  which, are  liable 
to  be  moved  about  sufficiently  to  come  in  contact  with  surrounding 
objects,  flexible  wires  and  cables  especially  designed  to  withstand 
severe  service  must  be  used. 

When  necessary  to  prevent  portable  lamps  from  coming  in  contact 
with  inflammable  materials,  or  to  protect  them  from  breakage, 
they  must  be  surrounded  with  a  substantia  guard. 

e.  Unless  provided  with  approved  metal  armor,  flexible  cord  must 
not  be  used  in  show  windows  or  show  cases,  except  that  approved 
portable  cord  may  be  used  for  the  purpose  of  supplying  current  to 
portable  lamps  and  other  devices  for  exhibition  purposes. 

f .  Flexible  cord  must  be  protected  by  approved  bushings  where 
the  cord  enters  the  socket,  unless  the  socket  is  so  constructed  that 
no  bushing  is  required. 

g.  Must  be  so  connected  to  all  fittings  that  strain  is  taken  from  the 
joints  and  binding  screws. 

h.  Must  where  passing  through  covers  of  outlet  boxes  be  protected 
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by  approved  bushing  especially  designed  for  this  purpose.  So-called 
hard  rubber  composition  bushings  threaded  into  box  covers  must 
not  be  used. 

5433.  Arc  lamps  on  constant  pot!ential  c^cuUs, — a.  There  must 
be  a  cut-out  (see  §  419  of  this  chapter)  for  each  lamp  or  each  series 
<^  lamps. 

The  branch  conductors  must  have  a  carrying  capacity  about  50 
per  cent,  in  excess  of  the  normal  current  required  by  the  lamp. 

b.  Arc  lamps  must  be  furnished  only  with  such  resistances  or  regu- 
lators as  are  enclosed  in  non-combustible  material,  such  resistances 
being  treated  as  sources  of  heat.  Incandescent  lamps  must  not  be 
used  for  this  purpose. 

c.  Arc  lamps  must  be  supplied  with  globes  and  protected  by  spark 
arresters  and  wire  netting  around  the  globe,  as  in  the  case  of  series 
arc  lamps  (see  §  421  of  this  chapter). 

Outside  arc  lamps  must  be  suspended  at  least  8  feet  above  side- 
walks. Inside  arc  lamps  must  be  placed  out  of  reach  or  suitably 
protected. 

d.  Arc  lamps,  when  arranged  to  be  raised  and  lowered,  either  for 
carboning  or  omer  purposes^  shall  be  connected  up  with  stranded 
conductors  from  the  last  pomt  of  support  to  the  lamp,  when  such 
conductor  is  larger  than  No.  14  B.  &  S.  gage. 

e.  Economy  and  compensator  coils  for  arc  lamps  must  be  mounted 
on  non-combustible,  non-absorptive,  insulating  supports,  such  as 
glass  or  porcelain,  allowing  an  air  space  of  at  least  one  inch  between 
uame  and  support,  and  must  in  genial  be  treated  as  sources  of 
heat. 

5434.  Vapor  lamps,  1.  Enclosed  mercury  vapor  lamps. — a.  En- 
closed mercury  vapor  lamps  must  have  a  cut-out  for  each  lamp  or 
series  of  lamps  except  when  contained  in  a  single  frame  and  Hgnted 
by  a  single  operation  in  i^ich  case  not  more  than  5  lamps  should 
be  dependent  upon  a  single  cut-out. 

b.  Enclcffled  mercury  vapor  lamps  must  be  furnished  only  with 
such  resistSnces  or  regulators  as  are  enclosed  in  non-oombustible 
cases,  such  resistances  to  be  treated  as  sources  of  heat.  In  locations 
where  these  resistances  or  regulators  are  subject  to  flyings  of  lint  or 
combustible  material,  all  openings  through  caises  must  be  protected 
by  fine  wire  gauze. 

2.  Hiahrpotential  vacuum  tube  systems. — c.  The  tube  must  be  so 
'installea  as  to  be  free  from  mechanical  injury  or  liability  to. contact 
wkh  inflammable  materials. 

d.  High-potential  coils  and  regulating  apparatus  must  be  installed 
in  approved  steel  cabinet  not  less  than  1-10  inch  in  thickness;  same 
to  be  well  ventilated  in  sudi  a  manner  as  to  prevent  the  escape  of 
any  flame  or  sparks,  in  case  of  burnout  in  the  various  coils.  All 
apparatus  in  this  box  must  be  mounted  on^  slate  base  and  the  enclos- 
ing, case  positivelv  grounded.  Supplying  conductors  leading  into 
this  high-potential  case  are  to  be  install^  in  accordance  with  the 
standard  requirements  governing  low-potential  systems,  where  such 
wires  do  not  carry  a  potential  of  over  300  volts. 

'%  435.  Oas  fiOed  incandescent  lamps. — a.  Must  be  so  grouped  that  j 

not  nune  than  660  watts  (nor  than  more  16  sockets  or  reoeptacks)  m 

wll  be  dependent  om  one  cut-out  except  that  in  cases  where  wiling  ^ 
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equal  in  size  to  No.  14  B.  &  S.  gage  is  carried  dire^y  into  keyksB 
sockets  or  receptacles,  the  location  of  which  is  such  as  to  render  un- 
likely the  attachment  of  flexible  cords  thereto,  the  circuits  may  be 
so  arranged  that  not  more  than  1,320  watts  (or  32  sockets  or  recei>- 
tades)  will  be  dependent  on  the  final  cut-out.  Where  a  sini^e 
socket  or  receptacle  is  used  on  a  circuit  the  limitation  of  watts  per- 
missible on  the  final  cut-out  shall  be  the  maximum  capacity  for  which 
such  socket  or  receptacle  is  approved. 

b.  Must  not  be  used  in  show  windows  or  in  other  locations  vdiere 
inflammable  material  is  liable  to  come  in  contact  with  lamp  equip- 
ment except  where  used  in  connection  with  approved  fixtures  wnere 
temperature  of  any  exposed  portion  of  same  does  not  exceed  200 
degrees  Fahr.  (93  degrees  Centigrade). 

c.  Must  not  be  used  in  connection  with  medium-base  sockets  or 
receptacles  if  of  above  250  watts  nominal  capacity  nor  with  Mogul 
base  sockets  or  receptacles  if  of  above  1.500  watts  capacity^. 

d.  Fixtures  within  buildings  must  oe  wired  with  conductors 
having  approved  slow-burning  of  other  heat-resisting  coverings 
where  the  temperature  to  which  wire  is  subjected  at  any  p<mit  exceeds 
120  degrees  Fuu*.  (49  degrees  Centigrade) .  Where  fixtures  are  plaeed 
outside  of  buildings  approved  rubber  insulated  wire  is  required. 

§  436.  Transformers f  low  potential,  1.  OH  transformers, — a.  Must 
not  be  placed  inside  any  building  except  central  stations  or  sub- 
stations, unless  in  transformer  vaults  and  by  special  permission. 

2.  Air  cooled  transformers,  b.  Air  cooled  transformers  must. not 
be  placed  inside  of  any  building,  excepting  central  stations  or  sub- 
stations if  the  highest  voltage  of  either  primary  or  secondary  exceeds 
550  volts,  unless  installed  in  approved  transformer  vaults. 

c.  Air  cooled  transformers  must,  with  the  exception  of  bell-ringing 
and  other  signaling  transformersL  be  so  mounted  that  the  case  shall 
be  at  a  distance  of  at  least  1  foot  from  combustible  material  or 
separated  therefrom  by  a  slab  or  panel  of  non-combustiUe,  non- 
absorptive,  insulating  material,  such  as  slate,  marble  or  aoa^pelUme. 

f  437.  Decorative  lighting  systems, — a.  Special  permissionTn  writing 
may  be  given  for  the  temporary  installation  of  approved  systems  of 
decorative  lighting,  provided  the  difference  of  potential  between  the 
wires  of  any  circuit  snail  not  be  over  150  volts  and  also  orovided  that 
no  group  of  lamps  requiring  more  than  1,320  watts  shall  oe  dependent 
on  one  cutout. 

f  438.  Theatre  and  rnoving-piciure  establishment  wiring, — ^AU  wiring^ 
apparatus,  etc.,  not  specifically  covered  by  this  section  must  coni- 
form to  the  general  reouirements  of  this  diapter,  and  the  term 
*'  theatre''  shall  mean,  a  ouildi^  or  that  part  of  a  building  regularly 
or  frequently  used  for  dramatic,  operatic,  moving  picture  or  oth^ 
performances  or  shows  or  which  has  a  stage  for  such  performances 
used  with  scene^or  other  stage  appliances. 

a.  Services,  Where  supply  may  be  obtained  from  2  separate 
street  mains,  2  separate  and  distinct  services  must  be  installed,  one 
service  to  be  of  sufficient  capacity  to  suppty  current  for  the  entire 
equipment  of  theatre,  while  the  other  service  must  be  at  least  of 
sufficient  capacity  to  supply  current  for  all  emergency  lights.  Where 
Bupi^y  cannot  be  obtained  from  2  separate  sources,  the  feed  for 
emergency  lights  must  be  taken  from  a  point  on  the  street  side  of 
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lation.  Dimmers  must  be  dead 
of  which  dimmer  forma  a  port 

approved  conduit  or  armored 
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.  no  aet  of  lamps  requiring  more 
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e.  Bortkra  and  proscenium  siddighu. 

1.  Borders  and  proscenium  mdeiiAhU  must  be  constniated  of  ateel 
of  a  thickness  not  less  than  No.  20  U.  S.  sheet  metal  gafce,  treated  to 
prevent  oxidation,  be  suitablv  stayed  and  supported,  and  so  designed 
that  flanges  of  reflectors  will  protect  lamps. 

2.  BoiderB  and  proscenium  aidelighta  must  be  so  wired  that  BO 
set  of  lamps  requiring  more  than  1,320  watta  nor  more  than  32  reoep- 
tacles  shall  be  dependent  upon  one  cut-out. 

3.  Borders  ana  proscenium  sidelights  must  be  wired  in  approved 
conduit  or  armored  cable,  each  lamp  receptaole  to  be  enclosed  within 
ao  approved  outlet  box,  or  the  lamp  receptacles  mi^  be  mounted  in 
an  iron  or  ateel  box,  metal  to  be  of  a  thickness  not  less  than  No.  20 
U.  S.  sheet  metal  gage,  treated  to  prevent  oxidation,  so  constructed 
as  to  enclose  all  wires  and  providing  at  least  one-half  inch  separation 
between  the  metal  of  the  ha&  and  rec^tacle  terminals;  the  wires  to 
be  soldered  to  lu£s  of  receptacles. 

4.  Borders  ancTproscenium  mdeliKhts  must  be  provided  with  suit- 
able guarda  to  prevent  scenery  or  ouer  combuaUble  material  coming 
in  ooDtact  with  lamps. 

5.  Cables  for  borders  must  be  of  approved  type  and  suitably  sup- 
ported; conduit  construction  must  be  used  from  switchboaid  to 
point  where  cables  must  be  flexible  to  permit  of  the  raiang  and 
lowering  of  border. 

6.  For  the  wiring  of  the  border  proper,  wire  with  approved  rinw 
burning  insulation  must  be  used. 
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7.  Borders  must  be  suitably  suspended,  and  If  a  wire  rope  is  used 
same  muBt  be  insulated  by  at  least  one  stmn  insulator  inserted  at 
the  border. 

he  of  approved  type,  inaulated 
chboara,  each  receptacle  to  be 
'c  lamps  nor  15  amperes  for  in- 
to be  wired  to  its  full  capacity. 
not  smaller  than  No.  6  B.  £  S. 
■t  less  Uian  No.  12  B.  A  S.  gage. 
fts  must  not  be  interchang^ble. 
installed  in  scene  docks,  they 
lat  they  wilt  not  be  liable  to 
mectianical  injury. 

h.  Curtain  motors  must  be  of  enclosed  type  and  installed  so  as  to 
conform  to  the  requirements  of  (  208  of  this  chapter  (see  S  208), 

i.  Control  for  stage  flues.  In  oases  where  dampers  are  released  by 
an  electric  device,  the  electric  drcuit  operating  same  must  be  nor- 
mal^ closed. 

Magnet  operating  damper  must  be  wound  to  take  full  voltage  of 
circuit  by  which  it  is  supplied,  using  no  resistance  device,  and  must 
not  heat  more  than  normal  for  apparatus  of  similar  construction. 
It  must  be  located  in  loft  above  scenery  and  be  installed  in  a  suitable 
iron  box  with  a  tight  self-closing  door. 

Such  dampers  must  be  controUed  by  at  least  2  standard  single  pole 
switches  mounted  within  approved  iron  boxes  provided  with,  aelf- 
oloetng  doora,  without  lock  or  latch,  and  locatra,  one  at  the  elec- 
trician's station  and  others  as  designated. 

j.  Dressing  rooms  fnusi  be  wired  in  ajtvroved  condial  or  armored 
aMe.  All  pendant  lights  must  be  equipped  witii  approved  reinforoed 
cord,  armored  cable  or  steel  armored  flexible  cord. 

All  lamps  must  be  provided  with  approved  guards  which  are 
sealed  or  locked  in  place. 

k.  PortiAU  egvK^ment.  Arc  lamps  used  for  stage  effects  must  con- 
foOn  to  the  following  requirements: 

1.  Must  be  constructed  entirely  of  metal  of  a  thickness  not  leas 
than  No.  20  U.  S.  sheet  metal  gage  except  where  the  use  of  iq>proyed 
insulating  material  is  necessary. 

2.  Must  be  substantially  constructed,  and  so  dea^ed  as  to  pro- 
vide for  proper  ventilation,  and  to  prevent  sparks  beii^  emitted 
from  lamps  when  same  are  in  operation,  and  mica  must  be  used  for 
frame  insulation. 

3.  Front  opening  must  be  provided  with  a  self-closing  hinged  door 
frame,  in  which  wire  gauze  or  glass  must  be  inserted,  except  in  the 
case  of  tens  lamps,  where  the  mint  may  be  stationary,  and  a  solid 
door  be  provided  on  back  or  aide. 

4.  Must  be  so  coostnicted  that  neither  carbons  nor  live  parts  will 
be  brought  into  contact  with  metal  of  hood  during  operation,  and 
arc  lamp  frames  and  standards  must  be  so  installed  and  protected 
as  to  prevent  the  liability  of  their  being  grounded. 

5.  Switrfi  on  standard  must  be  so  constructed  that  acridentaTcon^ 
tact  with  any  live  portion  of  same  will  be  impossible. 

6:  AH  strtuided  connections  in  lamps  and  at  switch  and' rheostat 
must  be  provided  with  approved  lugs. 
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7*.  Rbeostoti  must  be  plaiBly  marked  wHh  th^  rated  capacity 
in  volts  and  aipperes,  an<^  if  mounted  on  standards,  must  be  raised 
to  a  height  of  at  least  3  inches  above  floor.  Resistance  must  be  en- 
closed in  a  substantial  and  properly  ventilated  metal  case  which 
affords  a  clearance  of  at  least  1  inch  between  case  and  resistance 
dement. 

8.  A  comp^ient  (^>erator  must  be  in  charge  of  each  arc  lamp, 
except  that  1  operator  may  have  charge  of  2  lamps  when  they  are  not 
more  than  10  feet  apart,  and  are  so  located  that  he  can  properly 
watch  and  care  for  both  lamps. 

1.  Bunches  must  be  substantially  constructed  of  metal  and  must 
not  contain  any  exposed  wiring;  cable  feeding  bunches  must  be 
bushed  in  an  approved  manner  where  passing  through  the  metal, 
and  must  be  properly  secured  to  prevent  any  mechanical  strain  from 
comii^  on  the  connection. 

m.  Strips  must  be  constructed  of  steel  of  a  thickness  not  less  than 
No.  20  U.  S.  sheet  metal  gage,  treated  to  prevent  oxidation,  and 
suitaUy  stayed  and  supported  and  so  designed  that  flanges  will  pro- 
tect lamps.  Cable  must  be  bushed  in  a  suitable  manner  where 
passing  through  the  metal,  and  must  be  properly  secured  to  prevent 
serious  mechanical  strain  from  coming  on  the  connections.  Strips 
must  be  wired  in  approved  conduit  or  armored  cable,  each  lamp 
receptacle  being  enclosed  within  an  approved  outlet  box  or  the  lamp 
receptacles  may  be  mounted  in  an  iron  or  steel  box,  metal  to  be  of 
a  thickness  not  less  than  No.  20  U..  S.  sheet  metal  gage,  treated  to 
prevent  oxidation,  so  constructed  as  to  enclose  all  wire^  the  wires 
to  be  soldered  to  lu^  of  receptacles. 

n.  Portable  pluegmg  boxes  must  be  so  constructed  that  no  current 
carrying  part  will  be  exposed,  ana  each  receptacle  must  be  protected 
by  approved  fuses  mpunted  on  slate  or  marble  bases  and  enclosed 
in  a  fireproof  cabinet  equipped  with  self-^losin^  doors.  Each  recep* 
taole  must  be  constructed  to  cany  30  amperes  without  undue  heating, 
and  the  busbars  must  have  a  carrying  capacity  equivalent  to  the 
current  required  for  the  total  number  of  receptacles,  and  approved 
lugs  must  be  provided  for  the  connection  of  the  master  cable. 

o.  Pin  plug  connectors  must  be  of  an  approved  type,  so  installed 
that  the  female  part  of  plug  will  be  on  live  end  of  cable,  and  must  be 
so  constructed  that  tension  on  i^e  cable  will  not  cause  serious 
mechanical  strain  on  the  connections. 

p.  Portable  ccmductors  us^  from  recept^les  to  arc  lamps,  bunches 
and  other  portable  equipments  must  be  approved  stage  cable,  exc^t 
that  for  the  purpose  of  feeding  a  st^d  lamp  under  conditions  where 
conductors  are  not  liable  to  severe  mechanical  injiiry  an  approved 
reinforced  cord  may  be  used,  provided  cut-out  designed  to  protect 
same  is  not  fused  over  10  amperes  capacity. 

q.  Brackets  used  on  sceneiy  must  oe  wired  entirely  on  the  inside, 
fixture  stem  must  come  through  to  the  back  of  the  scenery  an^  end  of 
stem  be  properly  bushed.  Fixtures  must  be  securely  fastened  in  place. 

r.  Stnng  or  festooned  light  wiring  must  be  of  approved  tvpe^ 
joints  to  be  properly  made,  soldered  imd  taped,  and  staggered  where 
practicable. 

Where  lamps  are  used  in  lanterns  or  similar  devices,  approved 
guards  must  be  employed. 


224 


CODE   OF  ORDINANCBS  OF  THE  CTTT  OF  NEW  YORK 


s.  Special  eledricdl  effects.  Where  devices  are  tisied  for  pfodudng 
special  effects  such  as  Eghtning,  waterfalls,  etc.,  the  apparatus  must 
be  SO  constructed  and  located  that  flames,  sparks,  etc.,  resulting 
from  the  operation  cannot  come  in  contact  with  combustiUe  mate- 
rial. 

t.  Auditorium  wiring  must  be  installed  in  approved  conduit,  metal 
moulding  or  armored  cable.  Where  receptacles  are  used,  liiey  must 
be  enclosed  in  approved  boxes. 

Exit  lights  must  not  have  more  than  1  set  of  fuses  between  same 
and  service  fuses.  Exit  lights  and  all  lights  in  halk,  corridors  or  any 
other  part  of  the  building  usied  by  audience,  except  the  general 
auditorium  lighting,  must  be  fed  independ^itly  of  the  stage  lighting, 
and  must  be  controlled  only  from  the  lobby  or  other  convenient 
place  in  front  of  the  house.  AH  fuses  must  be  endoscd  in  approved 
cabinets. 

u.  Movino'picture  equipfnents  other  than  those  of  ap'proved  miniature 
type.  1.  The  arc  lamp  used  as  a  part  of  a  movin^-j^icture  ma- 
chine must  be  constructed,  so  far  as  practicable,  sunilar  to  arc 
lamps  of  theatres,  and  wiring  to  same  must  not  be  of  less  capacity 
than  No.  6  B.  &  S.  gage.  The  leads  to  the  lamp  and  its  rheostat 
or  equivalent  device  must  be  protected  by  a  plug  cut-out  or  open 
link  fuses,  the  latter  enclosed  in  an  approved  cabinet  with  self-closing 
door.    Cartridge  fuses  will  not  be  permitted. 

2.  Rheostats,  transforming  devices  or  any  substitute  therefor 
must  be  of  types  expressly  designed  and  approved  for  the  purpose. 
Their  installation  and  location  must  be  subject  to  approval  as  parts 
of  the  moving-picture  machine. 

3.  Top  and  bottom  reels  must  be  enclosed  in  steel  boxes  or  maga- 
zines, each  with  an  opening  of  approved  construction  at  bottom  or 
top,  so  arranged  as  not  to  permn  entrance  of  flame  to  magazine. 
No  solder  is  to  be  used  in  the  construction  of  these  magazines.  The 
front  side  of  each  magazine  must  consist  of  a  door  swinging  hori- 
zontally and  be  provided  with  a  substantial  latch. 

4.  An  automatic  shutter  must  be  provided  and  must  be  so  con- 
structed as  to  shield  the  film  from  the  beam  of  light  whenever  the 
film  is  not  running  at  operating  speed.  Shutter  must  be  permanently 
attached  to  the  gate  frame. 

5.  Extra  films  must  be  kept  m  individual  metal  boxes  equipp^ 
with  tight-fitting  covers. 

6.  MaxAnne  operation  must  be  of  an  approved  type.  If  driven  by 
a  motor,  the  latter  must  be  of  a  tjrpe  expressly  designed  and  approved 
for  such  operations,  and  when  so  approved,  motor  driven  machines, 
when  in  charge  of  a  skilled  operator,  may  be  authorized  under  special 
permission  in  writine,  given  in  advance. 

7.  Machine  must  be  placed  in  an  enclosure  or  house  made  of  suit^ 
able  fireproof  material;  must  be  properly  ventilated,  properly  lifted 
and  lai^e  enough  for  operator  to  walk  freely  on  either  side  of  or  oack 
of  machine.  All  openings  into  this  booth  must  be  arranged  so  as  to 
be  entirely  closed  by  dOors  or  shutters  Constructed  of  the  same  or 
equally  good  fire-resisting  material  as  the  booth  Itself.  Doors  or 
covers  must  be  arranged  so  as  to  be  held  normally  closed  by  spring 
hinges  or  equivalent  devices. 

8.  Reels  containing  films  under  examination  or  in  process  of 
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wkiding  mos^  be  ^iclosed  in  magazines  or  appixyved  metal  boxes» 
amilar  to  those  required  for  €3ms  in  operation,  and  not  more  thsB 
2  feet  of  film  shall  be  exposed  in  booth. 

y.  Movlag-picture  equipments  of  approved  miniature  tjrpe  lor 
home,  lecture  and  similar  purposes. 

1.  All  equipments  must  be  expressly  approved,  and  such  approval 
must  cover  me  entire  madiine,  including  all  attachments,  current- 
oontrolHlig  devices  and  other  parts  employed,  induding  also  the 
film. 

2.  Tlw  aitire  equipment  must  consume  not  more  than  060  watts. 

3.  Arc  lamps  must  be  constructed  so  far  as  practicable  in  accord- 
ance with  the  requirecbents  of  f  438  k,  1.  2;  3,  4  and  6  (A  this  chapter, 
and  incandescent  lamps  must  be  suitably  enclosed.  ^  - 

4*  Rheostats,  transformers,  switches  and  other  similar  cufrent- 
oontrolling  devices  must  be  attached  to  and  form  a  part  of  the  ma^ 
^line,  must  have  no  live  parts  exposed,  and  must  oomt^y  with  the 
requirements  of  §  565  and  §  578  or  §  581  a,  b,  of  this  chapter. 

5.  Films  must  be  of  an  approved  slow-^buming  type  having  a 
permanent  distinctive  marker. 

6.  Machines  must  be  so  constructed  that  th^  cannot  foe  used 
with  films  employed  on  the  full-sized  commercial  moving-picture 
machine.  This  may  be  accomplished  by  using  a  film  of  special  width 
or  with  special  perforations  or  by  any  other  approved  means. 

7.  Machines  must  be  marisea  with  the  name  or  trade-mark  of 
the  mak^,  and  with  the  voltage  and  current  ratini^  for  which  they 
are  designed,  and  be  plainly  marked,  ''For  tise  with  slow-bumkHs 
ffimsonfy."    • 

J  1439.  OtUline  lightiTig. — a.  Outline  lighting  must  be  connected 
y  to  low^tential  Sjrstems. 

b.  Open  or  conduit  work  or  metal  trough  ccHistruction  may  be 
used,  but  moulding  will  not  be  pmnitted. 

c.  Where  flexible  tubing  is  required,  tiie  ends  must  be  sealed  and 
painted  with  moisture  repeU^it  and  kept  at  least  ^  inch  from  surface 
wired  over; 

d.  Wires  for  use  in  ri^d  or  flexible  sted  conduit  must  comply  with 
requirements  for  conduit  work.  Where  armored  cable  is  used,  tihe 
conductors  must  be  protected  from  moisture  by  lead  sheath  between 
armor  and  insulation. 

e.  OatUne  lighting  must  be  protected  by  its  own  cut-out,  and  con- 
trolled by  its  own  switdi;  single  pole  switches  must  not  be  used. 
CutHMts,  switches,  flashers  and  similar  appliances  must  be  of  ap* 
I»oved  types  and  be  installed  as  reouired  by  this  chapter  for  such 
appliances,  and,  if  outskle  t^e  building,  must,  with  tne  exception 
ci  transformers  of  weathCTproof  type,  be  installed  in  approved 
weatherproof  cabinets. 

f.  Circuits  must  be  so  arranged  that  not  more  than  1,320  watts 
win  be  dependent  upon  one  cut-out. 

g.  Sockets  and  receptacles  must  be  of  the  keyless  porcdain  tsrpe 
and  wires  must  be  soldered  to  lugs  on  same.  Miniature  receptacke 
wUl  not  be  approved  fotr  outdoor  work. 

h.  For  open  work,  wires  must  be  approved  rubber  covered,  not 
less  than  No.  14  B.  &  S.  gage  and  must  oe  ri^dly  supported  on  non- 
mmbuetible,  nonnafosorptive  insulators,  which  separate  the  wires 
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At  least  1  inch  isom,  the  surface  wired  over^  R^d  sm>porthlg  fe» 
<|uires,  under  cordinary  conditions  wh^re  wiring  over  nat  suffacee, 
supports  at  least  every  4K  feet.  If  the  wires  are  liable  to  be  dis- 
turbed, ihe  distance  between  supports  should  be  shortened.  In 
those  parts  of  circuits  where  wires  are  connected  to  approved  recep^ 
tade»  which  hold  th^n  at  least  1  indi  from  surface  wired  over,  and 
which  are  placed  not  over  1  foot  apart/ such  rec^tacles  will  be  ooih 
adered  to  afford  the  necessary  support  and  ^adng  of  ihie  wires^ 
Between  receptacles  more  than  1  foot,  but  less  than  2  f eet,^  apart 
an  additional  non-combustible,  non-abaorptive  insulator  m^alntain- 
ing  a  separation  and  spacing  equivalent  to  the  receptades  must  be 
ui^.  Except  as  above  specified,  wires  must  be  kept  apart  at  least 
2H  inches  for  voltages  up  to  300,  and  4  inches  for  higher  voltaAes. 

i.  For  metal  trou^  constructicm,  the  trou^  and  otiier  detidls 
imist  comply  with  the  requirements  of  §  583  a  to  f ,  hertof  .* 

§  441  <  lAghbing  arid  "power  from  railway  wires. — Tiightitig  and  pow<»r 
from  rsdlway  wires  must  not  be  permitted,  under  any  pr^iense^  in 
the  flame  circuit  with  trolley  wires  with  a  ground  return,  except 
in  electric  railway  cars,  electric  car  houses,  power  houses,  passenger 
and  frei^t  stations  connected  with  the  operation  Gi  eleotrlo  lail- 
w&ya, 

§442.  Garages.  1.  DefimtUm. — ^A  garage  is  that  porticMi  of  a 
building  in  which  any  automobile  carrsring  volatile  inflammable 
liquid  is  kept,  whether  such  automobile  be  kept  for  use,  for  sale, 
for  rental,  for  exhibition  or  for  demonstrating  purposes;  and  all  thi^ 
poirticm  <tf  a  buikling  that  is  on  or  bdow  the  floor  or  floors  on  whidii 
an  automobile  carrying  volatile  inflammable  hquid  is  kept  and  is 
not  8^)arated  therefrom  by  ti^t  unpierced  fire  walls  and  floors. 

2.  Wiring  and  appliances. — a.  All  conductors  except  those  re* 
quired  for  pendant  lamps  or  portable  connections  must  be  installed 
in  approved  metal  conduit  or  approved  armored  caMe,  exc^  tha$ 
improved  metal  moulding  may  be  used  only  in  offices  and  fihow- 
rooms.  Metal  conduits,  arm(H«d  cable  or  metal  moulding  must 
be  so  installed  that  all  outlet  and  junction  boxes  shall  be  located  a4 
ksiBBt  four  feet  above  the  floor. 

b.  Flexible  cord  for  pendant  lights  must  be  approved  reinforead 
cord. 

c.  Flexible  cords  for  portable  lamps,  motors  or  other  sapparafciui 
must  be  approved  cord  designed  for  rough  usa^e.  The  portable 
cord  must  carry  the  male  end  of  an  improved  pm  plug  eonnector 
or  equivalent,  the  female  end  beine  of  such  design  or  so  hung  that 
the  connector  will  break  apart  rea£ly  at  any  position  of  the  odile* 
The  connector  must  be  kept  at  least  four  feet  above  the  floor. 

d.  Flexible  bable  for  (barging  must  be  of  approved  theatre  stage 
type,  this  cable  carrying  parts  of  approved  connectors  of  at  leasl 
fiftv  amperes  edacity.  The  eonhectors  must  be  of  sudi  des^  or 
so  hung  that  at  least  one  will  break  apart  readily  at  any  position  oi 
the  cable.  Current>-carrying  parts  of  connectors  must  oe  shielded 
to  prevent  accidental  contact.  The  fixed,  or  wall  connector,  maa^ 
be  kept  at  least  four  feet  above  the  flo6r,  and  if  not  located  on  switohr 
board  or  charging  pan^,  must  be  protected  against  accidental  oon- 
•tact. 

«.  CutKHits,  switches,  key  sockets,  and  receptlkdesAiuit  }m  i^Aoad 
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at  least  four  feet  above  the  floor,  except  as  provided  in  paragraph  g, 
bdow. 

f .  All  portable  li^ts  must  be  equipped  with  approved  keyless 
sbckets  (H  moulded  composition  or  metal-sheathed  porcelain  type. 
These  sockets  must  be  equipped  with  handle,  hook  and  substantial 
gu£urd. 

g.  Switchboards  and  charging  panels,  at  or  upon  which  are 
mounted  devices  which  in  operation  may  produce  a  spark,  must  be 
located  in  a  room  or  enclosure  providea  for  the  purpose  unless  all 
such  spark  producing  devices  are  at  least  four  f6et  above  the  floor 
or  surrounded  by  vapor  proof  enclosures. 

h.  Motors  oi;  dynamos,  not  actually  a  part  <rf  a  vehicle,  if  not 
located  at  least  four  feet  aoove  the  floor,  must  be  of  the  fully  enclosed 
l^pe.  Motors  located  four  feet  or  more  above  the  floor,  if  not  of  the 
fully  eodosed  t3rpe,  must  be  provided  with  wire  screen  of  not  less 
than  No.  14  mem  over  openings  at  commutator  end. 

§  443.  Skctric  tranes. — All  wiring,  apparatus,  etc.,  not  specifically' 
covered  by  special  rules  herein  giv^,  must  conform  to  the  general 
requiremaits  of  this  chapter  except  that  the  switdi  required  by  §  208c 
oC  tills  ch'apt^  for  each  motor  may  be  omitted. 

a.  Wiring, — 1.  All  wires  except  bare  collector  wires,  those  between 
resistances  and  contact  plates  of  rheostats  and  those  Subjected  to 
severe  external  heat,  must  be  approved  rubber-covered  and  mat 
smaller  in  size  than  No.  12  B.  &  S.  gage.  Insulati(Hi  on  wires  between '. 
resistances  and  contact  plates  of  riiepstats  must  conform  to  para* 
graph  d  hereof,  while  wires  subjected  to  severe  External  heat  ^ust 
have  approved  slow-burning  insulation. 

\  2.  All  'wires  excepting  collector  wires  and  those  run  in  metal 
conduit  or  approved  flexible  cable  must  be  sui^orted  by  knobs  or. 
0eats  which  separate  them  at  least  1  inch  from  the  surface  wired 
avear,  but  in  dry  places,  where  space  is  limited  and  the  distance  b^ 
tween  wires  as  required  by  §  426h  of  this  chapter  cannot  be  obtained^ 
eeufh.  wire  must  oe  separatdy  Pleased  in  approved  flexible  tubing 
securely  fastened  in  place. 

OoEeotor  wires  must  be  supported  by  approved  insulators  so 
mounted  that  even  with  the  ex&eme  mov^nent  permitted  the  wires: 
will  be  separated  at  all  times  at  least  1^  inches  from  the  surface 
wired  over.  Collector  wires  must  be  held  at  the  ends  by  approved 
sirain  insulators. 

3.  Main  collector  wires  carried  alon^  the  runways  must  be  rigidly 
and  securely  attached  to  tiieir  insulatmg  supports  at  least  every  20 
feet,  and  separated  at  least  6  inches  wYnm  run  in  a  horizontal  pmne; : 
if  not  run  in  a  horizontal  plane,  they  must  be  separated  at  least  8 
inches.  If  spans  longer  than  20  feet  iEU*e  necessary  the  distance  be- 
tween wires  must  be  increased  proportionatdy,  but  in  no  case  shall 
tile  BptAi  exceed  40  feet. 

4.  Where  bridge  collector  wires  are  over  80  feet  long,  insulating 
sappCrts  on  which  the  wires  may  loosely  lie  must  be  provided  at 
least  every  50  feet. 

Bridge  collector  wires  must  be  kept  at  least  2}^  inches  apart,  but 
a  nreater  spacing  should  be  used  whenever  it  may  be  obtained, 

5.  Cdlector  wires  must  not  be  smaller  in  size  than  specified  in  l^e 
following  table  for  the  various  spans: 
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Distance  between 

Rigid  Supports, 

feet. 

Size  Wire 

Required 

B.  &  S. 

0  to  30 

6 

30  to  60 

4 

Over  60 

2 

b.  Collectors  must  be  so  designed  that  sparking  between  them 
and  collector  wires  will  be  reduced  to  a  minimum. 

c.  Switches  and  cut-outs. — 1.  The  main  collector  wires  must  be 
protected  by  a  cut-out  and  the  circuit  controlled  by  a  switch.  Cut- 
out and  switch  shall  be  so  located  as  to  be  easy  of  access  from  the 
floor. 

2.  Cranes  operated  from  cabs  must  have  a  cut-out  and 'switch 
connected  into  the  leads  from  the  main  collector  wires  and  flp  located 
in  the  cab  as  to  be  readily  accessible  to  the  operator. 

3.  Where  Hiere  is  more  than  one  motor  on  a  single  crane,  each 
motor  lead  must  be  protected  by  a  cut-out  located  in  the  cab  it  there 
is  one. 

d.  Controllers  must  be  installed  according  to  §  204  of  thia  ehaptar, 
except  that  if  ihe  crane  is  located  out  doors  the  insulation  on  wires 
between  resistances  and  contact  plates  of  rheostats  must  be  rubber 
where  the  wires  are  exposed  to  moisture  and  in^ilation  is  necessary 
and  also  wh^e  they  are  grouped.  If  the  crane  (^crates  over  readily 
combustible  material  the  resistances  must  be  placed  in  an  enclosure 
made  of  non-combustible  material,  thorougnly  ventilated  and  sp 
constructed  that  it  will  not  permit  any  flames  or  mditen  metal  to 
escape  in  the  event  of  burning  out  tiie  resistattces.  If  the  reaistanceB 
are  located  in  the  cab,  this  result  may  be  obtained  b^  constructiiig 
the  cab  of  non-combustible  material  and  providijng  sides  which  en- 
close the  cab  from  its  floor  to  a  hdi^t  of  at  least  6  inches  above  the 
top  of  the  resistances. 

e.  The  motor  frames,  the  entire  frame  of  the  crane  and  the  tracks 
naust  be  permanently  and  effectively  grounded. 

§  444,  Wires,  kigh  potential  systems  in  central  stations^  siib-statums 
and  tranfformer  vavMs, — Special  permission  in  writing  may  be  given 
for  the  installation  of  wires  of  high  potential  syst^os  under  .f^ch 
restrictions  as  the  commissioner  may  prescribe. 

§445.  Transformers,  high  potential, — a.  Transformers  must  be 
located  as  near  as  possible  to  the  point  at  which  the  primary  wires 
enter  the  building. 

b.  Transformers  must  be  placed  in  an  enclosure  constructed  of 
fireproctf  material.  The  endosure  shall  have  no  opening  to  Uie 
building  excei)t  through  an  approved  tight-fitting  fire  door.  It  shall 
be  ven^ated  in  some  apj^roved  maimer,  be  used  only  to  contain  the 
transformers  and  other  high  pot^itial  regulating  devices,  and  be 
kept  securely  locked  to  prevent  access  by  other  than  responsible 
personSi  Smtable  oil  drains  and  guard  sills  shall  be  provided,  as  may 
be  required  fay  the  commissioner. 

c.  The  transformer  case  must  be  permanently  and  effectually 
grounded. 


(  447i  Wires f  extra  hi^h  potential, — a,  I^rimaiy  wires  must  not  be 
tmught  into  oc  ovei*  buikungSy  except  power  stations,  subrstations 
and  transtdmner  vaults. 

b.  Seoondary  wires  must  be  installed  under  rules  for  high-potential 
systems  when  their  immediate  primary  wires  carry  a  current  at  a 
potential  of  over  S^dOO  volts,  unleas  the  primary  wires  are  installed 
in  accordance  with  the  requirements  of  article  3  of  tliis  chapter  or 
are  entirely  underground.  . 


ARTICLE  5 

FITTING6,   MATERIALS  AND  DETAILS  OF  CONSTRUCTION 

(As  amended  by  ord.f  ^ective  May  ^9,  1916) 

See.  548.  Fittiogs,  materials  and  details  of  construction. 
§  549.  Wires,  general. 
,§  550.  Rubbeir  cov^r^  wires. 
I  551.  Fleidble  ccnrds. 
§  552.  Fixture  wire. 
I  553.  Conduit  wire. 
S  554.  Armored  eable  and  cord. 

555.  Slow  burning  weathnpooof  irire* 

556.  Slow  burning  wire. 

557.  Weatherproof  wire. 
$  558.  Metal  conduits. 

1 559.  Outlet,  juiMstion  and  flush  switch  boxes. 
I  560.'  M^tal  -mouldings. 
i  561.  Tubes  and  busmngs. 
"  562.  Cleats. 

563.  Fksdble  tubing. 

564.  Knobs. 

565.  Switches. 

566.  Circuit  breakers.  « 

567.  Cut-outs. 
§  568.  Fuses. 
I  569.  Panel  boards. 
I  570.  Cabinets  wbA  cutK)ut  boxes. 
§  571.  Rosettes. 

§  572.  Sockets,  including  lamp  receptacles. 
§573. 
§  574.  Arc  lamps. 

575. 

576.  Insulating  joints. 

577.  Fixtures. 

578.  Rheostats,  resistance  boxes  and  equalizers. 

579.  Auto^tarters. 

580.  Reactive  coils  and  condensers. 

581.  Transformers,  low  potential. 

582.  Lightning  arresters. 

583.  Eleetrio  signs  (for  low  pot^itial  systems  only). 
584. 
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Sec.  548.  Fittvngs,  materials  and  details  af  ooiMlrtk^fion. — ^Tbe  le- 
quir^nents  and  providions  of  this  article  piiasoribe  the  general  char- 
acteristics and  classifications  of  fittings,  materials  and  details  of  con- 
struction. Specifications  for  performance  of  fittings  and  materifds, 
both  under  test  and  in  service,  shall  be  as  prescribed  from  time  to 
tune  by  the  commismoner.  All  fittings,  materials  and  details  of 
construction  must  be  approved  by  the  eommissioner  foef<»e  being 
placed  in  service. 

§549.  Wires,  general. — a.  Wires,  cables  and  cords  of  all  kinds 
designed  to  meet  the  following  specifications  must  have  a  distinctive 
marBng  the  entire  leng|^  of  l^e  coil  so  that  they  may  be  readily 
identifi^  in  the  field.  They  must  also  be  plainly  tagged  or  marked 
as  follows: 

Wires  described  under  §  557  need  not  have  the  distinctive  markings 
but  are  to  be  tagged. 

1.  The  maximum  working  pressure  or  voltage  for  which  the  wire 
was  tested  or  approved.  Thus  may  be  omitted  for  the  wires  described 
under§§  555,  556  and  557  of  this  chapter. 

2.  Tiie  words  ''National  Electrical  Code  Standard." 

3.  Name  of  the  manufacturing  company  imd,  if  desired,  trade 
name  of  the  wire. 

4.  Month  and  year  when  manufactured. 

5.  The  proper  t3rpe  letter  for  ihe  particular  stsde  of  wire  or 
cable  as  given  in  the  following  schedule  for  each  type  of  insular 
tion. 

RS— Rubber  coated  mnde  braided  for  voltage 0-^00 

RS-15 — ^Rubber  covered  sin^e  braided  for  maximimi  voltage    1500 
RS-25 — ^Rubber  covered  single  braided  for  maximum  voltage    2500 
RS-35 — ^Rubber  covered  single  braided  for  maximum  voltage    3500 
RS-50 — ^Rubber  covered  single  braided  for  maximum  voltage    5000 
RS-70 — ^Rubber  covered  single  braided  for  maximnirt  voltage    7000 
BDj  RD15 — ^Rubber  covered  double  braided,  etc. 
RSL — ^Rubber  covered,  single  braided,  leaded. 
RDL — ^Rubber  covered,^  double  braided,  leaded. 
AC — ^\^^res  for  use  in  armored  cable. 
ACL — ^Leaded  wires  for  use  in  armored  cable. 

b.  Conductors  or  the  strands  of  conductors  must  not  vaiy  in  either 
diameter  or  in  conductivity  more  than  an  approved  pw  cent,  from 
tiie  standards  adopted  by  the  American  Institute  erf  Electrical  En- 
gmeeis. 

§550.  Rubber-covered  wire,  a.  Conductors, — No  individual  con- 
ductor, whether  solid  or  stranded,  shall  be  less  than  No.  14  B.  dc 
S.  gage  in  nominal  size. 

All  conductors  and  the  individual  wires  of  stranded  conductors 
shall  be  tinned. 

b.  Insulation,  Conductors  shall  be  insulated  for  their  entire 
length  with  a  properly  applied  and  properly  vulcanized  rubber  com- 
pound. 

The  insulation  must  be  of  the  nominal  thickness  fldven  hi  the  fol- 
k>wing  table,  the  requirements  of  which  vary  accor&ig  to  the  sites 
of  conductors  and  the  maximum  working  pressure; 
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Table  of  ThiekneBS  of  Rid>ber  Insuktiaii  f  or  Rubber-Crovered  Wires 

and  Cables  in  d4th  ItudiBB 

•    '  ■  ■  ■        

Tjrpe  Letters 


Size  of  Gkmductor 


RS    RS-16  RS-26  RS-36  RS-60  RS-70 

For  Working  Pressures  Not  Over 

aOO      1500     2500     3500     5000     7000 
Volts    Volts    Volts    Volts    Volts    Volts 


American  or  B.  &  S.  Gage —  . 

14  to  8 3  4  a  8  12  16 

7  to  2 4  5  6  8  12  16 

1  to  0000  CM 5  6  7  8  12  16 

225,000  to  500,000 6  7  8  9  12  16 

525,000  to  1,000,000. . .      7  8  9  10  12  16 

Over  1,000,000 8  9  10  11  14  18 

1       '  ,  ,         .    ■  ~  ,  .  .• 

c.  Coverings,  AH  sin^  conductor  rubber-uisulated  wires  and 
cables  must  have  a  covering  of  fibrous  material  applied  directly  to 
the  surface  of  the  insulating  Wall. 

For  any  sinf^  conductor  wire  there  shall  be  at  least  one  braid  for 
aizes  from  No.  14  to  and  including  No.  8.  For  aU  single  conductor 
cables  larjger  than  No.  8  there  must  be  at  least  two  braids  or  a  tape 
aaidabraid. 

For  twin  wires  and  twisted  pair  wires  and  for  all  multiple  con- 
ductor cables  there  shall  be  a  fibro^  covering  on  each  individual 
wire  and  in  addition  a  braid  enclosi^  the  bunched  conductors. 

For  certain  special  service  conditions,  one  or  more  additional  cover- 
ings of  fibrous  material  or  of  lead  are  required. 

Fibrous  coverings  may  be  either  braid  or  tape,  but  ti^  shall  not 
be  used  for  the  outer  covering.  All  braids  must  be  impregnated 
with  a  moisture-proof  compound. 

Lead  coverings  mav  be  aoplied  to  single  or  multiple  coaductcmu 
Lead  oorered  multiple  conductor  cable  with  more  than  two  con^ 
ductors  must,  in  all  eases,  have  the  conductors  spirally  laid. 

In  aU  oasesv  the  individual  conductors  in  lead  covered  cable  must 
have  a  fibrous  covering  and,  except  for  two  conductor  cables,  with 
conductors  parallel,  there  must  be  a  filnrous  covering  ovw  bunched 
conductovB. 

The  thickness  of  lead  covering  shall,  in  aU  cases,  be  that  specified 
for  cables  for  ihe  various  sises  and  forms. 

1 551.  Flexible  cord^.-r-For  pendant  lamps  and  for  portable  use,  in- 
dudiog  elevator  lighting  ana  control  cables,  and  theatre  stage  and 
bordeivlight  cables. 

a.  These  cords  and  cables  nuist  comply  with  the  requirements  of 
{  549  a  and  b  of  this  chapter. 

b.  Ganducters,  Each  conductor  must  have  a  carrying  capacity 
not  less  than  that  of  a  No.  18  B.  &  S.  gauge  wire  and  1^  built  up 
from  wires  of  approved  sizes. 
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c.  InsvJUaUm.  The  insulfttiom  must  consist  of  proi>erly  applied 
and  properiy  vulcanized  rubber  compound  complying  with  approved 
physical  and  chemical  tests. 

The  insulation  must  be  of  the  nominal  thickness  given  in  the  fol- 
lowing table: 

Thickness 
Tnch*^ 

B.  &  S.  Gage  18  and  16 1/32 

B.  &  S.  Gage,  14  to  8 3/64 

For  exception  see  Type  PS  bdow  (§  661f,  of  this  chapter). 

d.  Coverings,  Each  conductor  must  be  covered  with  a  tight, 
close  wind  of  fine  cotton  or  some  other  method  must  be  employee! 
to  prevent  a  broken  strand  puncturing  the  insulation. 

Cords  of  the  several  t3rpes  must^  comply  with  the  specifications  of 
the  following  table  with  respect  to  their  outer  protective  coverings, 
and  the  special  rules  indicated  in  the  last  column  of  the  tdi>le. 

Use  Type  Trade  Name 

Pendants — Dry  places C  Lamp  cord .-. 

Pendants — Damp  places CB  Brewery  cord 

CC  Canvasite  cord 

Portable — ^Dry  places .P  !Heinforc^  cord 

PO  Parallel  cord 

PS  Special  reinf.  cord 

CA  4™ored  cord 

PA  Armored  reinf.  cord 

Portable — ^Damp  places.. .  .PWp  .    Reinforced  cord  Wp 

Pk  Wp  Packinghouse  cord 

PAWp  Armored  reinf.  cord  Ww 

Theatre  stages T  Stage  cable. 

Theatre  borders B  Border  li^t  cable 

Elevator  lighting  and  control. .  (!  Elevator  cable 


<■  I  p 


e.  (Twfea  C,  CB  and  CC)  In  these  classes  are  included  flexible 
cords  wmch  under  usual  condxtions  hang  freely  in  air. 

f .  (Types  PO  and  PS,)  These  cords  are  for  use  only  in  offices^ 
dwellings  or  similar  places  wh^re  not  liable  to  rough  usage* 

For  Type  PO  the  conductors  may  be  dther  laiofparaUbl  or  twisted 
together. 

Type  PS  cord  may  be  made  onljr  with  conductors  of  No.  18  or 
No.  16  B.  &  S.  gage  and  may  have  insulation  only  one-sixty-fourth 
inch  in  thickness. 

ff.  In  the  outer  cover  tape  may  be  substituted  for  an  inner  braid. 

h.  (Type  T,)  Shall  coneiBt  of  not  more  than  three  ,conduct(nns, 
each  not  exceeding  No.  B.  4  &  S.  gage,  twisted  together  and  with  a 
filler.  The  insulation  on  each  conductor  of  No.  6  to  No.  4  B.  &  S. 
ga^  shall  be  onensixteenth  inch  in  tluckness. 

1.  (Type  B.)  The  conductors  must  be  ciJi)led. 

j.  (Tifpe  E.)  Conductors  for  elevator  lighting  cables  shall  not  be 
smaller  tnan  No.  14  and  for  elevator  control  cables  not  smaller  than 
No.  16  B.  &  S.  gage. 
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k.  For  portable  heating  apparatus  (Type  H). 

This  cord  is  for  use  with  aU  smoothing  and  sad  irons  and  with  other 
heating  devices  requiring  over  250  watts. 

i.  Mu8t<)omply  with  the  requir^nents  of  §  549  a,  b  and  §  551b  of 
this  chapter. 

2.  Ilie  covering  ma^  consist  of  a  lay  w  of  rubber  or  other  approved 
material  at  least  one«ixty-f ourUi  inch  thick  (the  rubber  is  not  subject 
to  ihfi  tests  spcidfied  for  other  rubber  ccnnpounds),  a  braided  covering 
of  asbestos  on»-thirty-second  inch  thick  and  d  approved  quaUty, 
an  outer  braid  otie-s[xty-*fourth  inch  thick  enclosing  either  all  the 
conductors  as  a  whole  or  each  conductor  separat^y. 

Braid  on  each     Reinforcement  ru,^.^-  r»^«.««        Additional 

Conductor  or  FiUer  Outer  Cover  r^j^ 

BOO 

Glazed  cotton  or 

silk 551e  • 

Cotton  Wp 551e 

Cottcm  Wp Cotton  Wp 551e 

Cotton Rubber  jacket.  Glazed  cotton  or  silk 

Cotton Glazed  cotton  or  silk  . . .  551f 

Cotton Rubbar  jacket.  Glazed  cotton  or  silk  . . .  551f 

Cotton Armor 

Cotton. Rubber  jacket.  Glazed  cotton  and  annor 

Cotton Rubber  jacket.  Cotton  Wp 

Cotton Filler 2  cotton  both  Wp 551g 

Cotton Rubber  jacket.  Cotton  Wp.  and  armor  .    

Cotton  Wp Filler 2  cotton  both  Wp 551g4;h 

Cotton  Wp 2  cotton  both  Wp 651g&i 

Cotton Rubber  jacket.  1  or  more  cotton,  ooth  Wp  551g4&j 

and  or        3  cojiton,  outer  one  Wp 

.1 1 '  1 '  1 1  f  I    '  '■     'ill,      ■  I  ; ,      ■  .       II  .       .  ,  ,1 

3.  Oth^  types  of  covering  nnist  be  submitted  for  special  eicam- 
ination  and  approval  before  being  used. 

§662.  Fixture  inre. — a.  Fixtures  may  be  wired  with  approved 
flexible  c6rd  or  approved  rubber*oovered'wire. 

In  wiring  certain  fixtures  (see  §§  430d  and  435d  of  this  chapter) 
conductors  having  approved  slow-burning  or  other  heat-resisting 
coverings  must  be  used. 

b.  O&er  wires  for  use  in  fixtures  (Types  F-64  and  P-32)  must 
comply  with  the  requirements  of  1 549  a  and  b  of  this  chi^ter,  and 
with  the  requirements  of  paragraphs  c  to  e,  inclusive,  of  this  section. 

c.  Conductors.  May  be  mtner  solid  or  stranded  in  an  approved 
manner  and  must  not  be  smaller  than  No.  18  B.  <&  S.  gage. 

0  stranded  conductor  is  used  each  conductor  must  be  covered  with 
a  tight  close  wind  of  fine  cotton  or  some  other  method  must  be  used 
to  prevent  a  broken  strand  puncturing  the  insulation.  Solid  con- 
ductors must  be  tinned. 

d.  Insulation.  The  insulation  must  consist  of  properly  £^plied 
and  properly  vulcanized  rubber  compoimd  compl3ring  with  approved 
pbyttcai  and  chemical  tests. 
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The  thickness  of  insulatioil  di&ll  not  be  less  than  one-axty«-foilrth 
in<^  for  No.  18  B.  &  S.  gage  wire  and  not  leas  than  one-thirty-Beeond 
inch  for  No.  16  B.  &  S.  gage. 

e.  Coverings,  Must  be  a  braid  which  if  of  ootton  must  be  at  least 
onensixty-foiirth  inch  in  thickness. 

§  553.  Conduit  wire^-^For  conduit  wotk  wires  of  eiiher  tjrpes  RS 
(No.  14  to  No.  8,  mcL),  RD,  BSL  or  RDL  must  be  used. 

§  554.  Armored  cable  and  cord, — a.  The  armored  oabl&or  coaxl  must 
comply  with  i4>proved  tests  for  flexibility  and  for  resistance  to  with- 
drawal of  the  conductors  from  the  armor.  The  armor  must  comply 
with  approved  tests  for  wed^t,  tensUe  strength  and  elongation. 

b.  Strips  if  used  in  forming  the  armor  must  be  of  approved  thick- 
ness and  if  of  steel  must  be  protected  against  corrosion  m  an  approved 
manner. 

c.  The  conductors  must  comply  with  the  requirements  for  rubber- 
covered  wires  or  cords  of  the  specified  tvpes  and  construction. 

d.  The  cable  or  cord  must  have  a  custinctive  marker  its  entire 
length. 

'  §  555.  Slow-biirnmg  weaiher^proof  vnre, — a.  The  insulation  must 
C(msist  of  two  coatiQgs,  one  to  be  fireproof  and  the  other  weather- 
proof. The  fireproof  coating  must  be  on  the  outside  and  must  com- 
prise about  six-tenths  of  the  total  thickness  of  the  wall. 

The  thickness  of  the  completed  covering  shall  be  not  less  than  that 
specified  for  rubber  insulation  of  0-600  volt  nd>ber-oovered  wires. 
(See  §  550b  of  this  chapter.) 

b.  Must  comply  witib  the  requir^nents  of  §  549&  and  b  of  this 
chapter. 

§556.  Slow-burning  wire, — a.  The  insulation  must  consist  of  three 
braids  of  cotton  or  other  tiiread,  idl  the  interstices  of  which  must  be 
filled  with  the  fireproofing  compound  or  with  material  havin^^  equiv- 
alent fire-resisting  and  insulating  properties.  The  outer  btaid  must 
be  specially  designed  to  withstand  abrasion,  and  its  surface  must  be 
fini^ed  smoolii  and  hard. 

The  thickness  of  the  completed  covering  shall  be  not  less  than  that 
specified  for  the  rubber  insulation  of  0-600  volt  rubber-eov^ed  wires. 
(See  §  550b  of  this  chapter.) 

b«  Must  comply  with  requirements  of  §  549  a  and  b  of  this  chapter. 

c.  Slow-bummg  wires  especially  designed  and  approved  for  use 
in  fixtures  (see  §  552  of  this  chapter)  need  not  necessarily  comply 
with  the  requirements  fA  paragraphs  a  and  b  of  this  section. 

§  557.  Weather-proof  wire, — a.  The  insulating  covering  shall  con- 
sist of  at  least  three  b!raids,  all  of  whidii  must  be  thoroughor  saturated 
with  a  dense  moisture-proof  compound. 

Tlie  thickness  of  the  completed  covering  shall  be  not  less  than  that 
specified  for  the  rubber  insulation  ol  0-600  volt  rubber-covered  wires. 
(See  §  550b  of  this  chapter.) 

b.  Must  comply  with  requirements  of  §  549  a  and  b  of  tins  chi»ter. 

f  558.  Metal  conduits.  1.  Biffid  conduit. — a.  Each  lengtn  of 
conduit  must  have  the  maker's  name  or  initials  stamped  in  the  metal 
or  attached  thereto  in  a  satisfactory  manner,  so  that  inspectors  can 
readily  see  the  same. 

Migid.  b«  The  tube  used  in  the  manufacture  of  the  conduit  must 
be  of  mild  steel;  and  must  be  of  sufficiently  true,  circular  section  to 
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admit  of  mitting  true,  clean  threads;  it  mi»t  be  very  closely  the  saooe 
m  wall  thidmess  at  au  points.   Wdds  must  be  thoroughly  well  made. 

€,.  The  tube  must  be  thorou^y  cleaned  to  remove  all  scide  and 
rust  from  both  inside  and  the  ojutside  surfaces  by  some  process^ 
mechanical  or  otherwise,  which  will  permit  the  protecting  coating 
to- take  a  smooth  finish  and  which  win  not  reduce  the  weight  of  the 
tube  sufficienUy  to  cause  the  finished  conduit  to  weigh  less  than  is 
given  in  §  558i,  of  this  chapter. 

4.  All  surfaces  of  the  tube  must  be  protected  against  corromon  by 
an  aMroved  method. 

e.  Elbows,  bends  and  similar  fittings  must  be  made  of  full-weight 
mat«ial|  sudi  as  is  specified  for  the  ccmduit  proper,  and  must  be 
trealted,^  coated,  threaded,  etc.,  in  every  way  corresponding  to  the 
specifications  for  conduit  so  far  as  they  ^ply.     ' 

f ./[Threads  upon  conduits,  couplings,  elbows  and  bends  must  be 
full  andtclean  cut.  Their  pitch  and  form  must  conform  to  the  Briggs' 
standard  for  pijpe  threads. 

Hid  taper  of  threads  on  conduit  mu^t  not  exceed  three-quarter 
incheis  per  foot.  The  perfect  thread  must  be  tapered  for  its  entire 
length.  '  Couplings  must  be  tapped  straight.  If  threads  are  cut 
aftor  the!  protecting  coatings  are  applied  they  must  be  treated  to 
prevent  corrosion  ttudng  place  before  the  conduit  is  actually  installed. 

g.  The  finished  conduit  as  shipped  must  be  in  ten-foot  lengths, 
w&  eaeh'  end  reamed  and  threaded.  For  each  length  at  least  one 
coupling  must  be  furnished.  The  finished  conduit  with  coupler 
must  not  weigh  less  than  is  given  in  the  following  table.  All  fim^ed 
oondtiit  must  be  in^)ected  visually,  both  inside  and  out,  for  poor 
coatings^  luud  scale  or  other  similar  defects.  It  must  have  an  ap- 
piv>vear  mterior  coating  of  a  character  and  appearance  which  will 
readi^  distinguish  it  from  ordinairy  commercial  pipe  commonly^ 
used  tor  other  than  electrical  purposes- 

■III-  ■  ■     ■  I  >  ■      J     I  ■  'I  '  .  ;   I         .      ■      I     1    I  ,  II  II  ■'       |l  >       ■        II  I  II    I       H  I     I   I       I    I       ,       1  ■    I     J. 

i      *  -    Minimum  Weight 

Electrical  of  IC^oot  L^gths 

Trade  Sice  iA  Fimshed  Conduit 

with  CoupHngB 

Inches.  Pounds^ 

•1/4  •..««......«....... •^.  ...4...  09 .  O 

3/8-> ..........  ^ 51.5 

lya..... 79.0 

3/i. 105 

1  .;... 153 

11/4 201 

ll/2f 249 

2 334 

2  1/3 527 

3  ..;..,;... 690 

3  1/2 831  , 

4. 982 

41/2.... 1150. 

5       . ; 1344 

a 1770 

^^^■^^W^— ^  ■  ,1—       .Ti,.  y.^.     .;.-■'■        ^      .■    ^■■■^  ...     i     tjj»  ■  -     ■- -  ■■■■■I.I  11.     ...^^i— ..-   ■■■  — ■   M  , -m,         11*    ,^        mm 
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2.  Flexible  conduit,  h.  Must  be  so  flexible  that  the  conduit  may 
be  bent  in  a  curve,  the  inner  edge  of  which  has  a  radius  equal  to  imk 
specified  in  the  following  table,  without  opening  up  the  tube  at  any 
poiiit: 


♦ 

Weight 

in  Pounds 

Electrical 

Internal 

Thickness 

Per  100  Feet 

Kadhiscrf 

Trade  Size, 

Oiameter, 

of  Strip, 

Curvatujpes, 

Inches 

Inches 

Inches 

Single 

Double 

Inches 

Strip 

Strip 

1 

'  5/16 

5/16 

.025 

17  3/4 

201/2 

2  1/4 

3/8 

3/8 

.034 

29 

33  1/2 

21/2 

1/2 

5/8 

.040 

54 

62 

31/2 

3/4 

13/16 

.040 

68 

78  1/2 

41/2 

1 

I 

.055 

108 

129  1/2 

5 

1  1/4 

1  1/4 

.055 

132 

158 

51/2 

1  1/2 

1  1/2 

.060 

171 

205 

d 

2 

2 

.060 

224 

269 

8 

2  1/2 

2  1/2 

.060 

277 

3^ 

101/2 

i.  Must  be  of  such  design  that  after  a  3-foot  sample  has  been  sab* 
jected  to  a  tension  of  200  lbs.  for  one  minute,  the  conduit  will  not  be 
opened  up  at  any  point. 

j.  For  sted  conduits  the  internal  diameter,  the  tiddmeciB  of  the 
strip  and  the  weight  of  the  finished  conduit  must  be  not  less  thAn  tke 
values  given  in  the  fdlowing  table.  For  flexible  conduit  of  other 
than  the  strip  type  an  equivalent  construction  must  be  provided. 

k.  If  of  steel,  the  metal  must  be  thoroughly  galvanised  or  coated 
with  an  approved  rust  preventative.  Intenor  surfaces  of  the  conduit 
most  be  free  from  burrs  or  sharp  edges  which  might  cause  abrasion 
of  the  wire  coverings. 

1.  Must  have  a  distinctive  marking  its  entire  length  so  that  the 
flexiUe  conduit  may  be  readily  identified  in  the  field.  Ck>ils  must 
also  be  plainly  tagged  or  marked  with  the  name  or  trade-mark  of  the 
manufacturing  company. 

§559.  OiUlet,  junction  and  flush  switch  boxes. — a.  Boxes  must  be  of 
pressed  steel  having  wall  thickness  of  not  less  than  .078  indi  (No.  14 
U.  S.  inetal  gage),  or  of  cast  metal  having  wall  thi(^ess  not  less 
than  1-8  inch.  Junction  boxes  of  larger  sizes  must  ccsnply  with 
requirements  of  §  570  of  this  chapter,  out  must  be  in  all  cases  of 
metal. 

b.  Boxes  must  be  well  galvanized,  enameled  or  otherwise  properly 
coated,  inside  and  out,  to  prevent  oxidation. 

c.  Boxes  must  be  so  niade  that  all  openings  not  in  use  will  be 
effectively  closed  by  metal  which  will  aff^  protection  substantially 
equivalent  to  the  walls  of  the  box. 

Fittings  which  are  designed  for  bringing  conductors  other  tnan 
flexible  cords  from  metal  conduits  to  exposed  wiring  must  be  pro- 
vided with  non-absorptive,  non-combustible  insulating  bu  * 
which  must  separately  insulate  each  conductor.    For  flexible 
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wdi  ^tiiigi^  inducting  covers  of  outlet  boxesi  must  either  be  pro- 
vided with  approved  Dushings  or  have  smooth,  wellrrounded  sur- 
faces for  the  cord  to  bear  upon* 

d.  Boxes  JEQUst  be  plainly  marked,  where  the  marking  may  readily 
be  seen  when  installed,  with  the  name  or  trade-mark  of  the  manufao- 
turer. 

e.  Boxes  must,  in  case  of  combination  gas  and  electric  outlets,  be 
so  arranged  that  connection  with  gas  pipe  at  outlet  may  be  made  by 
means  ofan  approved  device.  Fixture  studs,  where  not  a  part  of  the 
box,  must  be  made  of  malleable  iron  or  other  approved  material. 
Boxes  must  be  arranged  to  secure  in  position  the  conduit  or  flexible 
tubiiu;  protecting  the  wire. 

f .  Switch  asMl  outlet  boxes  must  be  so  arranged  that  th^  can  be 
securely  fastened  in  place  independently  of  the  support  afforded  by 
the  conduit  piping)  except  that  when  entirely  exposed,  s^proved 
boxes,  which  are  threaded  so  as  to  be  firmly  sl^>ported  by  screwing 
<A  to  the  conduit,  may  be  used. 

g.  Switch  and  rec^tade  boxes  must  completely  ^dose  the  switch 
or  receptacle  on  sides  and  back,  and  must  provide  a  thoroughly 
substantial  support  for  it.  The  retaining  screws  for  the  box  must 
not  be  used  to  secure  the  switch  in  position.  Boxes  foa:  floor  outlets 
shall  be  designed  to  oompletdy  enclose  the  receptade  and  attach- 
ment plugs,  if  any,  to  protect  them  from  mechanical  injury  and  to 
exduoe  moisture. 

h.  Ck>vers  for  outlet  boxes,  if  made  of  metal,  must  be  equal  in 
thickness  to  that  spe^sified  for  the  walls  of  the  box,  or  must  be  of 
metal  lined  with  an  insulating  material  not  less  than  1-32  inch  in 
ihicknesB,  firmly  and  permanently  secured  to  the  metal.  Covers 
may  also  be  made  of  porcelain  ^  other  approved  matericd,  provided 
thev  are  of  sudi  form  and  thickness  as  to  afford  suitable  protection 
and.  strength. 

(  560.  MetoZ  mou^cfim^. — a,  b.  The  installation  of  wooden  mould- 
ing is  prohibited. 

c.  Eiach  length  of  metal  moulding  must  have  maker's. name  or 
trade-maik  stamped  in  the  metal,-  or  in  some  manner  permanently 
attached  theroto,  in  <»der  that  it  may  be  readily  identified  in  the 
field. 

d.  Metal  moulding  must  be  constructed  of  iron  or  sted  with  back- 
ing at  least  .050  indh  in  thickness,  and  with  capping  not  less  than 
.040  inch  in  thickness,  and  so  constructed  that  when  in  place  the 
raceway  will  be  entirely  closed;  must  be  thoroug^ily  galvanized  or 
coated  with  an  i^^roved  rust  preventative,  both  inside  and  out,  to 
I»event  oxidation. 

e.  Elbows,  cotqslings  and  all  other  similar  fittings  must  be  con* 
strueted  of  at  least  the  same  thickness  and  quality  of  metal  as  the 
mouli^i^  itsdf ,  and  so  desi|^ied  that  they  will  both  dectrically  and 
tnechanically  secure  the  different  sections  together  and  mamtain 
the  oontinui^  of  the  raceway.  The  interior  surfaces  must  be  free 
from  burrs  or  sharp  comers  which  might  cause  abrasion  of  the  wire 
coverings. 

f .  Metal  moulding  must  at  all  outlets  be  so  arranged  that  the  con- 
dnotcns  eaomot  come  in  contact  with  l^e  edges  of  the  metal,  dther 
of  capping  or  backing.    Specially  designed  fittings  which  will  inter- 
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pOBe  substairtial  barriers  between  condoctors  and  the  edges  of  metal 
are  recommended. 

^.  When  backing  is  secured  in  position  by  screws  or  bolts  from  the 
inside  of  the  raceway,  depressions  must  lie  p'royided  to  render  the 
heads  of  the  fastenings  fliudi  with  t^e  moulding. 

h.  Metal  mouldings  must  be  used  for  exposed  work  only  and  must 
be  so  constructed  as  to  form  an  open  raceway  to  be  dosed  by  the 
capping  or  cover  after  the  wires  are  laid  in. 

1 561.  Tubes  and  bushings.-— sl^  Tubes  and  bushing  must  be  made 
straight  and  free  from  checks  or  rough  projections,  with  ends  smooth 
and  rounded  to  facilitate  the  drawing  in  of  the  wire  and  prevent 
abrasion  of  its  covering. 

b.  Tubes  and  bushings  must  be  made  of  approved  non-combUBtible, 
non-absorptive  insulating  material. 

f  562.  Cleats. — a.  Cleats  must  hcM  the  wire  finnly  in  place  with- 
out injury  to  its  covering. 

b.  Bearing  points  on  the  surface  of  cleats  must  be  made  by  ridges 
or  rings  about  the  holes  for  supporting  screws,  in  ord^  to  avoid 
cracking  and  breaking  when  so^wed  ti^t. 

c.  Cleats  must  be  made  of  approved  non-combustible,  non-absorp- 
Uve  insulating  material. 

e.  Cleats  must  conform  to  the  spacings  given  in  the  following 
taMe: 

Voltage,  0-300.  Distance  from  wire  to  surface,  H  M^ch.  Distance 
between  wires,  2J4  inches. 

§  563.  Flexible  tubing. -^-e^.  Flexible  tubing  must  have  a  sufficiently 
smooth  interior  surface  to  allow  the  ready  introduction  df  the  wire. 

b.  Flexible  tubing  must  be  constructed  c^  or  tr«Eited  with  matmals 
which  will  serve  as  moisture  repellents. 

c.  The  tube  must  be  so  designed  that  it  will  withstand  all  the 
abrasion  Ukely  to  be  met  with  in  practice. 

d.  The  linings,  if  any,  must  not  be  removable  in  lengths  of  over  3 
feet. 

Flexible  tubing  must  not  close  to  prevent  the  insertion  of  the  wire 
after  the  tube  has  been  kinked  or  flattened  and  etraightened  out. 

f .  Flexible  tubing  must  have  a  distinctive  marking  t»e  entire  length 
of  the  tube,  so  that  the  tubing  may  be  readily  identified  in  the  fidd. 

§  564.  Knobs. — a.  SpHt  knobs  must  be  constructed  in  2  parts, 
a  base  and  a  cap,  arran^  to  hold  the  wire  firmly  in  place  without 
injury  to  its  covering.  Sharp  edges  must  be  avoided.  Solid  knobs 
must  be  constructed  with  smooth  groove,  to  contain  wire. 

b.  Bearing  points  on  the  surface  of  knobs  must  be  made  by  a 
ring  or  by  ridges  on  the  outside  edge  of  the  bast,  to  provide  for  sta- 
bility. At  least  yi  inch  surface  separation  must  be  maintained 
between  the  sui^)orting  screw  or  nau  and  the  conduotcnr,  and  the 
knob  must  be  so  constructed  that  the  supporting  screw  or  nail  cannot 
oome  in  contact  with  the  conductor.  For  wires  larger  ihxa  No.  4 
B.  &  S.  ga^,  split  knobs  (or  single  wire  cleats)  must  be  so  constructed 
as  to  require  the  use  of  2  supporting  screws. 

c.  Knobs  must  be  made  of  approved  non-combustible,  noifc-abeorp* 
tive  insulating  material. 

e.  Knobs  must  be  so  constructed  as  to  separate  the  wire  at  least 
1  indb  from  the  surface  wired  ov^. 
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!  565.  Switches.  1.  General  Rules, — aw  Switdies  muBt,  when  med 
f<nr  serviee  switched,  indicate,  on  inspection,  whether  the  dintent' 
be  "on'^  or  "off." 

b. 

2.  Kn^e  swikhes.-^o.  Knife  switches  must  be  mounted  on  non« 
oomlwistible,  ncm-absorptive,  fttwilating  bases.  Other  materials 
Huji  date,  marble  or  poro^ain  must  be  submitted  for  special  ex- 
aminatH>n  before  being  used.  Bases  with  an  area  of  over  25  square 
indies  must  have  at  least  4  supporting  screws.  Hdes  for  the  sup- 
porting screws  must  be  so  located  or  countersunk  that  t^te  wiU 
DO  at  leaeft  H  uich  space  measured  over  the  surface,  between  the 
head  of  the  screw  or  washer  and  the  nearest  live  metal  part,  and  in 
all  cases  when  between  parts  oi  opposite  polarity  must  be  counter- 
sunk. 

d;  Pieces  carrying  the  contact  jaws  and  hinge  dips  must  be  se- 
cured to  the  base  by  at  least  2  screws,  or  else  made  wil^  a  square 
shoulder,  or  provided  with  dowel  pins,  to  present  possible  tummgs, 
and  the  nuta  or  screw-heada  cm  the  under  side  of  the  base  must  be 
countersunk  not  less  than  Vs  inch  and  covered  with  a  waterproof- 
compound  which  will  not  mdt  bdow  150  degrees  Fahrenhdt  (65 
degrees  Centigrade). 

e.  Hinges  of  knife  switches  must  not  be  used  to  carry  current 
unless  they  are  ecjuipped  with  spring  washerd,  held  by  lock-nuts  or 
I>ins,  or  their  equivalent,  so  arranged  that  a  firm  and  secure  connec- 
tion will  be  maintained  at  all  positions  of  the  switch  blades. 

f .  All  switches  must  have  ample  metal  for  stiffness  and  to  prevent 
rise  in  temperature  of  anv  part,  of  over  50  decrees  Fahrenheit  (28 
degrees  Centigrade)  at  full  load,  the  contacts  bein^  arranged  so  that 
a  flioroughl^r  good  bearing  at  every  point  is  obtamed  with  contact 
surfaces  advised  for  pure  copper  blades  of  about  1  square  inch  for 
each  75  amperes;  the  whole  device  must  be  mechanically  well  made 
throughout. 

g.  AH  cross-bars  less  than  3  inches  in  loigth  must  be  made  of  in- 
sulating material.  Bars  of  3  inches  and  over,  which  are  made  of 
metal  to  insure  greater  mechanical  strength,  must  be  suffidently 
8^;Mrated  ftom  we  jaws  of  the  switch  to  prevent  arcs  following 
mm  the  contacts  to  the  bar  on  the  opening  of  the  switch  under  any 
drcumstances.  Metal  bars  should  preferably  be  covered  with  in- 
solating'mEaterial.  To  prevent  possiple  turning  or  twisting  the  cross- 
bar must  be  secured  to  each  blade  by  2  screws,  or  the  joints  made 
with  square  «hdulders  or  provided  wiui  dowel  pins. 

h.  Switches  for  currents  of  over  30  amperes  must  be  equipped 
with  lu^  firmly  screwed  or  bolted  to  the  switch,  and  into  wmch  the 
conducting  wires  shaU  be  soldered.  For  switches  designed  for  cur- 
rents of  30  amperes  or  less,  heavy  clamps  or  screw  and  washer  con- 
nections with  upturned  lugs  may  be  used. 

i.  Knife  switdies  must  operate  succ^sfully  at  50  per  cent,  over- 
load in  amperes  and  at  rated  voltage,  imder  the  most  severe  condi- 
tions with  which  they  are  liable  to  meet  in  practice. 

].  Knife  switches  must  be  plainly  marked  where  the  marking  can 
be  read  when  the  switdi  is  installed,  with  the  name  of  the  maker 
and  the  current  and  the  v^dtage  for  which  the  switch  is  designed. 
Switdies  dftsjgned  for  250  volts  D.  C.  or  500  volts  A.  C.  circiuts, 
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ifithout  fuses  on  the  switch  base,  must  be  marked  250  V.,  D.  C,  500 
V.»  A.  C.  When  250-volt  fuse  t^minals  are  mounted  on  the  switch 
base,  the  marking  of  the  switch  must  be  250  V.,  D.  C.  and  A.  C. 
When  600-Tolt  fuse  terminals  are  moimted  on  the  switch  base,  the 
terminals  must  be.  spaced  for  600-Yolt  fuses  and  the  switches  nuurked 
500  v.,  A.  C.  Triple  pole  switches  designed  with  125-yolt  spadngs, 
betwe^i  adjacent  Uades,  ihust  be  marKed  125  volts,  and  may  be 
used  on  3-wire  D.  C.  or  single  phase  systems  having  not  more  than 
125  volts  between  adjacent  wires  and  not  more  ths^  250  volts  be- 
tween the  two  outside  wires.  When  designed  with  250*volt  spadimii 
between  adjacent  blades  trii>le  pole  itches  must  be  marked  2S) 
vdts  and  may  be  used  on  3-wire  D.  C.  or  single  phase  sjrstems  having 
not  more  thim  250  volts  betwe^a  adjac^t  wires  and  not  more  than 
500  volts  between  the  two  outside  wires. 

k.  Spaoings  and  dimensions  must  be  at  least  as  great  as  those 
given  in  the  following  tables: 

Table  1.    For  switchboards  and  panel  boards;  not  over  125  volts 
D.  C.  andA.  C: 

Minimum 
Width  and  Thickness     Separation  of 

Nearest  Metal  Minimum 


Clips           Parts  of  Break 

Blades           and  Hinges      Opposite  Distance 

•  Polarity 

^•mmmm^-^^-^ II            I      I      I            I          II            I                        I           I I  I            I            I            I            I 

30  amp 1-2x6-64  in.      1-2x3-64  in.       1        in.  3-4  in. 

60  amp 1  1-4  in.  1       in. 


Table  2.    For  individual  switches;  not  over  125  volts  D.  C.  and 
A.  C: 


■  *«^  ■ 


Inch  Inch        Inch     Indi 

-  I  I  ■  'T -  -  -  ■    '  -        ■   --    ■ ^- ' 

30                   amp 1-2x5-64    1-2x3^64    11-4  1 

60            100  amp 1  1*2  1  1-4 

200                 amp 2  1-4  2 

400  and    600  amp 2  3^  2  1-^ 

800  and  1000  amp 3  2  3-4 

A  300-ampere  switch  with  the  spacings  of  the  200-ampere  switch 
above  may  be  used  on  switchboaras. 

Table  3.   For  all  switches;  250  volts  only  D.  C.  and  A.  C. : 

Inch  Inch        Inch     Inch 


■♦"■•••^■•i^" 


30  amp 1-2x5-64    1.2x3-64    13-4    1  1^2 

'  '  '  1 1  '  1 1    I     1 1 1  ■  ,1  >  1 1  ■ 


*   !■■  <     **    I 
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Table  4.    For  all  switches;  not  over  250  volts  D.  C.  nor  over  500 
volts  A.  C: 

■  — -u — 

Inch    Inch  Inch  Inch. 

30       amp ..5-8x1-8   5-8x1-16  2  1-4  2 

60  and  100  amp 2  1-4  2 

200       amp 2  1-2  2  1-4 

400  and  600  amp 2  3-4  2  1-2 

800  and  1000  amp '. 3     2  3-4 


I  ■  ' 


A  300»ami>ere  switch  with  the  spadngs  of  the  200-ampere  switch 
above  may  be  used  on  switchboaFoia.  Gut-out  terminals  on  switches 
for  over  250  volts  must  be  designed  and  spaced  for  600-volt  fuses. 

Table  5.  F<w  all  switches;  not  aver  600  volts  D.  C.  and  A.  C. : 

*  Inch  Inch        Inch     Inch 


— — »- 


30  amp 5-8x1-8      5-8x1-16    4  3  1-2 

60  amp 4  3  1-2 

100  amp 4  1-2    4 


> 


Where  barriers  of  approved  desi^  and  made  of  suitable  noh^ 
abflorptive,  non-combustible,  insulatmg  material  or  of  impregnated 
hard  woodi  are  placed  between  parts  of  opposite  polarity,  the  mini- 
mum peparaticm  of  these  parts  on  switches  described  in  Table  5  may 
be  that  given  in  Table  4. 

Auxiliaiy  ocmtacts  of  either  a  readily  renewable  or  a  quick-break 
type  or  the  equivalent  are  recommended  for  D.  C.  switches,  designed 
for  over  250  volte,  and  must  be  provided  cm  D.  G.  switches  designed 
for  use  in  breaking  cuirents  greater  than  100  amperes  at  a  voltage 
of  over  250.  For  3-'Wiredireot  current  and  3-wire  sin^e  phase  systems 
the  s^aration  and  break  distances  for  plain  3-pore  knife  switches 
must  not  be  less  than  those  required  in  the  above  table  for  switches 
designed  for  the  voltage  between  n«itral  and  outside  wires. 

3.  Snap  twUchea. — 1.  Gurrent-eairying  parts  must  be  mounted 
on  non<*oombustibl6,  non-absorptive,  msulating  bases,  such  as  slate 
or  porcelain,  and  the  holes  for  supporting  screws  dbould  be  counter- 
sunk not  lesq  than  Vs  inch.  Th^re  must  m  no  case  be  less  than  3-64 
in(^  space  between  supporting  screws  and  current^^uurying  parts. 

Sub4>a8es  must  be  so  designed  as  to  separate  the  wires  at  least 
one4ialf  inch  from  the  isurfaoe  wired  over.  Th^  must  be  of  a  non- 
oombustible,  non-abeorptive  insulating  material. 

m.  Pieces  carrying  contact  jaws  must  be  secured  to  the  base  by  at 
least  2  screws,  or  else  made  with  a  square  shoulder^  or  provided  with 
dowel-pins  or  otherwise  arranged,  to  prevent  possible  turnings;  and 
the  nuts  or  screw  heads  on  the  under  side  of  the  base  must  be  counter- 
sunk not  less  than  Vs  inch  and  covered  with  a  waterproof  compound 
whieh  will  not  meit  below  150  degrees  Fahrenheit  (65  degrees  Centi-  J 


\^ 
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p.  Binding  posts  must  be  substantially  made,  and  the  screws  musi 
be  of  such  size  that  the  threads  will  not  strip  when  set  up  tight. 
Switches  with  the  ^et-screw  form  of  contact  wul  not  be  approved, 

q.  Covers  made  of  conducting  material,  except  face  plates  for 
flush  switches,  must  be  lined  on  sides  and  top  with  insulatmg,  tough 
and  tenacious  material  at  least  1-32  inch  in  Quckness^rml;^'  secured 
so  that  it  will  not  fall  out  with  ordinary  handling.  The  side  lining 
must  extend  sUghtly  beyond  the  lower  edse  of  the  cover. 

r.  The  handle  or  button  or  an^  exposea  parts  must  not  be  in  elec- 
trical connection  with  the  circmt. 

8.  Snap  switches  must  ''make''  and  ''break"  with  a  quiek  snap, 
and  must  not  stop  idien  motion  has  onoe  heea  imparted  by  the  but* 
ton  or  handle. 

t.  Snap  switches  must  be  plainly  marked,  where  the  marking  may 
be  readily  seen,  with  the  name  or  trade-mark  of  the  maker  and  the 
current  and  voltage  for  which  the  switch  is  designed.  On  flush 
switches  these  maikings  may  be  placed  on  the  sub-plate.  On  surface 
switches  with  covers  constructed  of  porcelain  or  other  moulded 
insulating  material  the  marking  may  be  on  the  inside  of  the  cover. 
On  all  ot£er  types  they  must  be  placed  on  the  front  of  the  cap,  cover 
or  plate. 

§  566.  Circuit  breakers,  1.  Generally, — Circuit  breakers  for  opera- 
tion on  circuits  of  550  volts  or  less  must  be  made  to  comply  with  the 
fdlowing  specifications,  except  in  those  few  cases  where  pecidiar 
design  aBows  the  breaks  to  rulfiU  the  eeneral  requirementa  m  somis 
other  way,  and  where  it  can  suocessf uthr  withstand  the  prescribed 
tests.  In  such  eases  ^e  breakers  ^ould  be  submitted  for  special 
examination  and  approval  before  bein^  used. 

>  2.  Details  cf  construetian.  a.  Circuit  breakers  must  be  mounted 
on  non-combustible,  non-dbsorptive,  insulating  bases,  such  as  date 
or  marMe.  Bases  with  an  area  of  over  25  square  inches  must  have 
at  least  4  supp<Mrting  screws.  Hdes  for  the  supporting  screws  must 
be  ao  located  or  coimtersunk  that  there  will  be  at  least  H  i^ch  space 
measured  over  the  surface  between  the  head  of  the  screw  or  wadMr 
and  the  nearest  live  metal  part,  and  in  cases  when  between  parts  of 
opposite  polarity  must  be  countersunk. 

D.  Pieces  canying  contact  parts  must  be  secured  to  the  base  by 
at  least  2  screws,  or  else  made  witii  a  square  shoulder,  dowel  pin, 
or  equivfdent  device,  to  prevent  possyble  turning,  and  the  nuts  or 
screw  heads  on  Uie  under  side  ol  the  base  of  front-connected  breakers 
most  be  countersunk  not  less  than  Vt  inch,  and  cover  with  a  water- 
proof compound  whidi  will  not  mdt  bdow  150  de§^rees  Fahrenheit 
(65  d^ees  Centigrade).  AU  breakers  must  be  provided  with  easily 
accessible  means  of  tripping  them  by  hand  wkAioitt  injiiry  to  the 
Ofperator. 

c. 

d. 

e. 

f , 

g.  Metal  work  of  automatie  overload  oirouit  breakers  nrast  b« 
substantial  in  construction,  and  must  have  ample  metal  for  stiffnen* 
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The  ocmtaoi  parte  sIiaU  be  airtaQged  so  that  tkoro^^ 

Bte  obtained;  the  eatire  deviee  must  be  mechaoieaUy  w«ll,  mMe 

throughout. 

h.  Must  be  plaii^yimirked,  where  it  wiU  be  yiaihle  when  iBstall^ 
with  the  name  CKf  the  maker  and  the  current  and  yoltage  for  whiob 
the  device  is  designed. 

(567.  CutHJuU.  1.  General  rules. — ^a.  Cut-outs  must  be  sup- 
ported on  bases  of  non-combusti)^,  non-absorptive,  inpulating 
material. 

b.  The  design  of  the  base  must  be  such  that,  considering  the  ma^. 
terial  used,  the  base  will  withstand  the  most  severe  eonditiOBS  liable 
to  be  met  m  practice. 

c.  Bases  with  an  area  of  over  twenty-five  square  inches  must  have 
at  least  four  supporting  screws.  Holes  for  suppcMrting  screws  must 
be  so  located  or  eountersunk  that  there  will  be  at  least  on&*half 
inch  space,  measured  over  the  surface,  between  the  screw-head  or 
washer  axia  the  nearest  live  metal  part,  and  in  all  cases  where  between 
parts  of  opposite  polarity  must  be  countersunk^ 

d.  Nuts  or  screw  heads  on  the  under  side  of  the  base  must  be. 
coimtersunk  not  less  than  one-eighth  inch,  and  covered  with  a  water- 
proof compound  which  will  not  melt  below  150  degrees  Fahrenheit 
(65  d^;rees  Centigrade). 

e.  Cut-outs  must.be  marked,  where  thennarking  will  be  plainly 
visible  when  installed,  with  the  name  of,  the  maker,  and  current 
and  voltage  ior  which  the  device  is  designed.     ^ 

2.  Link  fuse  eutrotUs.  t  Spacings  must  be  at  least  as  great  as 
those  given  in  the  f ollowin^^  taible,  which  applies  only  to  plain,  open- 
link  fuses  mounted  on  slate  or  marble  bases.  The  spaces  given  are 
correct  for  fuse-blocks  to  be  used  on  direct  current  systems,  and  can 
therefore  be  safely  followed  in  devices  designed  for  alternating  cur- 
rents. If  the  copper  fuse-tips  overhang  the  edges  of  the  fuse-blodi: 
terminals,  the  spacings  should  be  measured  between  the  nearest 
edges  of  the  tips: 

Minimum 
Separation  of  Nearest 

Metal  Parts  of  Minimum 

Opposite  Polarity  Break-Distance 
Not  Over  126  Volts: 

10  amperes  or  less 3-4     inch  3-4     indi 

11-100  amperes 1        inch  3-4     inch 

101-300  amperes 1        inch  1        inch 

301-1000  amperes 11-4  inch  1  1-4  mch 

Not  Over  250  Volts: 

10  amperes  or  less 1  1-2  inch  1  1-4  inch 

11-100  amperes 13-4  inch  1  1-4  inch 

101-300  ampaies 2        inch  1  1-2  inch 

301-1000  amperes 2  1-2  inch  2        inch 


^a 


A  space  must  be  maintained  between  fuse  terminals  ot  the  same 
polarity  of  at  least  one-half  inch  for  voltage  up  to  125  and  of  at 
least  wee-quarter  inch  for  voltages  from  126  to  250.    This  is  the 


244  CODE  OF  ORDUfAXCBB  OF  THB  CVFT  OF  NEW  TOBK 

QKiinrain  distanbe  allowable,  and  greater  separation  shoold  be  pro^ 
▼ided  wboi  practicable.  For  thre&-wire  systenui  ciitrouts  muM  have 
the  break-distance  required  for  circuits  of  the  potential  of  tlie  oat* 
side  wires,  exc^  that  in  125^250  cnrstems  with  grounded  neutral 
the  cut-outs  in  two-wire,  125  volt  branch  .circuits  may  jiave  the 
spacings  specified  for  not  over  125  volts.  ' 

g.  All  fuse-block  terminals  must  have  ample  metal  for  stiffness 
ftnd  to  prevent  rise  in  temperature  of  any  part  of  over  50  degrees 
Fahrenheit  (28  degrees  Centigrade)  at  fuU  load.  Terminals,  as  far 
as  practicable,  should  be  made  of  compact  form  instead  d  being 
rolled  out  in  thin  strips;  and  sha^  edges  of  thin  projecting  pieces, 
as  on  wing  thumb  nuts  and  the  Uke,  should  be  avoided.  Thm  metal, 
sharp  edges  and  projecting  pieces  are  much  more  likely  to  cause  an 
arc  to  start  than  a  more  solid  mass  of  metal.  It  is  a  good  {dan  to 
round  all  comers  of  the  terminals  and  to  chamfer  the  edges. 

3k  Endosedr-fuse  cuirOviB — plug  and  cartridoe  type,  h.  Enclosed 
fuse  cutouts  must  be  classified  as  regards  both  current  a^  voltage 
as  given  in  the  followii^  table,  and  must  be  so  designed  that  the 
bases  of  one  class  cannot  be  used  with  fuses  of  anoth^  class  rated 
for  a  higher  current  or  voltage: 

Standard  plug  or  cartridge  cutouts 


Not  Over  250  Volts. 

Not  Over  600  VoHs. 

0-  30  anlperes. 

0-  30  amperes. 

31-  60 

31-  60       " 

61-100 

61-100       " 

101-200 

101-200 

201-400 

201-400       « 

401-600 

Scalable  service 

and  meter  cut-outs 

Not  Over  250  Volts. 

Not  Over  600  Volts. 

0-  30  amperes. 

0-  30  amperes. 

31-  60 

tt 

31-  60       " 

61-100 

(t 

61-100 

101-200 

tt 

101-200 

4.  Exceptions,  The  foregoing  requirements  of  this  section  shall 
not  apply  to  rosettes,  attachment  plugs,  car-lighting  cut-outs  and 
protective  devices  for  signalling  systems. 

§  568.  Fuses,  1.  Link  fuses. — a.  Terminals  must  have  contact 
surfaces  or  tips  of  harder  metal,  having  perfect  electrical  connectiona 
wit^  Uie  fusiole  part  of  the  strip. 

b.  Link-fuses  must  be  stamped  with  about  80  per  cent,  of  the  maxi- 
mum current  which  they  can  carry  indefinitely,  thus  allowing  about 
25  per  cent,  overload  before  the  fuse  melts. 

c.  Fuse  terminals  must  be  stamped  with  the  maker's  name  or 
initials,  or  with  some  known  trade-mark. 

2.  Enclosed  fuses — plug  and  cartridge  type;  except  for  rosettes, 
attachment  plugs,  car-lifting  cut-outs  and  protective  devices  foi 
signal  systems. 
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d.  The  fase  caong  must  be  sufficiently  dui^tight  so  iiant  Ikit  And 
dust  cannot  collect  around  the  fusible  wure  and  beoome  ignited  when 
j^e  fuse  is  blown., 

e.  Enclosed  fuses  must  be  classified  to  corr^pond  with  the  different 
classes  of  cut-out  blocks,  and  must  be  so  designed  that  it  wUl  be  im- 
^K)68ible  to  put  any  fuse  of  $,  given  class  into  a  cut-out  block  which 
IS  designed  for  a  current  or  voltage  lower  than  that  of  the  class  to 
which  the  fuse  bdongs. 

f .  The  fuse  terminsds  must  be  sufficiently  heavy  to  insure  mechan- 
ical strength  tuod  ligidity.  The  styles  of  terminals,  exo^t  for  use  in 
sealable  service  and  meter  cut-outs,  must  be  as  follows; 

Not  over  250  Volts —  _  „  _  _^ 

A.  Cartridge  fuse  (ferrule  contact). 

B.  Approved  plug  or  cartridge  fuses  in  approved 
casings  for  Edison  plug  cut-outs  not  exceeding 
125  volts,  but  ihcluaing  any  circuit  of  a  3-wire 

^  125-250  volt  systems,  with  grounded  neutral. 

31-60  "  Cartridge  fuse  (ferrule  contact)  for  use  also  in  ap- 
proved casings  for  large  size  Edison  plug  type 
250-volt  cut-oiits. 


0-30  amps. 


61-100 
101-200 
201-400 
401-600 


it 

n 
it 


u 


Cartridge  fuse  (knife  blade  ocmtact). 


Not  over  600  volts— 
•j_oQ  *°JP^: }.  Cartridge  fuse  (ferrule  contact). 


31-60 

61-100 

101-200 

201-400 


It 


\  Cartridge  fuse  (knife  blade  contact). 


3.  Exceptions,  The  requirements  of  subdivision  2  of  this  section 
shall  not  apply  te  fuses  for  rosettes,  attachment  plugs,  car-lifting 
cut-outs  and  protective  devices  for  signaling  systems. 

g.  Cartridge  enclosed  fuses  and  corresponding  cut-out  blocks, 
except  for  salable  service  and  meter  cut-outs,  must  conform  to  the 
dimensions  given  in  the  following  table: 

Table  of  Dimensions  of  the  National  Electrical  Code  Standard  Car- 
tridge Enclosed  Fuse 

-.  I  1 1 1  ,,;■■.  I    ,  ill 


9^%,€  9^  ^cnmiMAb   row  e^s««mtoo« 


Form  1     Cartridse  lute—ferrule  contact. 
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Table  <tf  Iteensions  of  the  Nationid  Electrioal  Code  Standard  Car- 
tridge Enclosed  Fuse — ConUnued 


Form  2     Cartridge  fuse — ^knife  blade  contact 


.      ' 

A 

B 

C 

• 

Distance 

Rated              Length 

Between  Width  of 

Voltage 

Capacity,              over 

Contact 

Cont^ 

' 

Amperes         Terminals, 

Inches 

Clips, 
Inches 

Clips, 
Inches 

Not  over  250  . 

0-30    Forml....     2 

1 

1-2 

31-60    Form  1 . . . . 

3 

1  3-4 

5-8 

61-100  Form  2... 

5  7-8 

4 

7^ 

101-200  Form  2... 

7  1-8 

4  1-2 

11-4 

201-400  Form  2... 

8  5-8 

5 

1  3-4 

401-600  Form  2... 

10  3-8 

6 

2  IS 

Not  over  600  . . 

0-30    Form  1 . . . 

5 

4 

It? 

31-60    Forml... 

.     5  1-2 

4  1-4 

5-8 

61-100  Form  2... 

.     7  7-8 

6 

7-8 

101-200  Form  2... 

.     9  5-8 

7 

1  1-4 

201-400  Form  2... 

11  5-8 

8 

1  3-4 

=3: 


D  E  F  G 

Diameter      Minimum 
of  Fenules    Length  of  Width  of 

or  Thickness  Ferrules  or  DiamiBter  Terminal 
of  of  Terminal    of  Tube,    Blades, 

Terminal     Blades  Out-     Inches       Inches 
Blades,      side  of  Tube, 
Inches        -  Inches 


Bated 
Capacity, 
Amperes 


9-16 

1-2 

1-2 

Form  1... 

0^ 

13-16 

5^ 

3-4 

Form  1... 

.     31-60 

1-8 

1 

1 

3-4 

Form  2. . . 

.     61-100 

3-16      • 

1  3-8 

1  1-2 

1  1-8 

Form  2... 

.   101-200 

1-4 

1  7-8 

2 

1  &S 

Form  2. .. 

.  201-400 

1-4 

2  1-4 

2  1-2' 

2 

Form  2. . . 

.  401-600 

13-16 

1-2 

a4 

Form  1 . . . 

0^ 

1  1-16 

6-8 

1 

•  -9  •   •  • 

Form  1 . , . 

.     31-60 

1-8  » 

1 

1  1-4 

3-4 

Form  2. ;. 

.     61-100 

3-16 

1  9S 

1  3-4 

1  1-8 

ForrorT::. 

.  101-200 

1-4 

I  7-8 

2  1-2 

1  5-8 

Form  2. . . 

.  201-400 
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i.  Endoaed  fuses  must  be  marked,  where  the  inarking  will  be 
plainly  visile,  with  the  name  or  trade*mark  of  the  maker,  the  voltage 
and  current  for  which  the  fuse  is  designed,  and  the  words  '^National 
Electrical  Code' Standard.''  Each  fuse  must  hare  a  label,  the  oc^r 
<^  whidi  must  be  green  for  250-volt  fuses  and  red  for  600-yalt  fuses. 

k.  Enclosed  fuses  must  not  hold  an  are  or  throw  out  melted  metal 
or  sufficient  flame  to  ignite  easiJty  inflammi^le  material  on  or  near 
^e  cutout  when  only  one  fuse  is  blown  at  a  time  on  a  short  circuit 
on  a  system  of  the  vohage  for  which  the  fuse  is  rated. 

1 569.  Paiid  hoards, — a.  The  specifications  for  oonstructien  ai 
^ntches  and  cut-outs  (see  §  565  and  §  567  of  this  chapter)  must  be 
fo]k)wed  as  far  as  they  apply. 

In  the  relative  arrangement  of  fuses  and  switches,  the  fuses  magr  be 
placed  between  the  bus-bars  and  the  switofae&  or  between  the 
indtehes  and  the  circuits,  except  in  the  case  o(  service  switches, 
wh^i  §  423a  of  this  diapter  must  be  ocmplied  with.  When  the 
brimch  switches  are  between  the  fuses  and  buft^bars,  the  connections 
must  be  s6  arrdnged  that  the  blades  will  be  dead  when  the  switches 
are  open.  When  there  are  exposed  hve  metal  parte  on  the  bads  of  a 
b<Mud,  or  wh&te  the  board  will  be  subject  to  moisture,  a  qiace  of  at 
least  1-2  inch  must  be  provided  between  such  Hve  metal  parts  and 
tiie  cabinet  in  which  the  board  is  mounted. 

b.  The  following  Tninimum  distance  between  bare  Hve  metal  part* 
(bu&-bars,  etc.)  must  be  maintained: 


Between  Parts  of  Opposite  Polarity    Between  Parts 
Except  at  Switches  and  Link  Fuses        of  Same 

^ '    '      .0^11  I  '    '    »       Polarity 

When  Mounted  on    When  Held  Free  at 

the  Same  Surface  in  Air  Link  Fuses    \ 


Not  over  125  volts  ^*4  inch 
Not  over  250  volts  1  1-4  inch 
Not  over  600  vdts  2        inch 


l-2indi 

3-4  inch 

1  3-4  inch 


1-2  inch 
3-4  inch 


At  switches  or  enclosed  fuses  parts  of  the  same  polaritv  may  be 
placed  as  close  together  as  conveniaice  in  handling  wiU  allow. 

The  spacings  i^ven  in  Hkte  first  cohmm  apply  to  the  brands  con- 
ductors where  ^idosed  fuses  are  used.  Where  Hnk  fuses  or  knife 
switches  are  used,  the  spacings  must  be  at  least  as  great  as  ^ose  re- 
quired by  f}  565  and  567  of  this  chapt^. 

The  m&canjgfi  giv^i  in  l^e  second  column  «pplv  to  the  distance  be« 
tween  the  raised  main  bars  and  between  these  bars  and  the  tomch 
bars  ovor  which  they  pass. 

Pand  boards  of  special  dedgn  in  which  the  insulation  and  separa** 
tion  between  bus-bars  and  between  other  current  carrying  parts  is 
secured  by  means  of  barriers  or  insulating  materials  inst^id  of  by 
fhe  spacings  given  above,  must  be  submitted  for  i^edal  cSxamination 
and  ftpprovid  before  bdng  used; 


24S     CODE  OF  OBDINANCB8  OF  THB  CITT  OF  NEW  TORK 

c.  Panel  boards  must  be  marked  where  the  marking  can  be  plainly 
seen  idien  installed^  with  the  name  or  trade^mark  of  the  ihiuMif ao- 
turer  and  the  maximum  ci^)acity  in  amperes  and  the  Tohage  for 
which  the  board  is  designed. 

{  570.  Cabinets  and  cutHnU  boxes. — a.  Cabinets  are  intended  for 
endoaii^  feeder  and  circiiit  branch  panciboards  and  similar  devices. 
They  may  be  designed  for  either  surface  or  flush  mounting  and  are 
usually  provided  with  removable  frames  or  matts*  trims,  etc.,  in 
wiiioh  the  swinging  doon  are  hung;  when  for  the  enclosure  of  appara* 
tus  connected  within  the  cabinet  to  the  wires  of  more  than  four  cii^ 
cuits  they  shall  have  a  bade  wiring  space  or  one  or  more  side  wiring 
spaces,  side  gutters  or  wiring  compartments  unless  the  wires  leave 
Uie  cabinet  directly  opponte  their  terminal  connections.  When  in* 
tended  for  installation  out-of-doors  they  must  be  of  the  weatherproof 
pattern. 

b.  Cut-out  boxes  are  intended  for  enclosing  single  devices  or  com- 
binations of  devices  connected  within  the  cutout  box  to  the  wires 
of  not  more  than  four  circuits  and  usuidly  are  designed  for  sinf ace 
mounting,  having  swinging  doors  or  covers  secured  directly  to  the 
wall  of  the  box.  When  intended  for  installation  out-of-doors  they 
must  be  of  the  weatherproof  pattern. 

c.  Design  and  constaniction  of  all  cabinets  and  cut-out  boxes  must 
be  such  as  to  msure  ample  strength  and  rigidity. 

d.  The  spacing  within  cabinets  imd  cutrout  boxes  must  be  suffi* 
eient  to  provide  ample  room  for  the  distribution  of  wires  and  cables 
placed  in  them,  and  for  a  separation  between  metal  parts  of  cabinets 
or  cut-out  boxes  and  current  carrying  parts  of  devices  and  apparatus 
moimted  within  them  as  follows: 

1.  lliere  must  be  an  air  space  of  at  least  1-16  inch,  except  at 
points  c^  support,  between  the  base  of  the  device  and  the  wall  of  any 
metal  cabinet  or  cut-out  box  on  which  the  device  is  mounted. 

2.  Th^re  must  be  an  air  sfiace  of  at  least  one  inch  between  any 
enclosed  fuse  or  current-canying  part  and  the  door,  unless  the  door 
is  lined  with  an  approved  insulating  material  or  is  of  a  thickness  at 
least  that  of  No.  12  U.  S.  gage  when  the  air  space  must  be  not  less 
than  one-half  inch. 

3.  There  must  be  a  8phce  of  at  least  two  inches  between  open  link 
fuses  and  metal  or  glass  of  walls  or  doors. 

4.  Except  as  noted  above  there  must  be  an  air  space  of  at  least 
one-half  inch  between  ttie  walls,  bade,  sutter  partition,  if  of  metal,  or 
door  of  any  cabinet  or  cut-out  oox  and  the  nearest  exposed  current- 
carrying  part  of  devices  mounted  within  the  cabinet  where  the 
potentiab  do  not  exceed  250  volts.  This  spacing  must  be  increased 
to  at  least  one  inch  where  the  potentiab  exceed  250  volts. 

5.  Cabinets  and  cut-out  boxes  must  be  de^  enough  to  allow  the 
doors  to  be  dosed  when  30-ampere  branch  circuit  pancuboard  switches 
having  qaool  or  composition  handles  or  when  switches  of  combina- 
tion cut-outs  are  in  any  position,  and  when  other  sin^  throw 
switches  are  thrown  open  as  far  as  their  construction  and  installa- 
tion, will  permit. 

6.  Cabmets  having  one  or  more  side  wiring  spaces,  side  gutters  or 
side  wving' compartments  must  be  furnish^  with  covers,  baniefB 
or  partitions  extending  around  or  from  the  side  or  sides  of  aU  ~ 
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or  ercm^B  of  bases  of  the  switehes,  cutK>ut8.  circuit  breakers  or  feeder 
and  circuit  branch  pandboards  within  the  cabinet  and  providing 
a  close  M  with  the  door,  frame  or  sides  of  the  cabinet  so  as  to  enclose 
these  spaces,  gutters,  or  compartments  and  the  wires  stowed  within 
Uiem.  At  sides  where  wires  or  cables  are  led  from  the  cabinet  at 
points  directly  opposite  their  terminal  connections  to  devices  or 
apparatus  within  the  cabinet,  and  other  wires  or  cables  are  not  placed, 
meae  covers,  barriers  or  partitions  may  be  omitted. 

When  cabinets  have  back  wiring  spaces  which  are  not  entirely 
enclo^,  covers  must  be  furnished  to  provide  equivalent  enclosure. 

§571.  Rosettes. — a.  Current-carrying  parts  of  rosettes  must  be 
mounted  6n  non-combustible,  non-absorptive,  insulating  bases. 
There  should  be  no  openings  tnrough  the  rosette  base  except  those 
for  the  supporting  screws  and  in  the  concealed  type  for  the  conduc- 
tors also,  and  th,ese  openings  should  not  be  made  any  larger  than 
necessary.  There  must  be  at  least  K  indi  space,  measured  over  the 
siu^ace,  between  supporting  screws  and  current-carrying  parts.  The 
supporting  screws  must  be  so  located  or  countersunk  that  the  flexible 
cord  cannot  come  in  contact  with  them.  Bases  for  the  knob  and 
cleat  type  must  have  at  least  2  holes  for  supporting  screws;  must  be 
high  enough  to  keep  the  wires  and  terminals  at  least  ^  inch  from 
the  surface  to  which  the  rosette  is  attadied  and  must  have  a  por- 
celain lug  under  each  terminal  to  prevent  the  rosette  from  being 
placed  over  prelections  which  would  reduce  the  separation. to  less 
than  ^  inch.  Bases  for  the  moulding  and  conduit  box  types  must* 
be  hi^  enough  to  keep  the  wires  and  terminals  at  least  ^/s  inch  from 
the  surface  wired  over. 

b.  Contact  pieces  and  terminals  must  be  secured  in  position  by  at 
least  2  screws,  or  made  with  a  square  shoulder,  or  otherwise  arranged 
to  prevent  turning.  The  nuts  or  screw  heads  on  the  under  side  of  the 
base  must  be  countersunk  not  less  than  Vs  inch  and  covered  with  a 
waterpoof  compound  which  will  not  mdt  below  150  degrees  Fahr 
renheit  (65  de^'ees  Centigrade). 

c.  line. terminal  plates  must  \)e  at  least  .06  inch  in  thickness,  and 
terminal  screws  must  not  be  smaller  than  No.  6  standard  scre^  with 
about  32  threads  per  inch.  Terminal  plates  for  the  flexible  crard  must 
be  at  least  X)6  inch  in  thickness.  The  connection  to  these  plates  shall 
be  by  binding  screws  not  smaller  than  No.  5  standard  screw  with 
about  40  threads  per  inch.  At  all  binding  screws  fcNT  line  wires  and 
for  flexible  cord,  upturned  lugs,  or  some  equivalent  arrangement, 
jnust  be  provided  which  will  secure  the  wires  under  the  screw  heads. 

d.  The  diameter  of  the  cord  inlet  hdid  ^ould  measure  13^2  inch 
in  order  that  standard  portable  cord  may  be  used. 

e.  Ample  space  must  be  provided  for  a  substantial  knot  tied  in  the 
cord  as  a  whole.  All  parts  of  the  rosette  upon  which  the  knot  is 
likely  to  bear  must  be  smooth  and  well  rounded. 

f.  When  the  rosette  is  made  in  2  parts,  the  cover  must  be  secured 
to  the  base  so  that  it  will  not  wcurk  loose. 

g.  Rosettes  must  be  plainly  marked  where  the  markii^  may 
readily  be  seen  after  the  rosette  has  been  installed,  with  the  name 
or  traae-mark  of  the  manufacturer,  and  the  rating  in  amperes  and 
Tolts.    Fuseless  rosettes  may  be  rated  3  amperes,  250  volts. 
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1 572.  Sockets,  including  lamp  receptacles, — a.  Sockets  shall  be 
dMfled  acc(»tliiig  to  diameters  of  lamp  bases  aa  canddabra,  mediani 
and  mogul  base,  to  be  known  reepectivel}^  as  }^  inch,  1  inch  and  1|^ 
inches  nominal  sizes,  with  ratii^  as  specified  in  the  following  table: 


I  t 


* ^Ratings -> 

Key  Keyless 

Max.  Mftz. 

Amp.  Amp. 

Nominal  at  any  at  any 

Class  Diam.    Watts  Volts  Voltage  Watts  Volts  'Voltage 

Candelabia..       1-2  in.       75  125         3-4         75  125         1 

Medium 1         in.     250  250     2  1-2       660  250         6 

*660  250     6              660  600 

Mogul 1  1-2  in.  1600  250 

t  1500  600 


Miniature  sockets  having  screw  dieUs  smaller  than  the  candelabra 
sise  may  be  used  for  decorative  lighting  systems,  Christmas  tree 
lighting  outfits  and  similar  purposes. 

b.  All  sockets  must  be  marked  with  the  name  or  trade-mark  of  the 
manufacturer  and  with  the  watts  and  volts  which  apply  to  the  class. 
The  rating  maiks  may  be  abbreviated,  as,  for  examf^  ^'250  W.. 
250  V."  Each  lunp  holder  of  double-ended  sockets  must  be  rated 
as  specified  above,  the  device  being  marked  with  a  single  marking 
app^ing  to  each  end. 

c.  Metal  used  for  shdk  must  be  moderatelv  hard,  but  not  hard 
enough  to  be  brittle  or  so  soft  as  to  be  easily  dented  or  knocked  out 
of  shape.  Brass  shells  must  be  at  least  .013  mch  in  thickness  and  for 
mogul  sockets  not  less  than  .025  inch,  and  shedls  of  any  other  material 
must  be  thick  enough  to  give  the  equivalent  stiffness  and  sta^^gth. 

d.  The  inside  of  metal  shells  must  be  lined  with  insulating  mar* 
terial,  whidi  must  absolutely  prevent  the  shell  from  beoommg  a 
part  (rf  the  circuit,  even  though  the  wires  innde  the  sockets  should 
become  loosened  or  detached  n*om  their  position  imder  the  terminal 
screws.  The  material  used  for  lining  must  be  at  least  1-32  inch  in 
tbidcness,  and  must  be  firm,  compact,  tough  and  tenacious.   It  must 

k  not  be  injuriously  affected  by  the  heat  from  the  largest  lamp  per- 
mitted in  the  socket.  It  is  pmerable  to  have  the  lining  in  one  piece. 
The  lining  must  not  ext^id  beyond  the  metal  shell  m(»e  than  Vt 
inch,  but  must  prevent  any  curr^t-carrying  part  of  the  lamp  base 
from  being  exposed  when  a  lamp  is  in  the  socket.  The  cap  must 
also  be  lined,  and  this  lining  must  comply  with  the  requirements  for 
shell  linings. 

e.  Caps  when  made  of  sheet  brass  must  be  at  least  .013  inch  in 
thickness  and  .025  inch  for  mogul  sockets,  and  whoi  cast  or  made 
of  other  metals  must  be  of  equiviJent  strength. 

*  This  ratiag  mur  be  given  to  sockets  having  a  switch  mechanism  which  produoM 
both  a  9uick  "  make  *'  and  a  quick  "  break  "  action. 
t  Ratings  to  be  assigned  later,  pending  further  discussion  with  manufaeturen* 
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The  inlet  piece  must  contain  soffieient  metal  for  5  fuH  ^seada, 
and  when  not  in  one  piece  with  the  cap  must  be  riveted  or  otherwise 
secured  to  give  the  strength  of  a  sin^  ^piece.  There  must  be  suffi- 
cient room  in  the  cap  to  enable  the  ordu^aiy  wireman  to  ea»ly  and 
quickly  make  a  knot  in  the  cord  and  to  pusn  it  into  place  in  the  cap 
without  crowding.  All  parts  of  the  cap  i^x>n  which  uie  knot  is  Mkeqr 
to  bear  must>be  smooth  and  wdl  insulated. 

f .  The  frame  which  holds  the  moving  parts  mast  be  sufficiently 
heavy  to  give  ample  strength  and  stiffness.  Brass  pieces  containing 
termmal  screws  must  be  sufficiently  heavy  to  give  ample  streiq^ 
and  stiffness,  and  have  at  least  .06  inch  of  thread  for  terminal  screws. 
Tenninal  post  screws  must  not  be  smaller  than  No.  5  stancbrd 
screw,  with  about  40  treads  per  inch. 

^.  For  candelabra  and  medium  sized  sockets  rated  at  250  ycUb, 
ponrts  of  opposite  polarity  must  ev^!ywhere  be  kept  not  less  Idian 
3^64  indi  apart,  and  for  mogul  sodcets  imd  sockets  rated  at  600  volts 
not  less  thfiua  Vs  indi  apart,  provided,  however,  if  substantial  bairierp 
of  approved  insulating  material  are  used  to  separate  «ich  paits, 
these  distances  may  be  correspondingly  reduced,  but  in  no  event 
must  the  separation  distances  measiued  over  the  surfaces  of  the 
barriers  be  less  than  those  specified  above. 

h.  The  parts  to  which  wiring  oonneetbns  are  made  must  be  de- 
signed to  securely  grip  the  conductors.  An  upturned  lug  or  some 
equivalent  arrangement  must  be  provided  to  hold  the  wires  imder 
the  screw  heads. 

i.  Hie  socket  must  firmly  hold  the  lamp  ip  place  so  that  it  cannot 
be  easily  jarred  oiit  and  must  provide  a  contact  good  enou^  to  pre* 
vent  lumue  heating  With  the  maximum  current  allowed.  The  hold- 
ing pieces,  springs  and  the  like,  if  a  part  of  the  drcuit,  must  not  be 
suiSoiently  escpcSed  to  allow  them  to  be  brought  in  contact  with 
anvthing  outside  oi  the  lamp  and  socket. 

J.  The  base  on  which  current  can^dng  parts  are  mounted  must  be 
of  porcdain  or  other  non-C(»nbustible,  non-absorptive,  insulating 
material  approved  for  such  use. 

k.  The  k^  handle  must  not  soften  or  become  injured  wh^i  used 
to  operate  me  socket  at  a  temperature  of  150  degrees  Fahnenheit. 
The  handle  should  be  thoroughly  substantial  and  seeurdv,  but  not 
necessarily  rigidly,  attached  to  the  spindle  or  lever  which  it  is  d»- 

Ted  to  control 
All  screws  in  porcelain  pieces,  which  can  be  firmly  sealed  m  place, 
must  be  so  sealed  by  a  waterproof  compoimd  which  will  not  mdt 
bebw  2D0  dwees  Fahrenheit  (93  degrees  Ceotigrade). 

m.  The  so^et  as  a  whole  must  be  so  put  together  ^at  pads  will 
not  loosen  imder  the  most  severe  conditions  they  are  likely  to  meet 
with  in  practice.  The  base  must  be  h^d  in  such  a  manner  as  to  pre- 
vent turning  or  displacement  relative  to  the  ehell^ 

o.  Keyless  sockets  of  all  kinds  must  comply  with  the  requirements 
for  key  sockets  as  far  as  they  apply. 

p.  Sockets  made  of  poreekvin  or  other  inBubrfiing  material  must 
conform  to  the  above  requirements  as  far  as  they  apply,  ax^d  all 
parts  must  be  strong  enough  to  withstand  a  moderate  amount  of 
naid  usage  without  breaking.  Lead  wires  permanently  attached  to 
0ockets  and  sealed  in  place  must  have  separate  outlets  or  befl^arated 
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Bot  less  than  ^  ineh  m  the  clear.  The  wires  must  be  stranded  and 
have  appsoved  insulating  coverings. 

q.  Where  a  socket  is  not  attached  to  a  fixture,  the  inlet  mu^  be 
provided  with  an  approved  insulating  bushing  which,  if  threaded, 
>must  be  not  less  than  9-32  inch  pipe  size.  The  edges  o£  bushin|p3 
must  be  roimded  and  all  inside  fins  removed  so  that  in  no  case  will 
the  cord  be  subjected  to  the  cutting  or  wearing  action  of  a  sharp  edge. 

BusbiDgs  should. have  holes  not  less  than  9-32  inch  in  diameter 
ior  plaia  pendant  cord,  and  1^2  inch  in  diameter  for  reinforced 
«Qrd. 

§673. 

§374.  Arc  lamps. — a.  Arc  lamps  must  be  provided  with  reliable 
stops  to  prevent  carbons  from  falling  out  in  case  the  clamps  became 
loose.  .  s 

b.  AH  exposed  parts  must  be  carefully  insulated  from  the  circuit. 

c.  Terminals  must  be  designated  to  secure  a  thoroughly  good  and 
permanent  contact  with  supply  wires,  which  contact  mu^  not  be- 
come loosened  by  motion  of  the  lamp  during  trimming.  . 

1 676. 

§  676.  Insulating  joints. — a.  Insulating  joints  must  be  made  of 
approved  materials  both  for  metal  and  other  parts,  including  the 
finishing  materiak  for  exterior  and  interior  surfaces.  Except  for 
«tuds  designed  to  be  mounted  with  screws  or  bolts,  they  must  have  a 
substantial  ^cterior  metal  casing  insulated  from  both  screw  con- 
nections; they  must  be  threaded  in  an  approved  manner;  and  they 
must  comply  with  the  prescribed  tests  for  heat,  leakage,  dielectric 
strength,  torsion  and  bending. 

b.  Each  joint  and  stud  must  be  marked  with  the  name  or  trade- 
mark of  the  manufacturer. 

'  {677.  Fixtitres. — a.  Fixtures  must  be  made  of  metal  or  hard  wood, 
except  that  other  approved  material  may  be  used  if  reinforced  by 
metal  or  otherwise  constructed  to  secure  requisite  mechanical 
strength;  In  all  cases  mechanical  strength  must  be  secured  practi- 
cally eouivalent  to  an  all-metal  fixture  of  similar  size  and  form. 

In  alt  fixtures  not  made  entirely  of  metal,  wireways  must  be  metal 
lined  unless  approved  armored  conductors  with  suitable  fittings  are 
used.  An  exertion  is  made  in  the  case  of  wireways  in  glass,  marble 
or  dmilar  non-absorptive,  non-combustible  insulating  materials. 

All  arms  must  be  reliably  secured,  to  prevent  turning  by  threading 
and  sokiaing,  brazing,  threading  locked  by  set  screw  or  an  equiva^- 
lent  method. 

With  screw  joints  of  arms  and  stems  th^:e  must  be  not  less  than 
five  threads  all  engaging  at  fixture  supports,  fixture  bodies^  etc. 

All  methods  of  fastening  arms  or  making  joints  between  metal 
parts  by  threading,  brazing  or  otherwise^  must  be  such  as  to  secure 
m  every  case  ampie  strength  and  rdiability. 

Sockets  must,  except  on  pendant  cords.  Be  attached  to  the  metal 
of  the  fixtures  and  must  be  secured  in  a  reliable  and  permanent 
manner  by  tdireading  locked  by  set-screws  or  brazing  or  an  equlva^- 
lent  method. 

All  burrs  and  fins  in  wireways  must  be  removed  and  all  sharp 
edges  at  points  where  wires  emerge  from  arms,  stems,  ch^ns,  e^,, 
must,  when  {Mraoticable,  be  removed  or  rounded,  but  in  eveiy  case 
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it  must  be  possible  to  pull  in  and  also  to  withdraw  the  wires  without 
injuring  them. 

Where  supply  wires  enter  casings  of  fixture  stems  in  either  strai^t 
electric  or  combination  gas  and  electric  fixtures,  th^re  must  be  smta- 
ble  fittings  having  smooth,  rounded  edges  to  prev^it  injury  to  tlie 
wire  coverings  and  to  prev^it  the  wires  from  coming  into  contact 
with  the  edges  of  the  ends  of  casings. 

Fixtures  for  installation  outdoors  or  where  exposed  to  moisture 
must  be  so  constructed  that  water  cannot  enter  the  wireways,  sockets 
or  other  dectrical  parts. 

b.  Conductors  must  be  not  smaller  than  No.  18  B.  &  S.  gage. 

On  chains  or  similar  parts  where  conductors  are  not  completely 
enclosed  in  metal,  the  conductors  must  be  stranded  and  must  have 
rubber  insulation  not  less  than  1-32  inch  in  thickness.  Wires  and 
flexible  cords  must,  when  fixtures  are  externally  wired,  be  so  secured 
as  not  be  to  cut  or  abraded  by  the  pressure  of  the  fastenings  or  mo- 
tion of  the  fixture,,  and  must  be  protected  against  abrasion  whero 
th^  pass  through  sheet  metal  pans,  canopies,  etc. 

Conductors  must  be  so  splicea  or  joined  as  to  be  both  mechanically 
and  dectrically  securo  without  solder.  The  joints  must  then  be 
soldered  (unless  made  with  some  form  of  approved  splicing  device) 
and  covered  with  an  insulation  equal  to  that  on  the  conductors,  i.  e., 
with  both  rubber  and  friction  tape.  Wires  must,  within  the  arms 
and  stcans,  be  without  splices  and  taps,  i.  e.^  it  i^ould  not  be  neces- 
sary to  withdraw  the  wires  to  inspect  splices  and  taps. 

Receptacles  must  be  so  installed  as  to  afford  permanent  and  re- 
liable means  to  prevent  possible  turning  rdative  to  the  surfaces  on 
which  they  are  mounted. 

Rec^tacles  having  exposed  terminals  must  not  be  used  in  canopies 
imless  completely  enclosed  in  metal.  > 

c.  Tubing  used  in  threaded  arms  and  stems  mUst  not  be  lighter 
than  No.  18  B.  &  S.  gage.  The  thickness  of  unthreaded  arms  will 
depend  largely  upon  the  method  used,  and  all  methods  of  fastening 
arms  orsttois  must  be  such  as  to  secure  in  every  case  strength  equiva- 
lent to  that  of  a  threaded  connection.  Such  methods  must  be  sub- 
mitted for  examination,  test  and  approval.  Tubing  should  not  be 
kinked,  flattened  or  cracked. 

Canopies  must  be  made  sufficiently  large,  except  where  outlet 
boxes  are  used,  to  permit  the  stowing  away  of  splices  to  fixture  leads 
and  to  allow  supply  conductors,  and  especially  the  splices  to  be  kept 
dear  of  the  grounded  part  of  gas  pipes. 

AH  jhethoos  of  fastening  arms  or  stems  to  fixturo  supports  must 
be  such  as  to  secure  in  every  cas^  str^gth  equivalent  to  that  of  a 
threaded  connection. 

Conductors  used  in  wiring  fixtures  must  be  oi  approved  fixture 
wirej  approved  flexible  cord,  or  apiwroved  rubber-covered  wire,  ex- 
oeptmg  that  conductors  having  approved  slow-burning  or  other 
b€»t-resisting  coverings  must  be  usea  in  wiring  fixtures  in  which  the 
wiring  is  exposed,  from  the  heat  (rf  lamps  to  temperatures  in  excess  <tf 
120  degrees  Fahr.  (49  degrees  Centigrade).  All  such  forms  of  fix- 
tures must  be  submitted  for  examination,  test  and  approval  before 
bdng  introduced  for  use. 

AU  fixtures  should,  whero  possible,  be  sufficiently  ventilated  to 
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fhvoid  exposing  the  wiring  to  high  tempemturee,  and  the  wiring  of 
fixtures  should  be  so  disposed  as  to  be  kept  as  free  as  possible  from 
excessive  temperatures. 

All  electriciu  fittings  (including  insulating  joints,  sockets,  receptar 
d^  switches,  attachment  plugs,  etc.)  must  be  of  approved  t3rpes, 

danopy  insulators  must  be  oi  approved  types.  They  must  be 
securely  fastened  in  place  so  as  to  separate  the  canopies  thoroughly 
ai^d  permanently  from  the  surfaces  and  outlet  boxes  from  which 
they  are  designed  to  be  insulated.  A  strip  of  a  good  grade  of  hard 
fibre  1-16  inch  thick,  permanently  attached  to  the  canopy  at  the 
ends,  and  at  intermediate  points,  in  such  a  manner  that  the  strip 
will  permanently  extend  at  least  3-16  inch  beyond  the  entire  upper 
edge  of  the  canopy  rim,  will  be  acceptable.  Where  the  above  oon- 
strucUon  is  impracticable  a  sheet  of  a  good  grade  of  hard  fibre  1-16 
inch  thick,  permanently  attached  to  the  canopy  and  cut  to  conform 
to  the  general  outline  of  the  canopy  and  with  me  edges  of  the  ^eet 
at  l^ast  flush  with  the  edges  of  the  canopy  wHl  be  acceptable.  The 
insulating  strip  or  sheet  must  be  secured  by  rivets  or  screws  and  the 
rivets  or  screws  must  be  so  located  or  countersunk  that  the  desired 
effective  insulation  distance  is  obtained. 

d.  Tests,  Each  fixture  (after  wiring  and  assembly)  must  be  tested 
with  a  magneto  which  wiU  ring  tlux>ugh  a  resistance  of  at  l^ast  SOflOO 
ohms  and  show  no  short  circuits  between  conductors  or  contacts  be- 
tween conductors  and  metal  parts  of  fixtures. 

e.  Markings,  Each  fixture  must  be  marked  with  th^  manufac- 
turer's name  or  trade-^nark. 

S  578.  RheostalSy  resistance  boxes  cmd  equalizer s.-r-Sk,  Bheostats, 
resistance  boxes  and  equalizers  must  be  made  entirely  of  non-com- 
bustible materials,  except  such  minor  parts  as  handles,  magnet  in- 
sulation, etc.  All  segments,  lever  arms,  etc.,  must  be  mounted  on 
nonroombiistible,  non-absorptive  Insulating  material.  Holes  for 
the  supporting  screws  which  secure  this  material  in  position  must  be 
«o  located  or  countersunk  that  there  will  be  at  least  one-half  inch 
space,  measured  over  the  surface,  between  the  head  of  the  screw  or 
washer  and  the  nearest  live  metal  part. 

b.  Bheostats,  resistance  boxes  and  equalizers  most  be  so  oonr 
structed  that  when  mounted  on  a  plane  surface  the  casing  will  make 
contact  wi^  such  surfaces  only  at  the  points  of  support.  An  air 
space  of  at  least  1-4  inch  between  the  rheostat  casing  and  the  support- 
ing surface  will  be  required.  The  construction  throughout  must  be 
heavy,  rugged  and  thoroughly  workmanlike. 

c.  Clamps  for  connecting  wires  to  the  terminals  must  b^  so  de< 
si^ed  as  to  insure  a  thoroughly  good  connection  and  must  be  suf- 
ficiently strong  and  heavy  to  withstand  hard  usage.  For  currents 
above  30  amperes,  lugs  into  whidi  the  connecting  wires  may  be  sold- 
ered, or  approved  solderless  connectors,  must  be  usiad.  Claix^  or  lugii 
will  not  be  required  when  leads  are  provided  as  a  part  of  the  devioe. 

d.  Bheostats,  resistance  bc»ces  and  equalizers  must  be  plaii^y 
marked,  where  the  marking  may  be  readily  seen  after  the  device  mi 
installed,  with  the  rating  and  t^  name  oi  the  maker;  and  ilb»  termir 
nals  of  motor-starting  rheostats  must  be  marked  to  imuca^  to  what 
part  of  the  circuit  each  is  to  be  connected,  as  ''line,"  anpatuie'' 
and  '*field." 


'  K  ThA  ^Migo  trf  the  fixed  utd  laovahle  contacts  uid  the  reaietaooe 
in  each  section  must  be  aucb  as  to  aeoure  the  least  tendencj  toward 
aning  and  roughening  of  the  contacts,  even  with  cwless  handhng 
or  the  preaenoe  oi  dirt.  In  niotor-etarting  rheoetBts,  the  oontiaol 
at  wiiioh  the  circuit  is  broken  by  the  lever  arm  when  moving  from  the 
running  to  the  starting  position  muat  be  bo  deeUoed  that  thwa  nill. 
be  on  3etnm«Btal  anang.  The  final  contact,  iTany,  on  which  the 
arm  M  bfloqsht  to  rest  in  the  starting  position  must  have  no  electrical 


f.  UotoHitatting  rheostats  must  be  so  designed  that  the  ocnlact 
artn  eaaaot  be  Mi  on  intermediate  segments,  and  for  direct  ourreut 
dreuilB  must  be  provided  with  an  automatic  device  which  will  in- 
twnipt  the  9U)^y  circuit  before  the  speed  of  the  motor  falls  to  lees 
tbaa  Vt  of  its  normal  value.  In  motor^tarting  rheoatata  for  alter-, 
nating  wtfrcst  circuits  the  aut<Mnatia.  int»nq)ting  device  ntay  be 
omitted. 

g.  Overload-rdeBse  devices  which  are  inoperative  during  the  proo- 
eas  of  starting  a  naotor  will  not  be  approved,  unless  other  orcuit 
iMeakerS'Or  fuaee  are  inataJled  in  connection  with  them. 

i  57S.  AMlo-^lariert. — a.  Coils  and  switches  of  auto-starters  used 
in  dusty  and  linty  places  or  where  exposed  to  fiyings  at  combustible 
material,  must  be  completely  enciosed  in  subetAntial  metal  oases 
■a  ocaMrucW  as  to  eSwtually  exclude  ordinary  dust,  ^t  or  flyings 
of  coinbustible  material. 

Aii(»«(arter8  used  in  places  where 
enat,  n^lF  be  of  any  approved  type. 
Mila  or  switches  must  provide  for  acoee 
and  f  or  rmewai  of  aiL  and  must  be  so  oc 
<»  a  n)AD«  surface  toe  oasii:^  will  ma 
only  s^.  points  of  support.  An  air  aptu 
tba  OBsiug  and  supporting  surface  w'i 

shaB  ^  Eoariced  in  a  BuitaEle  manner  t         ^_     

Whes  sueh  device  ou'ries  a  visual  oil  indicator,  the  marKuig  diall  be 
for  the  proper  oil  level  with  the  starter  assembled.  If  the  visual 
iodieator  is  not  used,  maikings  shall  indicate  the  oil  level  prior  to 
■Bsewbling.  The  switch  must  IH^^vide  an  oS  pnsitioa,  a  running,, 
powtiw  sad  at  least  one  starting  position.  It  n^ust  be  so  arra^^ 
that  it  will  be  held  in  off  and  ruomng  poeitions  but  cannot  be  left  in  : 
a  starting  position  or  without  the  proper  running  oveivload  protec- 
tive devicce  in  tho  ciroiit.  The  oonslructioo  throughout  must  be 
tborouKhly  tubstantial. 

h.  Clamps 'for  .ccumecting  wires  to  the  terminals  must  be  so  de- 
ogped  aa  to  insure  a  thoroughly  good  connection  and  must  be  sufr 
ficnesUy  stroog  and  heav^  to  withstand  hard  usa^.  For  currents 
above  30  ^spores,  lugs  mto  which  the  connecting  wires  may  be 
soldered,  or  approved  solderlees  connectors,  must  be  used..  Clamps 
or  huv  will  not  be  required  whett  leads  are  imivided  SB  a  ptut  of  the 
device. 

c.  Auto-starters  must  be  plainly  marked,  where  the  marking  m^ 
b«  Wiadftyseen  altar  the  device  is  mstalled,  with  the  rating  and  naine 
of  the  maker;  terminals  to  be  so  marked  as  to  indicate  to  what  part 
of  tk»  «ir«jit  eadi  is  to  be  connected. 

1 5S0.  Beadwe  coiit  and  condenieri. — a.  Reactive  coils  must  be ' 
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made  of  fion-oombus^bie  material,  meunted  on  n<»i^«ombustible 
bases  and  treated,  in  genial,  as  sources  oi  beat. 

b.  Ccmdensers  must  be  treated  tike  other  ai^aratus  operating 
wiUi  equivalent  volta^  and  currents.  They  must  nave  non-combus-^ 
tible  cases  and  supports,  and  must  be  isolated  from  all  combustibld^ 
materials  and,  in  general,  treated  as  sources  of  heat. 

S  581.  TransfcrmerBj  km  potenHal.  1.  Air  cooled  tfontfOrmefBr^ 
a.  Air  cooled  transformers  must  be  placed  in  substandcu  metafiio 
or  other  non-combustible  cases,  which  completely  enclose  all  cunidnt^ 
carrying  parts,  with  the  exception  of  the  tem^nali^  of  the  low  v^tage 
windings  as  specified  below.  Sheet  metal  cases  must  be  not  Idas  thiua 
1-32  inch  in  thickness,  and  cast  iron  must  be  not  less  than  1-8  ii^h  ' 
in  thickness.  Such  transformers  must  be  so  constructed  l^t  wlien 
mounted  on  a  plane  surface  the  casing  will  make  contact  with  su<^ 
surface^  only  at  the  points  of  support.  An  air  Space  of  at  least  one- 
fourth  of  an  inch  between  the  transformer  casing  and  the  support^ 
ing  surface  will  be  required.  \ 

Leack  of  approved  cable  at  least  6  inches  in  laigth  and  so  secured , 
as  to  prevent  strain  coming  on  the  connections  to  tiie  coils,  mutft" 
be  brou^t  out  of  the  case  through  approved  insulating;^  bushings, 
exc^t  for  befi-ringing  and  toy  transformers,  the  low  toltage  ter^ 
minals  (A  wYnxh.  may  be  binding  posts  mounted  on  the  case: 

The  constaliction  throughout  must  be  subetantiid  and  ^orou^  j 
workmanUke. 

b.  Mr  cooled  transformers  must  be  plainly  marked,  wllere  the 
maridng  wiU  be  readily  seen  after  the  transformer  is  installed,  wttb 
the  name  of  maker,  with  the  frequ^ic^,  the  high  voltage  and  all  low 
voltages,  and  the  rated  capacity  in  kilo-vdt-amperee. 

2.  Bell  riling  w  other  signaUng  iran^ormere,  d.  Tran^ovnem 
for  bell-ringing  or  other  signaling  service  only  must  be  tionfitmcted 
in  accordance  with  the  requirements  ci  paragraph  a  oi  thii»  seelaon, 
and  may  be  approved  for  use  when  all  wiring  on  ^e  high  ventage 
side  is  in  accpmance  with  the  requiranents  of  article  4  of  this  chap- 
test.  ■  ./■  . 

e.  Such  transformers  must  be  plainly  marked  Wlrtre  it  can  be  wttm 
ait&t  installation,  with  the  name  of  the  manufacturer,  ihe  frequency, 
the  high  voltage  and  all  low  volte^es,  and  the  proper  t^rminab  mttst 
be  marked  ''  Uae ''  and  ''  Bell.''  The  rating  61  high  voltage  winding 
must  not  be  over  126  volts. 

f.  The  design  of  the  transformer  must  be  such  that  when  any  twp» 
low  voltage  terminals  are  short  circuited  while  the  rated  vcmge  is 
impressedon  tiie  high  voltage  coil,  tlie  input  measured  by  a  watt- 
meter in  the  hi^h  voltage  cs^tmit  will  not  be  more  than  25  W&tto*     ^ 

3.  Tof/ transformers,   g.  Transformers  for  (^)erating  toys  mdst  be 
constructed  in  accordance  with  the  requirements  df  paragraph  » - 
of  this  section.  ' . 

h.  Such  tranafcmners  must  be  marked  with  the  name  of  tiie  mab^ 
ufacturer,  high  and  all  low  voltages,  the  frequency  and  the  rated 
capacity  in  volt-^amperes. 

The  high  voltage  rating  must  not  exceed  125  volts,  nor  ib»  low 
volt^e  rating  exceed  25  volts. 

i.  Such  tnmsformers  must  be  so  cons^*ucted  as  to  stattd  the  M-  ' 
Idwiog  test: 
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\^th  the  high  voltage  coil  connected  to  a  circuit  of  the  rated  vol* 
tage^and  frequency  and  with  the  low  voltage  coils  short  circuited, 
the  input  as  measured  by  wattmeter  must  not  exceed  250  watts. 
When  so  connected,  and  run  until  constant  temperature  is  reached 
or  until  burnout  occurs,  the  case  must  not  be  injured  and  there  must 
be  no  escape  of  flames  or  molten  metal. 

§  582.  Lightning  arresters. — a.  Lightning  arresters  must  be  of 
approved  construction. 

I  583.  Electric  signs  (for  low  potential  systems  only), — a.  Electric 
signs  shall  be  constructed  entirely  of  metal,  or  other  incombustible 
material,  except  the  insulation  of  the  wires.  Sheet  metal  must  be 
not  less  than  28  U.  S.  sheet  metal  gage.  All  metal  must  be  galvan- 
ized, enameled,  treated  with  at  least  3  coats  of  anti-corrosive  paint, 
or  otherwise  protected  in  an  approved  manner  against  corrosion. 

b.  Electee  signs  must  be  so  constructed  as  to  secure  ample  strength 
aiid  rigidity.  Electric  signs  must  be  so  constructed  as  to  be  prac- 
tically weatherproof  and  to  enclose  all  terminals  and  wiring  other 
than  the  supply  leads,  except  that  open  work  will  be  permitted  for 
signs  on  roofs  or  open  ground  where  not  subject  to  mechanical  in- 
jury^ provided  the  wiring  is  in  accordance  with  paragraph  e  of  this 
section.  Transformers,  unless  of  weatherproof  type,  cut-outs,  flash- 
ers and  other  similar  devices  on  or  within  the  sign  structure,  must 
be  enclosed  in  approved  cut-out  boxes  or  cabinets,  except  that  if  on 
or  within  the  sign  structure  they  may  be  placed  in  a  separate,  cam- 
pletdy  enclosed  compartment,  or  in  a  substantial  weatherproof  box 
or  cabinet  of  metal  of  thickness  not  less  than  that  of  the  metal  of  the 
sign  itself.  Eadi  compartment  must  have  suitable  provision  for 
drainage  throu^  one  or  more  holes,  each  not  less  thiui  M  h^^h  in 
diameter. 

c.  Electric  signs  must  have  the  maker's  name  or  trade-mark 
permanently  attached  to  the  exterior. 

d.  Receptades  must  be  so  designed  as  to  afford  permanent  and 
reliable  means  to  prevent  possible  tumingj  must  be  so  designed  and 
placed  that  terminals  will  be  at  least  H  inch  from  other  terminals 
and  from  metal  of  the  sign,  except  that  where  open  work  is  per- 
mitted this  separation  must  be  1  inch.  Miniature  receptacles  will  not 
be  approved  for  use  in  outdoor  signs. 

e.  Wiring  must  be  approved  rubber  covered,  not  less  than  No.  14 
B.  &  S.  gage.  Wiring  must  be  neatly  run  ana  so  disposed  and  fas- 
tened as  to  be  mechanically  secure.  Wires  must  be  soldered  to  ter- 
minals,' and  exposed  parts  of  wires  and  terminals  must  be  treated  to 
prevent  corrosion.  Wires  must,  where  they  pass  through  walls  or 
partitions  of  the  sign  be  protected  by  approved  bushings.  On  out* 
side  of  si^  structure,  except  where  open  work  is  permitted,  wires 
must  be  m  approved  metal  conduit  or  in  approvea  lead  sheathed 
armored  cable. 

For  open  work  wires  must  be  rigidly  supported  on  non-combustible, 
non-absorptive  insulators  which  s^arate  the  wires  at  least  1  inch 
from  the  surface  wired  over.  Rigid  supporting  requires,  under 
ordinary  conditions,  where  wiring  over  flat  surfeces,  supports  at 
least  every  4H  feet.  If  the  wires  are  liable  to  be  disturbed  the  dis- 
tance between  isupports  should  be  shortened.  In  those  parts  of  cir- 
cuits where  wires  are  connected  to  approved  reoeptables  which  hold 
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them  at  least  1  inch  from  surface  wired  over,  and  which  are  plaoed 
not  over  1  foot  apart,  such  receptacles  will  be  considered  to  afford 
the  necessary  support  and  spacing  of  the  wires.  Between  recep- 
tacles more  than  1  foot,  but  1^  than  2  feet,  apart  an  additional  non- 
combustible,  non-absorptive  insulator  mau^taining  separation  and 
spacing  equivalent  to  the  receptacles,  must  be  used.  Except  as 
above  specified  wires  must  be  Kept  apart  at  least  2^  inches  for 
voltages  up  to  300^  and  4  inch^  for  higher  voltages. 

f .  Leads  from  signs  must  pass  through  the  walls  of  the  sign  either 
tiirough  approved  metal  conduit  or  armored  cable,  or  must  be  neatly 
cabled  and  pass  through  one  or  more  bushings  of  approved  non- 
combustible,  non-absorptive  insulated  material. 

g.  Not  over  1,320  watts  shall  be  dependent  upon  final  cut-out. 


ARTICLE  6 

MISCELLANEOUS 

(As  amend,  by  ord.  ^ective  May  JS9, 1916) 

Sec.  685.  Signaling  systems. 

"  686.  Wureless  tele^n^h  apparatus. 

687.  Electric  gas  hating. 

688.  Insulation  resistance. 

Sec.  685.  SignaUna  systems.  1.  Exception, — ^AU  wiring,  apparatus 
and  devices  of  signaling  systems  used  for  the  transmission  of  intel- 
ligence as  to  fire,  shall  conform  to  such  rules  and  regulations  as  the 
fire  commissioner  may  prescribe. 

2.  Outside  wires,  a.  Outside  wires  must  be  run  in  underground 
ducts  or  strung  on  poles,  and  kept  off  the  roofs  of  buildings,  except 
by  speciiJ  permission,  and  must  not  be  placed  on  the  same  cross- 
arm  with  electric  Ught  or  power  wires.  They  must  not  occupy  the 
same  duct,  manhole  or  handhole  of  conduit  systems  with  electric 
light  or  power  wires.  Single  manholes  or  hanoholes  separated  into 
sections  by  means  of  partitions  of  brick  or  tile  will  be  considered  as 
oonforming  with  the  above  requirement.  When  the  entire  circuit 
from  central  station  to  building  is  run  in  underground  conduits, 
paragraphs  b  to  m,  inclusive,  of  this  section  do  not  iq>ply. 

h.  when  outside  wires  are  nm  on  same  pole  with  electric  Ught  or 
power  wires,  the  distance  between  the  two  inside  pins  of  each-cross 
arm  must  not  be  less  than  24  indies.  When  the  wires  are  carried 
in  approved  cables,  paragraphs  c,  d  and  e  of  this  section  do  not  apply. 

c.  Where  wires  ace  attached  to  the  outside  walls  of  buildings  they 
must  have  an  approved  rubber  insulating  covering,  and  on  frame 
buildings  or  frame  iK>i*tiops  of  other  buildings  shall  be  supported 
on  glass  or  porcelain  insulators  or  knobs. 

d.  The  wires  from  last  outside  support  to  the  cut-outs  or  pro- 
tects must  be  of  copper,  and  must  have  an  approved  rubber  in- 
sulaUon;  must  be  providea  with  drip  loops  immeoiately  outside  the 
building  and  at  entrance. 

ew  Wires  must  enter  building  through  ^proved  non-combustible, 
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non-absorptive  insulating  budhings  sloping  upward  from  the  outside, 
and  both  wires  may  enter  through  the  same  oushing,  if  desired. 

3.  Ten  ampere  installations,  f.  An  all-metallic  circuit  shall  be 
provide,  except  in  telegraph  systems. 

g.  At  the  entrance  of  wires  to  building,  approved  single  pole 
cutouts,  designed  for  251-600  volts  potential  and  containing  fuses 
rated  at  not  over  10  amperes  capacity,  shall  be  provided  for  each 
wire.  These  cut-outs  must  not  be  placed  in  the  immediate  vicinity 
of  easily  ignitible  stuff,  or  where  exposed  to  inflammable  gases,  or 
dust  or  to  flyings  of  combustible  material. 

h.  The  wu*es  inside  building  diall  be  of  copper  not  less  than  No.  16 
B.  &  S.  gage,  and  must  have  msulation  and  oe  supported,  the  same 
as  would  be  required-  for  an  installation  of  electnc  light  or  power 
wiring,  0-600  volts  potential. 

i.  The  instruments  shall  be  moimted  on  bases  constructed  of  non- 
oombustible,  non-absorptive  insulating  material.  Holes  for  the 
supporting  screws  must  be  so  located,  or  counte]>sunk,  that  there 
will  be  at  least  1-2  inch  space,  measured  over  the  surface,  between 
the  head  of  the  screw  and  the  nearest  live  metal  part. 

4.  Less  than  10  ampere  installations,  j.  Wires  must  be  provided 
with  an  approved  protective  device  located  as  near  as  possible  to 
the  entrance  of  wires  to  building.  The  protectee  must  not  be  placed 
m  the  immediate  vicinity  of  easily  ignitible  stuff,  or  where  exposed 
to  inflammable  gases  or  dust  or  flyings  of  combustible  materials.     ' 

k.  Wires  from  entrance  to  building  to  protector  must  be  supported 
on  porcelain  insulators,  so  that  they  will  come  in  contact  witn  noth- 
ing except  thdr  designed  supports. 

1.  The  ground  wire  of  the  protective  device  shall  be  run  in  ac- 
cordance with  the  following  requirements: 

1.  ^lall  be  of  copper  and  not  smaller  than  No.  18  B.  &  S.  gage. 

2.  Must  have  an  msulating  covering  approved  for  voltages  from 
0  to  600,  except  that  the  preservative  compound  may  be  omitted. 

3.  Must  run  in  as  straight  a  line  as  x)088ible  to  a  good  permanent 
ground.  This  may  be  obtained  by  connecting  to  a  T^ater  or  gas 
pipe  connected  to  the  street  mains  or  to  a  ground  rod  or  pipe  driven 
m  permanently  dtunp  earth.  When  connections  are  maae  to  pipes, 
pr^erence  shsSl  be  given  to  water  pipes.  If  attachment  is  made  to 
gas  pipe,  the  connection  in  all  cases  must  be  made  between  the 
met^  and  the  street  mains.  In  every  case  the  connection  shall  be 
made  as  near  as  possible  to  the  earth.  When  the  ground  wire  is 
attached  to  a  water  pipe  or  gas  pipe,  it  may  be  connected  by  means 
of  an  Approved  ground  clamp  fastened  to  a  thoroughly  clean  portion 
of  said  pipe,  or  the  pipe  shall  be  thoroughly  cleaned  and  tinned  with 
rosin  flux  solder,  and  the  ground  wire  shall  then  be  wrapped  tightly 
around  the  pipe  and  thoroughly  solda:^  to  it.  When  the  ground 
wire  is  attached  to  a  grouna  rod  driven  into  the  earth,  the  groimd 
wire  shall  be  soldered  to  the  rod  in  a  similar  manner.  Steam  or 
hotrwater  pipes  must  not  be  used  for  a  protector  ground. 

m.  The  protector  to  be  approved  must  comply  with  the  following 
requirements: 

1.  For  instrument  circuits  of  telegraph  systems,  an  approved 
siottle  pole  cut-out  in  each  wire,  designed  for  2,000  volts  potential, 
and  containing  fuses  rated  at  not  over  1  tanpete  cf^acity.    When 
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main  line  cut-outs  are  installed  as  called  for  in  paragraph  g  of  thifl 
section  the  instrument  cut-outs  may  be  placed  between  the  switch^ 
board  and  the  instrument  as  near  the  switchboard  as  possible; 

2.  In  all  other  i^stems  the  protector  must  be  mounted  on  ncm- 
combustible,  non-absorptive  insulating  bases,  so  deogned  that  when 
the  protector  is  in  place,  all  parts  which  may  be  alive  will  be  thor- 
oughly insulated  from  tne  wall  to  which  the  protector  is  attached. 
The  protector  must  have  the  following  parts: 

A  fightning  arrester  which  will  operate  with  a  difference  of  potential 
/between  wires  of  not  over  500  volts,  and  so  arranged  that  the  chance 
of  accidental  groimding  is  reduced  to  a  minimum^ 

A  fuse  designed  to  o[)en  the  circiiit  in  case  the  wires  become  crossed 
with  light  or  power  circuits.  The  fuse  must  be  able  to  opeii  the 
circuit  without  arcins  or  serious  flashing  when  crossed  wiUi  any 
ordinary  commercial  light  or  power  circuit, 

A  heat  coil,  if  the  sensitiveness  of  the  instrument  demands  it, 
which  will  operate  before  a  sneak  current  can  damage  the  instru- 
ment the  i)rotector  is  guarding; 

Heat  coils  are  necessary  in  all  circuits  normally  closed  through 
magnet  windings,  which  cannot  ind^nitely  carry  a  current  of  at 
least  5  amperes; 

The  heat  coil  is  designed  to  warm  up  and  melt  out  with  a  current 
large  enough  to  end^mger  the  instruments  if  continued  for  a  long  time, 
but  so  small  that  it  would  not  blow  the  fuses  ordinarily  found  nec- 
essary for  such  instruments. 

3.  The  fuses  must  be  so  placed  as  to  protect  the  arrester  and  heat 
coils,  and  the  protector  terminals  must  be  plainly  marked  ''line,'' 
''instrument,"  "ground.''  An  easily  read  abbreviation  df  the  above 
words  will  be  allowed. 

5.  Generally.  The  following  rules  apply  to  all  systems  whether 
the  wires  from  the  central  office  to  the  building  are  ov^head  or 
underground: 

n.  Wires  beyond  the  protector,  or  wires  inside  buildings  where  no 
protector  is  used,  must  oe  neatly  arranged  and  securely  fastened  in 
place  in  some  convenient,  wc»*kmanlike  manner.  They  must  not 
come  nearer  than  2  inches  to  any  electric  light  or  power  wire  in  the 
building,  unless  separated  therefrom  by  some  contmuous  and  firmly 
fixed  non-conductor  creating  a  permanent  separation;  this  non- 
conductor to  be  in  addition  to  the  regular  insulation  on  the  wire. 

o.  Wires  where  bunched  together  in  a  vertical  run  within  any 
building  must  have  a  fire-resisting  covering  efficient  to  prev^  the 
wires  from  carrying  fire  from  floor  to  floor  unless  they  are  run  \either 
in  non-combustible  tubing  or  in  a  fireproof  shaft,  which  shaft  must 
be  provided  with  fire  stops  at  each  floor.  Signaling  wires  and  electric 
light  or  power  wires  may  be  run  in  the  same  shaft,  provided  that  <Mie 
of  theae  classes  of  wires  is  run  in  non-combustible  tubing,  or  provided 
that  when  run  otherwise  these  two  classes  of  wires  shalTbe  separated 
from  each  other  by  at  least  2  inches.  In  no  case  shall  signaling  wires 
be  run  in  the  same  tube  with  electric  light  or  power  wires. 

p.  Transformers  or  other  devices  for  supplymg  current  to  sipialing 
^stems  from  light,  heat  or  power  drcuits  mue^  be  of  a  design  ex- 
pressly Improved  for  this  purpose.  The  primary  wiring  must  be 
installed  m  accordance  with  the  requirements  of  article  4  of  this 
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tlmpbei,  and  the  secondary  wiring  in  aoooidoaoe  with  thk  article. 

f  A86.  Wireiesi  telegraph  apparatus. — In  aettii^  up  wiielew  tel- 
.egraph  f^paratua,  all  wiruag  within  the  building  must  conform  to  the 
requirementa  of  this  chapter  for  the  class  of  iirork  iuBtalledand  to 
the  following  additional  specifications: 

a.  Aerial  conductors  must  be  permaflently  and  effectively  grounded 

at  bU  times  when  station  is  not  la  operation  by  a  conductor  not 

smaller  than  No.  4  B.  &  8.  gage  copper  wire,  run  in  as  direct  line  as 

possible  to  water  pipe  at  a  point  on  the  Street  aide  of  all  connections 

the  premises,  or  to  sotne  Other  equally 

in  grounded  as  above  apedfied  must  be 
apparatus  within  the  building, 
'  permanently  connected  at  all  tiinee  to 
ed  above,  through  a  short-gap  lightning 
ive  a  gap  of  not  over  .015  inch  between 
ess  than  2J^  inches  in  length  parallel  to 
}  other  way  with  a  thicknew  of  not  less 
on  non-combustible,,  non-absorptive  in- 
dimenslonB  as  to  give  ample  strength. 
Other  ^proved  arreeters  of  equally  low  reeiatance  and  equally  sub- 
stantial construction  may  be  used. 

d.  In  cases  where  the  aerial  is  grounded  as  specified  in  paragraph 
s  of  this  section,  the  switch  employed  to  join  the  aerial  to  the  ground 
connection  shall  not  be  smaller  Utan  a  standard  100  ampere  knife 
switch. 

e.  Where  supply  is  obtaioed  direct  from  the  street  service  the  cir- 
cuit must  be  installed  in  approved  metal  conduits  or  armored  cable. 
In  order  to  protect  the  supply  system  from  high  potentiid  surges, 
there  must  be  inserted  in  circuit  either  a  transformer  having  a  ratio 
which  will  gjve  a  potential  on  the  secondary  leads  not  to  exceed 
550  volts,  or  two  condensers  in  series  across  the  line,  the  connection 
betweoi  SEud  condensers  to  be  permanently  and  effectually  grounded. 
These  oondenaers  should  have  capacity  of  not  lees  than  '/:  micn>- 

i  687.  EUctrie  gas  lighting. — a.  Electrical  gas  lighting,  unless  it 
is  the  fricWonal  system,  must  not  be  used  on  the  same  fixture  with 
the  electric  light,  except  under  special  permission  in  writing, 

i  688.  InvMotion  reaialaiux. — The  wirir^  in  any  building  must 
oomplv  with  the  followinK  requirements.  The  complete  installation 
must  nave  a  resistance  between  conductors  and  between  all  con- 
ductors and  the  ground  (not  including  attachments,  sockets,  recep- 
tacles, etc.)  not  less  than  that  pven  in  the  following  table: 

Up  to  6  amperes 4,000,000  ohma 

Vp  to  10  amperes 2,000,000  ohma 

Vp  to  25  amperes 800,000  ohms 

lip  to  50  amperes 400,000  ohms 

Up  to  100  amperes 200,000  ohms 

Up  to  200  amperes 100,000  ohma 

Up  to  400  amperes 50,000  ohms 

Up  to  800  amperes 25,000  ohma 

Up  to  1,600  amperes 12,500  ohms 
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llie  tost  mittt  be  made  with  aU  oat-outs  and  safety  devices  in 
If  the  lamp  sockets,  receptades^  deotroli^fs,  etc.,  are  also  comieoted, 
only  Vt  the  resistance  specified  in  the  tabie  mUl  be  required.  (Old. 
effective  May  29,  1916.) 


ARTICLE  7 


Sec.  700.  Violations. 


VIOLATIONS 


Sec.  700.  ViokUuma^ — ^Any  person  who  shall  violate  any  provision 
of  this  chiqster,  or  fail  to  coinply  with  any  requirement  thereof,  or 
who  shall  violate  or  fail  to  comply  with  any  order  or  regulation  of 
the  commissioner  made  thereunder,  or  who,  being  the  holder  of  a 
special  permit,  as  defined  in  subdivision  7  of  §  1  of  this  chapter,  shall 
install,  alter  or  repair  any  dectric  wiring  or  appliance  for  light,  heat 
or  power,  in  violation  of  the  terms  of  such  special  permit  or  any 
provision  of  this  chapter,  shall  for  each  and  every  such  violation  or 
non-compliance  forfeit  and  pay  £k  penalty  in  the  sum  of  $50. 


BXPLOaiYBS  AND  HAZABDOUS  TRADES  M8; 


CHAPTER  10 
Explosives  and  Haziurdotis  Trades 

RBGULATIONS  OP  THE  MUNICIPAL  EXPLOSIVES   COMMISSION 

Article    1.  General  provisions. 

2t  Certificates  and  permits. 

3.  Bonds  and  fees. 

4.  Manufacture,  storage,  sale,  transportation  and  use  of 

explosives. 
6.  Ammunition. 
6.  Fireworks. 
7i  Matches. 

8,  Mineral  oils. 

9.  Inflammable  mixtures. 

10.  Combustible  mixtures. 

11.  Garages. 

12.  Motor  vehicle  r^air  shops. 

13.  Dry  cleaning  and  dry  dyeing  establishments. 
14. 

15.  Paints,  varnishes  and  lacquers. 

16.  Calcium  carbide. 

,  17.  Gases  under  pressure. 

18.  Kefrigerating  plants. 

19.  Nitro-ceUulose. 

20.  Inflammable  motion-picture  films. 

21.  Distilled  liquors  and  alcohols. 

22.  Oils  and  fats. 

23.  Technical  establishments. 

24.  Wholesale  drug  stores  and  drug  and  chemical  supply- 

houses. 

25.  Ketail  drug  stores. 

26.  Miscellaneous. 

This  chapter  consists  of  the  Regulations  of  the  Municipal  Explosive  CommissioQ 
rearranged  and  classified.  These  regulations  were  originally  authorised  by  Ord.  of 
May  19,  1902,  pursuant  to  |  763  of  the  charter.  But  oh.  495.  L.  1914,  abolished 
tiie  Cbnunission,  transferred  its  jpowers  to  the  Fire  Comr.,  made  the  existing  regula- 
tions a  chapter  of  the  Code  of  Ordinances,  and  gave  the  Board  of  Aldermen  pow«r 
"to  amend  or  repeal." 

ARTICLE  1 

GBNERAL  PROVISIONa 

Sec.  1.  Definitions. 

2.  Construction  of  chapter. 

3.  Federal  government. 

4.  Cityoffioers* 

6,  Sdsure  of  contraband  material. 
6.  Bevemiesy  disposition  of. 


»t 
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S  7.  Electrical  perils,  protection  against. 
I  8.  Smoking  prohibited. 
^     e  9.  Fire  extinguishing  appliances. 

10.  Hazardous  industn^. 

11.  Permits. 

Sec.  1.  pefiniHons.—JJjAesB  otherwise  expreigsly  stated,  whenever 
used  in  this  chapter  the  following  terms  i^hall  respectively  be  deemed 
tomeah: 

,  1.  Ammunition,  a  metal  or  other  shell  containing  a  fulminate,  or 
containing  black  or  smokeless  powder  for  the  purpose  qi  propelling 
projectiles  or  shot;  or  black  or  smokeless  powder  packed  lor  use  as 
Sk  propeljing  charge  or  for  saluting  purposes; 

2.  Black  p&wder  {gunvowdeir),  any  explosive  substance  composed 
of  sulphur,  charcoal  and  either  sodium  or  potdlssium  nitrate: 

Z,  Blasting  cap,  a  cap  or  detonator,  with  wires  attaphed  for  ex- 
ploding the  same  by  means  of  electricity; 

4.  Blastino  powder,  an  explosive  substance  comfposed  of  sulphur, 
charcoal  and  sodium  nitrate,  specially  prepared  for  the  purpose  of 
blasting; 

•  6.  Bond,  a  written  obligation  or  undertaking,  under  seal,  whereby 
an  applicant  for  or  holder  of  a  permit  engages  and  agrees  to  indem- 
nify the  city  for  any  loss,  damage  or  injury  resulting  froiri  his  acts 
under  such  permit; 

6.  Repealed  by  ord.  May  25, 1915. 

7.  Certificate  of  approval,  a  written  statement  issued  by  the  fire 
commissioner,  certifying  that  the  type,  class  or  kind  erf  article  or 
thing  mentioned  therein  has  been  examined^  tested  and  approved 
in  conformity  with  this  chapter,  and  that  it  is  authorizcSl  to  be 
manufactured,  stored,  transportea,  sold  or  used; 

8.  Certificate  of  fitness,  a  written  statement  issued  by  the  fire 
commissioner,  certif3d]lg  that  the  person  to  whom  it  is.  issued  has 
passed  an  examination  as  to  his  qualifications  to  perform  the  work 
mentioned  therein,  and  that  he  has  authority  to  perform  such  work 
during  the  term  specified; 

9.  Certificate  of  registration,  a  written  statement  issued  by,  the  fire 
commissioner,  certifying  that  the  person,  association  or  borpNDration 
named  therein  has  registered  his  or  its  name  with  the  commissioner 
in  conformity  with  the  provisions  of  this  chapter;  ' 

10.  Repealed  by  ord.  May  25,  1915.  '     / 
%1,  OombuMtible  mixture,  any  hquid  or  solid  mixture,  or  substance^ 

of  compound,  which  does  not  emit  an  inflammal^le  vapor  at  a  tem- 

gerature  below  100°,  when  tested  in  a  Tagliabue  open  cup  tester, 
ut  which  may  be  ignited  and  paused  to  bum; 

12.  Dry  cleaning  or  dry  dyeing,  the  act  or  process  of  washing  or 
immersing  in  volatile  inflammable  oil  or  liquid  a  garment,  fabric, 
fiber,  substance  or  article,  for  the  purpose  or  cleaning  or  dyeing  the 
same; 

12a.  Container  capacity,  the  cubic  measure  of  the  container. 
(Added  by  ord.  effective  May  25,  1915.)   '■ 

13.  Essential  oU,  an  oil  used  for  flavoring  or  perfuming  purposes; 

14.  Explosive,  explosive  compound  or  mixture,  or  exploHve  article, 
any  substance  or  compound  or  mixture,  or  article  havmg  properties 
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of  auch  a  character  that  alone,  or  m  combinatioti  or  contiguity  with 
other  HubBtancea  or  oompouada,  may  decwnpose  suddenly  and  gen- 
erate Hufficient  heat  or  gas  or  pressure,  or  any  or  all  of  them,  to 
produce  r^id  flaming  combustion,  or  administer  a  destructive 
blow  to  Hurrounding  objects: 

1^.  F.,  Fahrenheit,  the  Fahrenheit  thermometer; 

16.  Fire  retarding  material,  asbe 

one-fourth  inch  in  thickness,  the  aei 

directions  with  the  first,  or  plaater  I 

'lot  leas  tha 

that  has  SI 

le  induatria 

Jctober  29, 

nbustible  o 

ID  of  Bubst 

{  a  viable  I 

),  deflagrati 

1  mixture,  substance  or  compound,  derived 

loee  not  emit  an  inflammable  vapor  below 

P.,  when  te3t«d  in  a  Tagliabue  open  cup 

ahed  ot  encloeure,  or  any  portion  thereof, 
e  other  than  one  the  fuel  storage  tank  oi 
,  housed  or  kept; 

a.  Storage  garage,  a  f;arage  in  which  volatile  inflammable  oil  other 
than  that  contained  m  the  fuel  storage  tanks  of  motor  vetiicles 
ia  handled,  stored  or  kept; 

b.  Non-atarage  garage,  a  gai^e,  in  which  no  volatile  inflammable 
oil  other  than  that  contained  m  the  fuel  storage  tanks  of  motor 
vebiclea,  is  handled,  stored  or  kept. 

20.  Gaa  under  prm»ure,  a.  gas  or  compound  or  gases,  dther  in  a 
gaaeoua  or  liquid  form,  compressed  to  a  pressure  greater  than  6 
pounds  to  the  square  inch; 

21.  QtmeoUon,  that  nitro«3elluloae  chemically  known  as  hexa- 
nitpo-cellulose,  and  generally  used  alone  or  in  combination  with 
other  substances  as  a  blasting  explosive  or  as  a  propelling  charge, 
and  includes  all  cellulose  nitrates  of  a  higher  degree  of  nitmtioni 

22.  Inflammable  mixture,  any  Uquid,  or  any  mixture,  substance, 
or  compound,  that  contains  more  than  10  per  cent,  by  volume  of 
volatile  inflammable  oil,  or  which  will  emit  an  inflammable  vapor 
at  a  temperature  below  100°  F.,  when  teated  in  a  Tagliabue  open 
cup  testa-; 

23.  Inflammable  motion-picture  film,  a  film  made  of  nitro-cellulose 
product  or  other  inflammable  substance,  used  (or  the  purpose  of 
displaying  motion-pictures  for  exhibition.    (Amend.  May  25,  1915.) 

24.  Kerosene  or  Kerotene  oil,  any  liquid  product  of  petroleum, 
commonly  used  for  illuminating  purposes,  which  does  not  emit  an 
inflammable  vapor  below  a  temperature  of  100°  P.,  when  tested  in  a 
Tagliabue  open  cup  tester; 

25.  LiibricaiiTig  oil,  an  oil  used  to  reduce  friction,  whether  of 
animal,  v^;etable  or  mineral  oriran,  or  a  compound  thereof; 

26.  MofcA,  a  stick,  fibre  or  wicK  of  wood,  paper  or  other  material, 
cut,  prepared,  manufactured  or  treated  so  that,  by  friction,  contact 
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or  Otherwise,  with  or  upon  a  surfaee  or  substance,  it  will  ignite  and 
produce  a  name  or  combustion; 

27.  Motor  vehidCf  a  vehicle  or  other  conveyance  having  more  than 
2  runnmg  wheels,  and  using  a  volatile  inflammable  oil  as  fuel  for 
generating  motive  power,  excepting  such  vehicles  as  have  a  storage 
tank  of  a  capacity  of  less  than  2  gallons  of  a  Volatile  inflammable 
oil; 

28.  Motor  vehicle  repair  shop,  a  building,  shed  or  enclosure,  or  any 
portion  thereof,  wherein  is  conducted  the  general  business  of  re- 
pairing motor  vehicles; 

29.  Nitro-cdluLose  product,  any  substance,  material,  or  compound, 
having  soluble  cotton  as  a  base,  including  pyralin.  celluloid,  fibreoid, 
viscoloid,  and  similar^  materials  and  compounds  by  whatever  name 
known,  when  in  the  form  of  blocks,  slabs,  sheets,  rods,  tubes  or  other 
shapes,  and  intended  to  be  used  for  further  manufacture; 

30  (a)  Oil  selling  station,  an  authorized  building,  shed  or  enclosure, 
or  ony  i)ortion  thereof^  in  which  the  business  of  storing  and  selling 
volatile  inflammable  oil  to  passing  motor  vehicles  is  conducted,  but 
where  motor  vehicles  are  not  stored.    (Amend.  May  25,  1915.) 

30  (b)  Oil  Storage  Plant,  a  building,  shed,  enclosure  or  premises, 
or  any  portion  thereof,  in  which  petroleum  or  shale  oil  or  tne  Uqula 
products  thereof,  or  ol  coal  tar,  are  stored  or  kept  for  sale  in  large 
quantities,  in  tanks,  barrels  or  approved  floating  barges.  (Amend. 
May  25,  1915.) 

31.  Repealed  Aug.  8,  1916. 

32.  Repealed  Aug.  8,  1916. 

33.  Pvhlic  or  commercial  garage,  anjr  garage,  not  included  within 
the  definition  of  private  garage  in  this  secUon.  (Amend.  May  25, 
1915.) 

34.  Retail  drug  store,  a  store  or  building  used  for  the  compounding 
and  dispensing,  usually  in  the  form  of  physicians'  prescriptions,  or 
for  the  selling  of  smsll  Quantities  of  meoicinal  preparations,  pro- 
prietary articles,  drugs,  chemicals,  oils,  volatile  solvents  and  other 
substances  whicn.  alone  or  in  oomoination  with  any  other  article  or 
substance,  are  of  a  highly  combustible,  inflammable  or  explosive 
nature; 

35.  Safety  or  slow  burning  fuse,  a  train,  or  cor^  of  black  powder 
surrounded  by  strands  of  jute,  nemp  or  other  nber,  and  usually 
covered  with  a  wateiproofing  material: 

36.  Smokeless  powder,  a  propellant  tor  small  arms  or  cannon,  in 
the  combustion  of  which  smoke  is  largely  eliminated^  and  having 
for  its  explosive  base  nitro-cellulose  in  varying  proportions; 

37.  Soluble  cotton,  pyroxylin  or  nitro-cdlulose,  including  all 
cellulose  nitrates  below  that  chemically  known  as  hexariiitro-cellu- 
lose,  and  soluble  in  a  volatile  inflammable  liquid; 

38.  Repealed  May  25,  1915. 

39.  Repealed  May  25,  1915. 

40.  Technical  establishment,  a  building  or  place  where  explosives, 
inflammable  or  highly  combustible  substances  are  produced,  used 
or  stored  for  use,  or  where  chemicals  or  other  materials  entering  into 
the  production  of  such  substances  are  stored  or  used,  excepting 
those  establishments  which  are  specifically  treated  under  other 
classifications  in  this  chapter; 
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41.  Tenement'hoiuieya,  tenement  house  as  defined  in  the  Tenement 
House  Law,  L.  1909,  Ch.  99,  Sec.  2,  Subd.  1,  as  amended  by  Ch.  13, 
L.  1912: 

42.  VatiUf  a  covered  excavation,  or  chamber,  below  the  street 
level,  with  masonry  walls  and  roof,  constructed  outside  the  founda- 
tion walls  of  a  building,  and  with  but  one  entrance,  fitted  with  a 
self-closing  fireproof  door  * 

43.  Volatile  inflammable  otZ,  any  oil  or  liquid  that  will  generate 
an  inflammable  vapor  at  a  temperature  below  100**  F.  when  tested 
in  a  T^iabue  open  cup  tester; 

44.  Wholesale  drug  store  or  drug  and  chemical  supply  house^  a  build- 
ing or  place  used  for  receiving,  handling,  storing  or  keeping  for  sale, 
in  large  quantities,  medicinal  preparations,  proprietary  articles, 
drugs,  chemicals,  oils,  volatile  solvents,  and  otner  sustances  which, 
alone  or  in  combination  with  other  suostances  or  articles,  are  of  a 
highly  combustible,  inflammable  or  explosive  nature. 

45.  Working  or  filling  pressure^  the  pressure  at  70  degrees  Fahren- 
heit.   (Amend.  May  25,  1905.) 

S2.  Construction  of  chapter, — ^Whenever  in  this  chapter  a  speci- 
fied article  treats  of  any  substance,  trade  or  industry,  such  r^ula- 
tions  shall  control  and  have  precedence  over  any  conflicting  reference 
or  regulation  covering  the  same  substance,  business,  trade  or  indus- 
try made  in  any  other  portion  of  this  chapter.  (Amend.  May  25, 
1915.) 

§  3.  Federal  government, — Nothing  contained  in  this  chapter  shall 
be  construed  as  applying  to  the  transportation  of  any  article  or 
thing  shipped  in  conformity  with  the  regulations  prescribed  by  the 
interstate  commerce  commission;  nor  as  appl3dng  to  the  military  or 
naval  forces  of  the  United  States,  nor  to  tne  duly  authorized  militia 
of  any  state  or  territory  thereof. 

S  4.  City  officers, — ^The  heads  of  the  various  departments  of  the 
city  ^all  be  subject  to  the  provisions  of  this  chapter  with  regard  to 
obtaining  permits  and  with  regard  to  the  requirements  for  certifi- 
cates of  fitness  for  their  employees;  but  they  shall  not  be  required  to 
furnish  a  bond  or  to  pay  a  tee  in  connection  therewith. 

§6.  Seizure  of  contraband  material. — ^Any  article  or  thing  the 
manufacture,  transportation,  storage,  keeping,  sale  or  use  of  which  is 
prohibited  by  this  chapter,  or  which  is  manufactured,  transported, 
stored,  sold,  kept,  or  used  in  violation  thereof,  is  liable  to  seizure 
by  the  fire  commissioner,  and  may  be  disposed  of  at  his  discretion. 

§  6.  Revenues,  disposition  of. — ^All  fees,  fines  and  forfeitures,  and 
all  proceeds  of  suits  for  penalties,  which  may  be  paid  or  collected 
pursuant  to  this  chapter,  shall  be  paid  in  and  disbursed  pursuant  to 
chapter  xv,  title  6  of  the  charter. 

S  7.  Electrical  perils;  protection  against, — In  workshops,  factories, 
and  other  establishments,  where  volatile  inflammable  ous  or  liquids. 
or  inflammable  or  explosive  substances,  are  used  or  handled,  all 
fixtures,  machinery  and  apparatus  liable  to  generate  or  be  affected 
by  an  electric  apark,  or  which  are  in  any  way  exposed  to  the  influence 
of  an  electric  discharge  (such  as  lighting),  shall  be  ''grounded*'  in  a 
manner  satisfactory  to  the  fire  commissioner. 

§  8.  Smoking  pronibited. — No  person  shall  smoke  or  carry  a  lighted 
cigar,  cigarette,  pipe  or  match  within  any  room  or  enclosed  place,  or 
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in  any  cellax  or  basement,  or  in  any  part  of  any  premises  in  which 
an  explosive  or  highly  combustible  or  inflammable  material  id  manu- 
factured, stored  or  kept  for  use  or  sale.  Offices  not  containing  ex- 
plosive, highly  combustible  or  inflammable  material,  and  sepaiuted 
from  the  other  parts  of  said  places  or  premises  by  a  tight  partition  or 
a  self-closing  door,  shall  be  exempt  from  the  above  prohibition. 

§  9.  Fire-extinguishing  appliances. — ^The  fire  commissioner  may, 
before  panting  any  permit  hereinafter  prescribed,  require  tne 
installation  of  water  buckets,  sand  buckets,  fire  extinguishers,  metal 
receptacles  for  rubbish  and  other  means  of  preventing  and  extin- 
guishing fire,  where  the  same  are  not  specifically  required  in  this 
chapter. 

§  10.  Hazardous  industries, — ^Except  as  otherwise  provided  in 
this  chapter,  no  person  shall  conduct  a  hazardous  or  dangerous 
industry,  trade,  occupation  or  business,  requiring  the  storage,  sale 
or  use  01  any  explosives,  inflammable,  combustible  or  other  danger- 
ous substance,  article^  compound  or  mixture,  withoiA  a  permit, 
issued  upon  such  conditions  as  are  deemed  by  the  fire  commissioner 
necessary  in  the  interest  of  public  safety.    (Amend.  May  25,  1915.) 

§  11.  Permits, — ^The  sale,  storage,  use,  manufacture  or  transporta- 
tion of  any  combustible,  inflammable  or  explosive  article,  thing,  sub- 
stance or  compound  to  which  this  chapter  applies,  without  a  permit 
in  writing  from  the  fire  commissioner,  except  miere  none  is  provided 
for  in  this  chapter,  is  hereby  prohibited.  Where  separate  regulations 
require  permits  for  two  or  more  departments  or  branches  of  the  same 
business  conducted  in  the  same  establishment,  all  such  departments 
or  branches  may  be  included  in  a  single  permit,  the  fee  to  be  fixed 
by  the  fire  commissioner.     (New  Ord.  May  25,  1915.) 

Regulations  and  orders  issued  herein  come  within  the  police  power  and  will  be 
so  treated.  Foote  v.  Fire  Dept.,  5  Hill,  99;  Cathcart  v.  Fire  Dept.,  20  N.  Y.  529. 
An  inspector  mav  be  required  to  act  without  waiting  for  order  from  Fire  Com- 
missioner.   People  V.  Murray,  76  App.  Div.  118,  aff'd  175  N.  Y.  479. 


ARTICLE  2 


CERTiriCATES  AND  PERMITS 

Sec.^20.  Applications. 

§  21.  Certificate  of  fitness. 

§  22.  Certificates  of  approval. 

I  23.  Certificates  of  registration. 

I  24.  Permits;  generial  provisions. 

§  25.  Special  permits. 

I  26.  Renewals;  revocation. 

I  27.  Inspection. 

Sec.  20.  Applications, — All  applications  for  certificates  or  permits 
required  by  the  provisions  of  tnis  chapter  shall  be  made  to  the  fire 
conamissioner,  in  such  form  and  detail  as  he  shall  prescribe,  and  con- 
taining such  information  as  he  shall  require.  Except  applications  for 
certificates  of  fitness,  they  shall  be  accompanied  by  such  plans, 
drawings,  models  or  samples  as  the  commissi6ner  may  require. 
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r.  }21«  Certificate  of  filneas,    1.  QuaJUficatiom, — An  applieant  f<»r  a 
eerafioate  of  fitness  must — 

(a)  Be  at  least  21  years  of  age; 

(b)  Have  a  reasonable  understanding  of  the  English  language  and 
be  able  to  answer  sati^actorily  such  questions  as  may  be  a^ed  him 
upon  his  examination; 

(c)  Produce  such  evidence  of  his  character^  habits  and  past  em- 
ployment as  may  be  satisfactory  to  the  Commissioner; 

(d)  Pass  an  exa^unation,  by  a  person  or  body  designated  by  the 
fire  commissioner,  upon  Uie  law  and  ordinance  xegulationa  governing 
the  transportatioDy  storage  and  use  of  Uie  substance,  compound  or 
article  relating  to  or  connected  with  the  s^rvio^  to  be  performed  bv 
hi^a;  c^on  the  risks  incident  to  his  employment,  and  upon  his  knowl- 
^(IgB  of  the  preoautions  necessary  to  be  taken  in  connection  there- 
wm:  provided,  however,  that  such  examinaticm  may  be  waived  at 
the  (uscreUon  of  the  fire  commissioner  upon  application  for  renewals 
of  such  certificates.  Upon  the  approval  of  such  ^caminer  or  ^uunin- 
uig  bpdy,  the  fire  commissioner  may  issue  to  him  a  certificate  of 
fitness.  An  applicant  for  such  eertiucate,  who  has  failed  to  pass  a 
satisfactory  examination  may  renew  his  application  after  the  ex- 
piration of  3  months  from  the  date  of  his  last  examination. 

(e)  In  addition  to  Uie  foregoing  requirements,  an  applicant  in 
ordo:  to,  obtain  an  original  c^ificate  of  fitness  as  a  blaster,  must 
present  satisfaotorv^  evidence  of  experience  in  handling  high  explo- 
sives, either  aa  a  blaster  or  a  blaster's  helper,  for  a  period  of  notlesat 
than  two  years,  and  that  he  is  properly  qualifiea  to  perform  th6 
duties  of  a  blaster.    (Amend.  Ma}r  25,  19150 

2.  PhaUfgraphs.  Each  application  for  oich  a  certificate  BbaJl  be 
acoon^anied  with  Z  unmcHinted  photographs  of  the  apphoanlL  taken 
in  ordinary  warkipg  clothes,  not  less  than  2  by  3  inches;  one  of  whMh 
shall  be  attached  to  tk9  applieatjkm,  the  other  to  the  certifioate  of 
fitness  when  issued.  .  i 

§  22.,  Certificates  of  approval, — ^Each  application  for  a  certificate 
of  approval  shall  be  accompamed  with  tne  article  or  thing  sought 
to  be  approved,  or  with  complete  working  drawings  thereof.  Tne 
applicant  for  the  certificate  shall,  at  his  own  cost  and  expense,  fur- 
nish to  the  fire  commissioner  any  required  opportunity  to  make 
an  analysis,  test  or  examination  of  the  ^xticle  or  thing  which  is  the 
subject  of  his  application,  imder  such  conditions  as  may  be  pre- 
scribed by  the  commissioner;  or  shall,  if  directed,  have  such  analysis, 
test  or  examination  made  at  a  laboratory  or  testing  establishment  to 
be  desijgnated  by  the  commissioner.  Each  article  or  thing  of  a  t3rpe 
for  ^idiiGd^  a  eertifieate  of  M>proval  shall  have  been  issued  shall  lunre 
the  number  of  suc^. certificate  pkunly  stamped  or  otherwise  fixed 
np<m  it,  or  a  xaaxk  of  identification  which  must  be  recorded  in  the 
oert^ficate  of  ai^roval.    (Amend.  May  25,  1915.) 

^  23.  CerUficciits  of  refist/faUon, — ^An  i^HMication  for  a  certificate  of 
registration  of  the  name  of  a  person,  association  or  corporation 
manufacturing,  outside  the  city,  any  article  or  thing  which  is  to  be 
etored,  sold  and  used  within  the  city,  sh^Jl  be  in  such  fcmn  and  detail 
as  the  fire  oommissioner  may  prescribe,  and  shall  contain  a  geoi^ral 
deeoripticm.of  the  article  or  thing  sought  to  be  redstered. . 

$  24.  Permits;  g^r^ai  provisions^, — 1.  Repealed  May  26, 1915,   ;   ; 
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2.  Not  tramferable.  A  permit  is  not  transferable,  but  the  bnstness 
may  be  transferred  to  a  new  location  under  the  same  ownership,  and 
in  case  a  business  conducted  under  a  permit  changes  ownership,  the 
new  own^,  before  assuming  control  of  such  business,  i^all  obtain  a 
new  permit. 

§  25.  Special  vermits.  1.  Continuing  old  business. — The  fire  com- 
missioner may,  by  special  parmit,  autnorize  the  continuance  of  any 
business,  or  the  storage,  sale  or  use  of  any  article,  apparatus  or  thing 
which  was  (»iginally  authorized  by  a  permit  issued  under  the  regula- 
tions of  the  municipsd  explodves  commission,  in  force  on  January  1, 
1912,  or  he  may  waive  the  operation  of  this  chapter,  or  any  portion 
thereof,  in  sparsely  populated  districts. 

2.  Modifications. — When  the  circumstances,  conditions,  limita- 
tions or  surroundings  of  any  business,  occupation,  trade,  inaustry  or 
premises,  to  which  this  chapter  applies  are  unusual,  or  such  as  render 
It  impracticable  to  enforce  all  the  provisions  applicable  thereto,  ihe 
fire  commissioner  may  waive,  or  modify  sucn  provisions  to  such 
extent  as  he  may  deem  necessary  in  the  premises  consistent  with 
public  safety.    (Amend.  May  25,  1915.) 

1 26.  Renevxds;  revocation. — Unless  otherwke  specifioally  pro- 
vided, every  permit,  certificate  of  fitness  or  certificate  of  registration 
or  renewal  thereof,  granted  hy  the  fire  commissioner,  sh^  be  for 
such  period  as  he  may  determme,  not  to  exceed  one  year,  and  shall 
be  a  mere  revocable  license.  Certificates  of  i^proval  need  not  be 
granted  f^  a  fixed  period,  and  may  be  revoked  at  any  time.  (Amend. 
May  26,  1915.) 

§  27.  Inspection. — Ev&y  permit  must  at  all  times  be  kept  on  the 
premises  designated  therein,  and  eveiv  certificate  of  fitness  shall 
at  all  times  be  kept  in  the  possession  of  the  person  to  whom  it  shall 
hare  been  issued  upon  pam  of  forfeiture  th^eof ,  and  shall  at  all 
tunes  be  subject  to  inn>eotion  by  any  officer  of  the  fire  or  police  de^ 
partments.    (Amend.  May  25,  1915.) 

ARTICLE  3 

BONDS  AND  FEES 

Sec.  40.  Bonds,  general-  provisions. 

41.  Schedule  of  bonds  required. 

42.  Fees  for  certificates. 

43.  Fees  for  permits. 

44.  Fees  for  special  permits. 

Sec.  40.  Bonds;  general  provisions. — All  bcoids  recjoired  to  be 
given  under  the  provisions  of  this  diapt^  ^lall  be  approved  by 
the  comptroller,  as  to  the  sufficiency  of  the  sureties,  and  oonditionea 
for  the  payment  of  any  loss,  damage  or  injury  resulting  to  persons 
or  prop^y  b]r  reason  of  carelessness,  negl^enoe  or  failure  to  comply 
mm  the  requirements  of  this  chaptw,  respecting  the  manufacture, 
tninsportation,  storage,  sale,  handling  or  use,  within  the  citv,  of 
any  artide  or  thing  covered  by  this  chapter;  except  that  no  bond 
flhafl  be  required  of  a  contractor  in  connection  witli  work  to  be  p^>- 
foimed  by  him  under  a  contract  with  the  city,  provided  he  has  med 
a  general  indemnity  bond  covering  such  contract. 
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§  41.  Schedule  of  bonds  required, — ^Except  as  provided  in  S  40  of  this 
chapter,  applicants  for  permits  of  the  following  masses  shall  give  bonds  in 
the  penal  sums  hereinafter  specified,  namely: 


Class  of  Permit  Bond 

1.  ExpUmves: 

to  bring  into  the  city,  and  sell,  transport  and  de- 
liver   $  6,000  00 

for  each  vessel  in  the  local  trade 5,000  00 

for  each  vehicle  engaged  in  local  delivery 5,000  00 

for  magasine,  first  class 25,000  00 

second  daas 20,000  00 

third  dass 15,000  00 

fourth  daas 10,000  00 

fifth  dass 6,000  00 

to  use 6,000  00 

2.  Fireujorke: 

to  manufacture,  bond  of  not  less  than 5,000  00 

to  store  and  sell: 

wholesale  value  of  $500 2,000  00 

wholesale  value  of  $1,500 5,000  00 

to   use   and   discharge,   wholesale   value   over  $10, 

single  occasion 1,000  00 

at  various  times  within  the  same  enclosure 2,000  00 


-*- 





§42.  Fees  for  certificatee. — ^Applicants  for  certificates  issued  under 
the  provisions  of  this  chapter  shajl  pay  annual  fees  as  follows: 


■T" 


Class  of  Certificate  Fee 

1.  Certificate  of  fitness  as  magazine  keeper $2  00 

other  certifiaates  of  fitness 5  00 

renewals ...» , 2  00 

2.  Certificate  of  a]H>fOval 25  00 

3.  Certificate  of  registration,  the  fee  required  for  a  permit  to 

manufacture  a  similar  artide  or  thing  within  the  city. 

4.  Certificates  of  fitness  for  transferring  carbonic  add,  botii 

originals  and  renewals,  50  cents. 


§  43.  Fees  for   permits. — ^Api^cants   for   permits   under   the   provi- 
sions of  this  chapter  shall  pay  annual  fees  as  follows: 

Class  of  Permits  Annual  Fee 


1,  Acids,  to  store: 

more  than  1  and  not  exceeding  15  carboys  of  any  acid 

or  acids,  except  picric  add $2  00 

more  than  15  carboys  of  any  add  or  adds,  except  picric 
*cid ^ 5  00 
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1-A — ^Acidfi,  Carbonic. 
Fee  for  a  permit  to  transfer  Carbonic  Acid  to  a  container  of 

lower  pressure,  for  distribution  to  the  trade $5  00 

1-B — ^Acids,  Carbonic. 
Fee  for  a  permit  to  transfer  Carbonic  Acid  to  a  container  of 
lower  pressure,  for  use  only  by  the  operator  at  his  own  retail 

soda  water  stand 1  00 

2.  Ammunition  for  small-arms: 

to  load  by  hand 6  CO 

to  store  and  sell: 

in  quantities  specified  in  $  81 50  00 

-    in  quantities  not  exceeding  25  per  cent,  of  quantities 

specified  in  §  81 10  OO 

to  use  blank  cartridge  on  the  stage 2  00 

d.  Barbers'  supplies,'  manufacturers  of,  when  applications  do 
not  exceed  2  bbls.  Columbian  spirits,  100  lbs.  essential 
oils,  1  bbl.  grain  alcohol 2  OO 

4.  Black  powder,  blasting  powder  or  smokeless  powder: 

to  store  14  to  250  pounds 10  00 

under  14  pounds .^ 5  00 

5.  Calcium  carbide: 

to  store,  less  than  600  pounds 10  00 

more  than  600  pounds. . .  •  25  00 

6*  Collodion,  in  factories  where  used  as  an  ingredient  of  a  manu- 

•  factured  product 10  00 

7.  Combustible  mixtures: 

to  manufacture 25  00 

to  store  and  sell .* 2  00 

8.  Confectionery    supplies,    manufacturers    of,    when    applica- 

tions do  not  exceed  7  bbls.  alcohol,  1,500  lbs.  glycerine; 
750  lbs.  essential  oils,  500  lbs.  flavoring,  250  lbs.  shellao, 
3  tons  cotton  seed  oil,  5  bales  excelsior,  2  gals,  benzine, 
10  lbs.  amyl  acetate,  50  gals,  cologne  spirits,  25  lbs.  sul- 
phuric acid,  7  lbs.  ether 10  00 

9.  Drug  store,  or  drug  or  chemical  supply-house: 

to  maintain  and  operate,  wholesale 10  OO 

to  maintain  and  operate,  retail 2  00 

10.  Electric  light   and   power  station,   when   applications   do 

not  exceed  20  gals,  gasoline,  5  gals,  benzine,  5  gals, 
muriatic  acid,  5  gals,  nitric  acid,  1  gal;  eth^,  100  gals, 
paints,  5  gals,  alcohol,  2  bbls.  varnish 5  00 

11.  Electric  and  other  blasting  C£q>s,  to  store  and  sell 25  00 

12.  Explosives: 

to  bring  into  the  city  and  sell: 

to  transport  and  deliver 250  00 

for  each  vessel  carrying  locally 50  00 

for  each  vehicle  delivering  locally 60  00 

to  use 25  00 

each  magaaine,  first  dass 25  00 

second  class , 20  00 

third  class 15  00 

-      ^  fourth  dass 10  00 

fifth  class 5  00 

13.  Essential  oils,  storage  and  sale: 

500  pounds  and  over 10  00 

100-600  lbs .'. v>       5  OO 

not  exceeding  100  lbs. 2  00 
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14.  Firecrackers,  to  store  in  warehouse : . . .  $26  00, 

15.  Fireworks: 

to  manufacture  and  store lOp  00 

to  store  and  sell,  at  any  one  time: 

wholesale  market  value  of  $1.500 . .  25  00 

of  wholesale  market  value  of  $500 * . .  10  00 

16.  Fuel  oil,  storage  and  use  of       5^  bbls.  to  50  bbls ..........  5  00 

over  50  bbla.  to  100  bbls 10  00 

over  100  bbls.; 25  00 

17.  Garage,  to  maintain  and  operate: 

storage — one  gasoline  storage  tank,  where  the  garage  con- 
tains not  more  than  two  motor  vehicles. 5  00 

one  gasoline  storage  tank,  where  the  garage  contains 

more  than  two  but  not  more  than,  fotir  motor  vehicles. . .     10  00 
one  gasoline  storage  tank,  where  the  garage  contains 

more  than  four  but  not  more  than  six  motor  vehicles. ...     15  00 
one  gasoline  storage  tank,   where  the .  garage  contains 

more  than  six  motor  vehicles *. 25  00 

each  additional  gasoline  storage  tank 10  00 

non-storage — ^where  the  garage  ccmtains  not  more  than 

four  motor  vehicles / . . .'       5  00 

each  additional  motor  vehicle. '     2  00 

But  in  no  case  shall  the  maximum  fee  for  a  permit  to  maintain 
and  operate  a  non-storage  garage  exceed  $25. 

Subject,  however,  to  the  provisions  of  subdiviaon  2,  of  sec- 
tion 150  of  this  chapter. 

The  unit  capacity  of  storage  tanks  for  purposes  of  fee  shall  be 
275  gallons,  or  major  portion  thereof.  (Amend.  Aug.  8,  1916.) 
The  fee  for  a  permit  for  a  one-story  garage,  divided  into  individ- 
ual stalls  or  compartments,  storixig  one  or  more  motor  vehicles, 
or  for  a  number  of  individual  garages  erected  on  the  same  plot  of 
ground, 'in  cases  where  a  person  continuously  in  charge  of  the 
premises  has  and  can  give  access  to  all  compartments,  shall  be 
based  on  the  total  number  of  motor  vehicles,  or  buried  tanks,  as 
provided  for  in  non-storage  or  storage  garages  in  this  section. 

Adc^ted  May  8,  1017.    Became  effective  May  22,  1917. 

18*  Gas  fixtures,  manufacturers  of,  when  applications  do  not 
exceed  3  carboys  nitric  acid,  3  carboys  muriatic  acid,* 
3  carboys  oil  of  viUiol,  6  bags  of  sawdust^  6  bales  excelsior, 
5  gals,  alcohol,  5  gals,  benzine,  10  gals,  lacquer,  10  gals. 

turi)entine 2  00 

1(K  Gases: 

to  generate  and  compress  acetylene  and  other  combus- 
tible gases,  including  storage  of  necessary  carbide ....     50  00 

same,  pressure  not  to  exceed  15  lbs.  to  sq.  in 5  00 

to  generate  and  compress  non-combustible 25  00 

to  storCr  and  sell  gases  compressed  to  a  pressure  ex- 
ceeding 15  lbs.  to  the  square  inch  in  quantilaes  greater 

than  those  specified  in  §  211,  subdivision  1 10  00 

to  store  and  use  in  quantities  greater  than  th^se  specified 

in:§  211.  subdivision  1 500 

to  store  tanks  or  cylinders  of  acetylene,   not  exceeding 

2,500  cu.  ft 5  00 

to  use  oxygen  in  blow^pipe  with  combustible  gas 5  00 
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20.  HjtlTo-carbon  and  other  coal-tar  produeta: 

to  distill  haadle  and  tranapoit IIOO  00 

31.  Inflanmable  mirturea: 

to  maniifactura 60  00 

except  where  no  TolatUe  inflamniable  oil  or  inflanunable 

ooal-torpioduct  is  stored  on  the  premiaes 10  00 

tostore,s^oruBemexce»af2S0Kal8 10  DO 

from60to250a8l8 5  00 

ding  SO  gals 2  00 

22.  to  alon-. 

LOOOIeet 10  DO 

30,000feet 26  00 

,  100.000  feet 60  00 

elB,  150.000  feet 76  00 

100  00 

jio  separate  from  a  nuuiu- 

iit 25  00 

100  00 

25.  :  oils,  to  store  and  s^  in 

Is 10  00 

24.  lanufactuie,  distill,  reotify 

orstore 10  00 

26.  Machine  oils,   lubiicatiiig  and  other  heavy  oiIb,  to  store 

and  Bell,  over  5  bbla 10  00 

26-  Matches: 

to  manutaoture 26  DO 

to  store  and  sell,  leea  than  GOO  matohmaa's  cross 5  00 

less  than  6,000  mBtchinSJi's  grcHa 10  M 

more  than  5,000  matchman's  gross 60  00 

27.  Motoivvehicle  repair^ebop,  to  msintain  and  operate 10  00 

for  BtortQg  volatile  inSaiomable  oils  for  each  tank  of 

276  gala,  or  lees  an  additional  fee  of IS  00 

28.  Niokel   [dating   efltablishment,   when   applications   do   not 

exceed  6  carboys  of  nitric  acid,  5  carboys  of  oil  of  vitriol, 
6  carboys  of  anunonift,  5  carboys  of  muriatic  acid "2  00 

29.  Nitro-cellulose  products: 

to  store  and  use  in  manufacture,  100  lbs.  or  more 60  00 

less  than  100  lbs 10  00 

to  collect,  transport  or  Btoi«  scraps  of 5  00 

30.  Oilswtd  fata,  to  store 10  00 

31.  I^unts^vanuaheaorlaoquMs: 

to  manufacture,  mix  or  compoand,  genosUy 60  00 

painto  onljr 26  00 

to  store  and  sell,  600  gals,  or  more 25  00 

100  to  600  gals 10  00 

less  than  100  gals 2  00 

to  st4ire  Bad  use,  500  gala,  or  more 10  00 

100W600«als. 5  00 

20  to  100  gals 2  00 

32.  Petroleum,  to  refine  and  distill 300  00 

33.  PetroleuiQ,  shale  oil  and  the  liquid   products  thereof   and 

to  storage  in  a  storage  plant: 

volatile  ioflammable  oils  in  quantities  not  exoeoding 
1,060   gallons,   or   other   oils   Dot   ezoesdiog   3,800 

Ballons 25  00 

other  oils,  3.300  gallons  to  10,000  g^lons.  an  addibicKial 

f"e  of 10  QD 
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volatile  inflammable  oils  or  other  oils  in  excess  of 

above  amounts $100  00 

to  store  and  sell: 

not  over  660  gallons 20  00 

at  retail,  not  over  100  ^als 10  00 

to  use  for  construction  work  on  streets  or  buildings        , 

under  construction 2  00 

34.  Photo-engravers,  when  applications  do  not  exceed  15 
carboys  of  nitric  acid,  6  carbo3^  acetic  acid,  2  bbls. 
wood  alcohol,  10  gals,  of  turpentine,  16  gals,  ether, 
6  gals,  bensole,  6  |^.  bensine,  16  &iAb.  collodion,  16 
carboys  muriatic  acid,  10  gals,  high  proof  spirits,  2  gals. 

rubber  cement,  2  pounds  soluble  cotton 6  00 

36.  Refrigeratingplants: 

capacity  of  10  tons  or  less 6  00 

capacity  of  10  tons  to  60  tons 10  00 

capacity  of  over  60  tons 20  00 

Except  as  above  provided,   fees  for  permits  shall   be 

fixed  by  the  fire  commissioner. 

36.  Rubber  cement  (yi  gal.  benzine  to  be  permitted  to  be 

stored  as  a  solvent)  not  to  exceed  6  gals 1  00 

37.  Technical  establishment,  to  operate  and  maintain 26  00 

38.  Vcdatile  inflammable  oils: 

tostore  and  sell  to  motor  boats,  not  over  10,000  gals 26  00 

in  approved  buried  system,  used  to  fill  fuel  tanks  of 
motor  vdiioles  owned  by  the  owner  of  such  system 

which  are  stored  on  other  premises 10  00 

to  store  and  use,  not  more  than  10  gals 2  00 

more  than  10  gals,  and  less  than 

66  gals 6  00 

to  store  and  use  in  dry-cleaning  or  dry-dyeing  plant : 

276  gals,  or  over 60  00 

70  to  276  gab 20  00 

not  exceeding  70  gals 10  00 

to  store  and  sell  at  an  oil  soling  station  up  to  660  gals.  ^ . .  .     20  00 

each  additional  unit  of  276  gals,  or  portion  thereof 10  00 

(As  amend.  May  26, 1916  and  Aug.  8, 1916.) 

Board  has  power  to  require  as  a  Ecense  fee  a  sum  reasonable  in  amount  to  de- 
fray expeuae  of  issuing  and  recording  license.    Mayor  v.  Miller,  12  Daly,  496. 

§44.  Fees  for  special  permits. — For  a  special  permit  the  applicant 
shall  pay  the  fee  fixed  by  the  fire  commissioner  at  the  time  of  author- 
izing the  pennit. 

146.  1.  No  diaritable  institution  in  the  City  of  New  York  which 
serves  the  public  free  of  charge  shall  be  required  to  pay  any  fees  for 
tiie  maintenance  and  operation  of  a  storage  or  non-storage  garage 
whkh  is  exdusively  used  for  the  houdng  of  a  motor  vehicle,  or  motor 
vehicles,  owned  by  and  employed  in  connection  with  such  institutions. 

Adcq^ted  Dooember  12, 1916.    Became  effective  December  36,  1916. 

2.  No  charitaUe  institution  in  the  City  of  New  York  which  serves  the 
public  free  of  charge  shall  be  required  to  pay  any  fees  for  any  permit 
required  under  the  provisions  of  this  chapter  of  the  Code  of  Ordinances, 
provided  the  article,  thing,  substance  or  compound  for  which  the  permit 
is  issued  is  owned  and  used  by  such  institution  for  charitiUble  purposes. 

Adopted  May  8,  1917.    Became  effective  May  22,  1917. 
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ARTICLE  4 


BfANUFACTUBE,  STORAGE,  SALE,  TRANSPORTATION   AND  USE  OP  EXPLOSIYBS 

Sec.  60.  Manufacture  prohibited. 

§  61.  Storage,  sale,  transportation,  use  or  possession  of  explosiveSt 
generally. 

62.  Packing  and  marking.  ' 

63.  Magazines. 

64.  Delivery  by  vehicle. 

65.  Vessels  carrying  explosives. 

66.  Report  of  deliveries. 

67.  Blasting  caps. 

68.  Black  powder,  blasting  powder,  or  smokeless  powder. 
S  69.  Use;  blasting. 

Storage  of  large  quantities  of  explosives  is  a  nuisance.  Ricker  v.  McDonald,  89 
App.  Div.  300. 

Sec.  60.  ManvSacture  prohibited. — No  person  shall  manufacture  electric 
fuses,  safety  fuses,  blasting  caps,  or  explosives  in  the  city.    . 

§  61.  Storage,  sale,  transportation,  nae  or  possession  of  explosives, 
generally.  1.  Permit. — No  person  shall  transport,  store,  sell,  delrver,  use 
or  have  in  his  pdsession  any  explosive  without  a  permit.  But  no  permit 
shall  be  granted  to  any  person  other  than  a  citizen  of  the  United  States. 

2.  OunrcoUon  and  soluble  cottxm.  No  person  shall  transport,  store  or 
sell  any  gun-ootton  or  soluble  cotton,  except  in  water-tight  metal 
vessels  containing  no  more  than  10  pounds  dry  weight,  anct  at  least 
20  per  cent,  of  water.    (Amend.  May  25,  1915.) 

3.  Nitroglycerine.^  1.^  No  person  shall  transport,  store,  keep,  sell, 
deliver,  use  or  have  in  his  possession  any  liquid  nitro-glycerine,  nor  shall 
any  person  store,  transport  or  use  between  November  1st  and  March  15th 
any  explosive  which  will  freeze  or  deteriorate  at  a  temperature  higher 
than  10  degrees  above  zero  F.;  provided,  that  permits  may  be  issued  for 
the  transportation  and  sale  of  nitn^glycerine  in  the  form  t>f  tablets,  pills 
or  granules,  in  quantities  not  exceeding  10,000  pieces,  containing  no  more 
than  one-fiftieth  of  a  grain  each.  No  explosives  containing  nitro-glycer- 
ine, and  not  intended  for  use  within  the  city,  shall  be  stored  or  kept 
therein  or  landed  at  or  upon  any  dock,  pier  or  bulkhead  th^Bof ,  except  as 
prescribed  by  the  fire  commissioner.    (Amend.  May  25, 1915.) 

4.  Transportaiion  or  delivery.  No  person  shall  transport  or  ddiver 
any  explosive  between  sunset  and  sunrise,  nor  in  a  completed  tunnel  or 
subway  imder  land  or  waters,  or  in  or  upon  any  public  conveyance,  nor 
shall  any  explosive  be  trani»>orted  through,  in  or  upon  any  street,  except 
in  the  manner  provided  in  §64  of  this  chapter. 

6.  Supervision.  No  person  shall  bring  into  the  city,  nor  transport, 
store,  deliver  or  use  any  explosive  therein  unless  same  shall  be  contin- 
ually under  the  care  and  supervision  of  one  or  more  persons,  each  holding 
a  certificate  of  fitness. 

6.  Unapproved  kinds,  types  or  brands,  ^o  -  permit  shall  be  issued 
for  the  bringing  into  the  cHy  or  for  the  transportation,  storage,  sale 
or  use  therein,  of  any  explosive  which  is  not  of  a  type,  kind  or  brand 
that  has  been  examined,  tested  and  approved  by  the  fire  commissioner. 

§  62.  Packing  and  marking.  No  person  shall  sell  or  deliver  for  use  any 
explosive  except  in  original  and  unbroken  packages^  and  when  packed 
as  follows: 

1.  Dynamite  and  other  blasting  compounds  containing  a  liquid  which 
may  exude^-in  strong  wooden  cases,  lined  with  a  liquid-proof  paper 
lining  suffictent  to  prevent  the  exudation  of  the  liquid.  Such  cases  shall 
be  of  two  sizes  only — ^to  contain  60  pounds  and  25  pounds  of  explosives, 
respectively. 

2.  Other   blasting    compounds    {except    black    and    smokeless   powder) 
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?rfuch  do  not  contain  a  subetance  subject  to  deleterious  infiu^icetf 
by  exposure  to  moisture — ^in  strong  wooden  cases,  of  two  siaes  only — 
to  contain  50  pounds  and  25  pounds  of  explosives,  respectively. 

3.  Sticks  or  cartridges.  All  explosives  put  up  in  the  form  of  sticks 
or  (partridges  shall  be  packed  so  as  to  lie  on  their  sides;  and  when  the 
boxes  are  loaded  in  or  upon  a  wagon,  tender,  lighter  or  vessel,  they 
shall  be  so  arranged  that  the  sticks  or  cartridges  rest  on  t^eir  sides. 

4.  Marking.  All  packages  oohtaining  explosives  for  transporta- 
tion,  storage,  sale  or  use  shall  bear  the  name  and  brand  of  the  ex- 
plosive and  the  name  of  the  manufacturer,  and  shall  have  plainly 
noarked  on  the  top  and  on  one  end  or  side  thereof  the  words,  **  UlQH 
EXPLOSIVES— DANGEROUS;"  and  shall  also  have  plaiidy 
naarked  on  the  top  thereof  the  words,  "THIS  SIDE  UP." 

§  63.  Magazines,  1  Permit. — No  prison  shall  store  or  keep  ex- 
plosives, except  in  a  magazine  for  which  a  permit  shall  have  oeen 
issued. 

2.  Special  permit.  A  special  permit  shall  be  required  for  the  stor- 
age of  explosives  in  a  magazine  of  either  the  first  or  second  class, 
as  classified  in  subdivision  4  of  this  section,  and  the  fire  commissioner 
may  at  any  time  require  the  holder  of  such  special  permit  to  change 
the  location  of  such  magazine,  or  establidi  a  new  one  in  another 
location. 

3.  Postinq  permit.  The  permit  issued  for  any  magazine  i^all  at 
all  times  be  K^t  in  the  magazine  and  readily  accessible  for  inq>ection. 

4.  Classification.   There  shall  be  five  classes  of  magazines,  namely: 

(a)  1st  class,  to  contain  not  more  than  1,000  pounds  of  explosives 

each; 

(b)  2d  class,  to  contain  not  more  than  500  pounds  of  explosives 

each; 
(e)  3d  class,  to  ccmtain  not  more  than  250  poimds  of  explosives 
each; 

(d)  4th  class,  to  contain  not  more  than  100  pounds  of  explosives 

each; 

(e)  5th  class,  to  contain  not  more  than  25  pounds  of  explosives 

each. 

5.  Construction.  All  magazines,  and  the  barricades  surrounding 
them  when  required  E^all  be  constructed  in  accordance  with  plans 
and  specifications  prescribed  therefor  by  the  fire  commissions. 
(Amend.  Maty  25,  1915.) 

6.  Danger  area.  A  danger  area  i^all  be  maintained  around  each 
magazine  in  proportion  to  the  quantity  of  explosives  contained 
therein.  The  magazine  keeper  shall  maintain  such  area  clean  and 
free  from  rubbish,  dead  grass,  shrubbery  and  oiher  obstructions,  and 
prevent  persons  from  loitering  therein.    (Amend.  May  26,  1915.) 

7.  Heating.    Repealed,  May  25,  1915. 

8.  Magazine-keepers.  No  person  holding  a  magazine  pamit  shall 
store  or  keep  explosives  therein  unless  a  person  holding  a  certificate 
of  fitness  as  a  magazine  keeper  be  continuouslv  in  charge  thereof; 
provided,  that  a  person  holding  a  certificate  of  fitness  as  a  blaster 
may  also  act  as  a  magazine  keeper  for  a  magazine  of  the  5th  class 
under  a  special  permit  of  the  fire  commissioner.  He  shall  keep 
an  accurate  daily  record  of  all  explosives  received  at  or  delivered 
from  the  magazine  under  his  charge,  which  i^all  i^ow  in  detail  how 
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tlie  explosives  have  been  used  or  oth^^ise  disposed  of,  and  ebaU  at 
f^  times  be  open  to  inspection  by  any  inspector  or  member  ol  the 
fire  department.  He  shall  first  deliver  from  the  ma^adne  such  ex* 
plosives  as  have  been  longest  therein.  All  magazines  shall  be  kept 
locbed,  exoei)t  when  being  inspected  or  when  explosives  are  b^ng 
placed  therein  or  removed  therdfrom;  and  the  magazine  ke^>er 
shall  at  all  times  have  the  ke^r  thereof  in  his  possession.  He  miist 
care  for  and  protect  the  magazine  and  its  contents  from  interference 
by  unauthorized  p^'sons,  and  he  must  be  constantly  on  the  lookout 
for  signs  which  would  indicate  leakage  of  nitro-glycerine  from  ex-^ 
plosives  under  his  charge,  and  all  explosives  in  such  condition  must 
be  the  next  used.  A  ma^;azine  keeper  shall  not  be  required  to  par- 
form  any  duty  that  will  m  any  way  interfere  with  his  duties  as  set 
forth  in  this  article.    (Amend.  May  25,  1915.) 

9.  McmagemerU.  A  magazine  shall  a^  all  tiicnes  be  k^t  clean  and 
dry  and  free  froibi  grit;  and  before  any  repairs  or  alterations  are  made 
to  any  part  thereof  all  explosives  shall  be  carefully  r^noved  to  a 
place  of  safety  and  the  magazine  thoroughly  washed  out.  In  case 
a  magazine  floor  becomes  stained  with  nitro-glycerine  it  shall  be  well 
scrubbed  with  a  stiff  broom,  hard  brush  or  mop,  using  a  solution 
of  one-half  gallon  of  wood  alcohol  and  two  pounds  of  sulp^de  of 
sodium  so  as  to  thoroughly  decompose  the  nitro-glycerine.  All 
tools,  used  in  makmg  such  repairs  or  alterations  sh«dl  be  of  wood, 
or  of  copper,  brass  or  other  soft  metal  or  material.  In  no  case  shall 
nails  or  screws  be  driven  into  a  magazine  in  making  repairs  or  altera- 
tions, nor  into  any  material  that  has  once  form^  a  part  therepf ; 
and  all  wooden  structural  parts  of  a  magazine,  if  discarded,  shall  be 
immediately  burned  at  a  safe  distance  there&om.  No  person  shall 
store,  place  or  keep  any  clothing,  cotton  waste  or  oth^  article  or 
thing  in  a  magazine  containing  explosives,  ^cept  a  wooden  mallet 
and  a  wooden  wedge  for  the  purpose  of  opening  ooxes  of  explosives, 
which  shall  be  opened  only  with  such  implements.  Magazine  keepers 
and  all  other  persons  handling,  storing  or  transporting  explosives 
are  prohibited  from  carrying  matdi^  or  permitting  matches  to  be 
brought  to  or  near  the  place  where  explosives  are  handled^  stored  or 
transported.    (Amend.  May  25, 1915.) 

10.^  Marking  esppUmves,  Each  contractor  holding  a  permit  for 
blasting,  before  placing  explosives  in  a  magazine,  shall  require  each 
stick  or  container  of  such  explosives  to  be  plainlv  labelled  or  marked 
with  a  magazine  number  of  identification,  to  be  furnished  b^  the 
fire  commissioner.  No  person,  not  holding  a  certificate  of  fitness 
as  a  blaster  or  a  magazine  keeper,  shall  use  or  have  in  his  possessiou 
any  explosives  not  marked  with  an  identification  number  as  -above 
provided*  All  unmarked  explosives  found  in  the  possession  of  a 
contractor  or  any  other  person,  except  the  manufacturer  thereof 
or  his  ^ent,  ma^r  be  confiscatea,  seized,  condemned  and  destroyed 
by  the  nre  commissioner. 

11. 

12.  Storage  restrictions.    No  person  shall 

(a)  Place,  keep  or  store  in  a  magazine  explosives  in  excess  of  the 
amount  stated  in  the  permit  therefor,  except  by  special  permission 
of  the  fire  commissioner. 

(b)  place,  keep  or  store  black  powder,  blasting  powder  or  smoke- 
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lesB  powder  in  a  tnagasine  oontainiiig  an^r  other  explosive,  or  in  4 
magatine  containing  olasting  caps,  detonators  t)r  electxic  fuses. 

(c)  Place,  keep  or  store  in,  or  oring  within  100  feet  of  a  ihagSKiM 
of  the  Ist,  2d.  3a  or  4th  dass  containing  explosives,  black  powder, 
blasting  powder  or  suM^eless  powder,  any  blastinff  caps,  cimeci 
cartridge,  detonator  or  any  other  article  or  thing  that  is  likefy  to 
cause  an  explosion  by  fHcuon,  shock,  heat  or  otherwise,  or  place  or 
store  dynamite  or  any  oUwr  high  explosive  in  any  magarine  which 
has  fnreviously  contained  black  or  blasting  powder,  without  first  oh* 
takmig  the  express  permission  of  ihe  fire  commissioner. 

(d)  Cap  a  cartridge  within  a  radius  of  100  feet  of  a  magazine 
(except  magasdnes  of  the  fifth  dass),  nor  cap  more  cartridges  thaa 
necemry  for  immediate  use.    (Amend.  May  25,  1915.) 

f  64.  Ddioery  by  vekide.  1.  Permit, — No  person  shall  carry  Or 
trani^xirt  explosives  through  the  streets  except  in  a  vd^de  propdled 
by  animal  or  electrical  power,  constructed  and  equipped  in  con- 
formity with  spedfications  approved  by  the  fire  comnusnoner.  f cnr 
whidi  a  p^init  shall  have  been  issued.    (Amend.  May  25, 1915.) 

2.  Cmslrtution.   Repealed,  May  25,  1915. 

3.  Drwers,  Each  such  vehide  shall  be  continuously  in  charge  of 
two  competent  persons,  eadi  hdding  a  certificate  (n  fitness  as  a 
himdler  of  eniiosives,  and  no  other  parson  shall  be  allowed  in  or 
upon  sudi  v^de.  No  person  in  chiuge  of  a  vehide  containiiig  es^ 
ploBives  shall  smoke  in  or  upon  sudi  vehide;  nor  drive,  load  or  un- 
load the  vehicle  while  intoxicated,  or  in  a  cardess  or  recddess  manner. 
(Amend.  May  25,  1915.)  ' 

4.  ExploderB,  No  pereon  dudl  place  or  carry  in  or  upon  a  vehide, 
oontidning  explosives,  any  exploders,  detonators,  blasting  eape^  or 
other  explosive  material^  nor  carry  in  or  upon  such  vehide  aiiy 
matdies,  metal  tool  or  piece  of  metal  or  any  mechanical  device  for 
producing  a  spark  or  fUune. 

5.  Fliio,  £adi  such  vehide  shall  display  upon  an  erect  pole  on  the 
front  end  thereof,  and  at  such  height  that  it  may  be  visible  from  idl 
directions,  a  red  flag  with  ihe  word  DANGER  painted,  stamped  or 
sewn  thereon  in  white  letters.  Each  flag  shall  be  at  least  18  inches  by 
30  indies  in  size,  and  the  letters  thereon  shall  be  at  least  12  inches  in 
bdght. 

6.  IrUerference  wUh,  No  person  shall  interfere  with  or  molest  a 
v^de  containing  explosives,  or  the  horses,  or  the  person  in  diarge 
thereof.  * 

7.  LoadlimU.  No  person  shall  carry  or  tranroort  in  or  upon  such  a 
vehide  any  explosives  in  excess  of  1,000  pounds. 

8.  Original  padcages.  No  person  in  charge  of  a  vehide  carrying 
explosives  diall  ddiver  them  except  in  original  and  unbrdcen  pack- 
ages, nor  at  any  place  other  than  a  duly  authorized  maganne  and 
to  the  person  in  charge  thereof. 

9.  Painted  vetmHian.  Each  such  vehide  shall  be  painted  ver- 
milion, and  shall  have  painted  on  its  sides  and  back,  in  easily  legUble 
idute  lett^v  at  least  12  inches  high,  the  word  EXPLOSIVES,  and  in 
smidler  letters  and  figures  the  name  of  the  owner  and  the  number  of 
the  pemut. 

10.  Route,  No  vehicle  containing  explosives  shall  be  driven,  for 
more  ^an  one  dty  block,  along  any  street  in  the  dty  over  wjiicb 
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there  is  an  elevated  railroad  or  uinier  which  there  is  a  tunnel  or 
subway  for  t^e  tranffp<Htation  of  passengers  or  freight,  nor  through 
a  crowded  str^t.  Each  v^icle  shall  be  propelled  by  animal  or 
electric  power,  amply  sufficient  to  haul  the  load,  and  no,  unneceeeary 
stops  shall  be  made  in  transit.  All  vehicles  containing  explosives^ 
proceeding  in  the  same  direction,  shall  maintain  a  distance  between 
them  of  one  city  block.  No  explosives  shall  be  transported  over  or 
upon  any  bridge  connecting  the  Borough  of  Brooklyn  or  the  Borough 
of  Queens  with  the  Borough  oi  Manhattan.  (Amend.  May  25, 1915.) 
§  65.  Vessels  carrying  explosives,  1.  Generally, — ^The  commander^ 
owner  or  owners  of  any  vessel  arriving  in  thei  p<Mrt  of  New  York, 
candying  e^qilosives  or  explosive  material  in  excess  of  the  amount 
required  for  the  ship's  own  use  for  signalling  and  life-saving  purposes 
^all,  before  approaching  nearer  than  1,000  feet  to  any  pier  line  of 
the  city,  obtain  a  permit  therefor  from  the  fire  commissioner. 
The  retention  for  more  than  48  hours  on  board  of  any  ship  lying  at  a 
dock,  pier  or  bulkhead  within  the  city  of  any  e]q>losives»  or  e3q>lo8ive 
material  in  excess  of  the  amount  required  for  tne  ^p's  own  use  for 
signalling  or  life-saving  purposes,  is  prohibited.  (Amend.  May  25, 
1916.) 

2.  Powd&r-hoats,  No  perscm  shall  transport  explosives  upon  the 
water  within  the  dty  for  deUvery  at  a  dock,  pier  or  bulkhead,  or  to  a 
vessel  ^dng  thereto,  except  in  a  lighter,  tender  or  other  vessel^  for 
which  a  pelrmit  diall  have  been  issued.  Each  such  vessel  shall,  while 
carrying  explosives,  have  continuously  on  boajrd  thereof  two  com- 
petent persons,  each  holding  a  certificate  of  fitness  as  a  handle  of 
explosives,  one  of  whom  shall  be  the  commander  of  the  vessel;  and 
no  person  other  than  the  holder  of  a  permit  issued  un^  {  61  of  this 
chapter  and  the  necessary  crew  shall  be  allowed  in  or  upon  such 
vessel.  Whaiever  practicable,  all  explosives  shall  be  stoweid  on  deck 
and  properly  covered  with  a  tarpaulm. 

3.  BuisHng  caps.  No  person  having  charge  of  a  vessel  carrying 
explosives  within  the  city  shall  also  carry  in  or  upon  such  vessel  at 
the  same  time,  any  electric  fuse,  blasting  caps,  detonators,  or  otner 
exploders. 

4.  Landing.  No  person  shall  land  or  place  explosives  upon  a 
dock,  pier,  bulkheaa  or  other  landing  place.  Explosives  intended 
'for  use  within  the  city  shall  be  transferred  from  tne  vessel  making 
Hie  delivery  directly  to  a  vehicle  for  transporting  explosives,  at  the 
docks  or  piers  designated  by  the  fire  commissioner,  for  which  a 
permit  has  been  issued  under  section  63  of  this  chapter.  Explosives 
mtended  for  shipment  to  points  outside  the  city  may  be  transferred 
from  a  vessel  directly  to  another  vessel  l3ring  at  a  city  dock  or  pier, 
designated  by  the  fire  ccmimission^,  provided  the  amount  so  trans- 
ferred AoBB  not  exceed  2,500  pounds.  All  such  shipments  in  excess 
of  2,500  pounds  and  not  exceemng  5,000  pounds  muk  be  transferred 
from  vessel  to  vessel  at  a  distance  of  not  less  than  1,000  feet  from 
any  city  pier.  line.    (Amend.  May  25, 1915.) 

5.  Preeauiums,  No  person  shall  smoke  while  in  or  upon  any  veosd 
carrying  explosives;  nor  carry  therein  or  th^'eon  any  matdies,  other 
than  8£uety  matches,  nor  allow  in  or  upon  such  vessel,  any  intox- 
ioated  person. 

f  66.  Report  of  deliveries. — No  holder  of  a  permit  under  seotioA  ^ 
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or  seetion  64  of  this  chapter  shall  deliver  explosives  to  any,  persoDi 
firm  or  corporation  not  holding  a  permit  from  the  fire  commii- 
flftCHier.  £^h  holder  of  such  a  permit  shall  file  with  the  commis- 
Bioner,  before  10  A.  M.  ol  each  business  day,  a  written  statement, 
under  oath,  of  all  deliveries  of  explosives  made  by  him  on  the  pre- 
ceding day,  which  shall  contain  the  following  information; 

(a)  Name  and  address  of  person  to  whom  delivered; 

(b)  Date  of  d^very; 

(c)  Location  of  magazine  where  delivered; 

(d)  Name  (^  person  having  charge  of  the  magazine  at  which 
delivery  was  maae; 

(e)  Number  of  pounds,  name  or  brand,  and  character  of  expih- 
sives  delivered  at  each  magazine.    (Amend.  May  25,  1915.) 

§  67.  Blasting  caps.    1.  Permits  to  transport ^  store  and  sell. — No 
person  shall  transport,  store  and  sell  any  electric  fuses,  safety  fuses  or' 
blasting  caps  without  a  permit. 

2.  Storage.  No  person  shall  bring  into,  transport,  store,  sell  or 
ddiver  within  the  city  any  blasting  caps,  except  when  packed  in 
tm  boxes  contiuning  not  more  than  100  caps  each.  No  holder  of  a 
permit  for  the  storage  and  use  of  explosives  issued  in  conformity 
with  this  chapter  shfdl  be  allowed  to  store  or  keep  more  than  l.OOO 
blasting  caps  without  a  permit  therefor;  and  blasting  caps  in  what- 
ever quantity  shall  be  kept  in  a  separate  magazine  at  least  100  feet 
disrtant  fnxn  any  magazine  contaimng  explosives.  (Amend.  May  25, 
1915.) 

3.  Ddwery  waaons.  No  person  shall  transport  or  cany  through 
the  streets  any  electric  blasting  caps  in  excess  of  5,000,  nor  shall  the 
same  be  carried  in  any  other  than  ae  duly  authorized  vdtucle,  which 
shall  comply  with  all  the  requirements  governing  vehicles  for  the 
transportation  of  explosives.  No  person  shall  place  or  carry  or 
cauae  to  be  placed  or  carried,  in  or  upon  any  vehicle  ccHitaining 
electric  fuses  or  blasting  caps,  any  other  explosive.  (Amend.  May  25, 
1915.) 

4.  Magaeines.  All  magazines  for  which  permits  are  issued  for 
the  storage  of  blasting  caps  shaU  be  deemed  to  be  magazines  of  the 
first  class,  and  shall  comply  with  all  requirements  governing  maga- 
zines <^  that  class.  Such  magazines  shall  not  be  permitted  to  eon- 
tain  more  than  20,000  blasting  caps  and  each  such  magazine  shall 
be  continuously  unde^r  the  care  of  a  person  holding  a  certificate  of 
fitness  as  a  magazine  keeper.    (Amend.  May  25, 1915.), 

5.  Packing.  No  person  shall  bring  into,  store,  sell  or  transport 
within  the  city  electric  blasting  caps  except  in  cartons  containing 
not  more  than  50  each;  and  when  packea  in  shipping  cases  such 
cases  shall  contain  not  more  than  500  caps.  No  person  shall  sell  and 
deliver  for  use  any  electric  fuses,  exc^t  in  original  and  unbrd^en 
cartons  containing  not  more  than  50  fuses  each.  (Amend.  May  25, 
1915.) 

6.  Wyoming.  Each  shipping  case  or  package  containing  electric 
fuses  or  blasting  caps  shall  bear  on  one  side  thereof  the  name  and 
address  of  the  manufacturer,  and  shall  have  plainly  marked  on  two 
sides  thereof  the  words  BLASTING  CAPS—HANDLE  CARE- 
FULLY, DO.NOT  STORE  OR  LOAD  WITH  ANY  EXPLOSIVE. 

{  68.  Bla^  powder,  blasting  powder  or  smokeless  powder.    1.  Per- 
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fh/U. — No  person  shall  transport,  store  or  sell  any  black  xxywder, 
blasting  powder  or  smokeless  powder,  without  a  permit. 

2.,Magatine8.  A  magazine  permit  for  the  storage  of  any  suoh 
powder  in  quantities  ag^egating  not  more  than  250  pounds  may  be 
issued,  but  no  such  permit  shall  be  issued  unless  the  me  commissioner 
shall  have  approved  its  location  and  construction.  AH  such  maga- 
nnes  shall  be  maintained  in  conformity  with  the  requirem^its  of  this 
chapter  concerning  magazines  for  the  storage  of  explodves. 

3.  Outside  exposure.  No  person  shall  e3qx)8e  any  such  powder  on 
the  outside  of  any  building  or  in  any  window  or  door  thereof 

4.  Packing,  AU  such  powder  stored  in  magazines  or  when  trans- 
pc^iied  withm  the  city  snail  be  i)acked  in  s^ng  wood^i,  fiber  or 
metallic  cans  or  canisters,  containing  not  more  than  25  pounds  each. 

5.  8fnaU  suj^plies.  A  permit  may  be  issued  for  the  storage  of  any 
such  powder  m  quantities  aggregating  not  more  than  14  pounds, 
proviaed  it  be  stored  in  a  receptacle  so  placed  that  it  can  be  flooded 
from  the  exterior  of  the  buildmg,  or  in  a  metal  reoeptade,  properly 
locked  and  on  wheels,  plainly  marked  ''Gunpowder,"  and  located  not 
more  than  10  feet  from  and  directly  opposite  the  aitranoe  nearest  the 
street  level. 

6.  Restrictions.  Noj)ermit  shall  be  issued  for  the  storage  and  sale 
of  blade  powder,  blastmg  powder  or  smokeless  powder  in  any  build- 
ing 

(a)  Which  is  occupied  as  a  tenement  house,  dwelling,  school  or 
theatre  or  other  place  of  public  amusement  or  assembly; 

G>)  Which  is  of  wooden  oonBtniction  (except  authorized  magar 
^es); 

(c)  Wh«:e  the  premises  covc^^d  by  the  permit  are  li|^ted  by  any 
means  other  than  electricity; 

(d)  Where  cigars,  cigarettes  or  tobaccos  are  k^t  for  sale; 

(e)  Where  pcumts,  varnishes  or  lacquers  are  manufactured,  stcMed 
or  kept  for  sale; 

(f)  -Where  matches,  rosin,  turpentine,  petroleum,  or  any  liquid 
product  thereof,  hemp,  cotton,  fireworks,  or  other  articles  of  a  himly 
inflammable  or  combustible  nature  are  manufactured,  stored  or  kept 
(or  sale. 

f  69.  Use;  blasting.  1.  QuafUity  of  expUmve. — No  person  shall 
use  in  a  blasting  operation  a  quantitv  <n  explosives  greater  than 
necessary  properly  to  start  the  rock;  but  the  inspector  of  blasting 
shall  have  authority  to  prescribe  the  maximum  quantity  of  explosives 
to  be  used. 

2.  Covering  hkuts.  Immediatdy  after  loading  and  tamping  the 
hole,  and  baore  firing  the  blast,  the  rock  to  be  blasted  shall  be 
eov^ed  on  all  exposeasides  with  a  strong  woven  matting  of  rope  or 
wire  at  least  1^  mches  in  diameter,  and  at  least  12  timben^  each  10 
feet  long  and  10  inches  in  mnallest  diameter,  held  securely  together 
by  chains  or  by  iron  or  steel  cables  at  least  ^  of  an  inch  in  diameter. 
After  the  rock  has  been  thus  covered,  the  blaist  shall  be  fired  without 
unnecessary  delay.  The  inspector  of  blasting  shall  have  authority 
to  prescribe  the  amount  and  manner  of  application  of  the  protective 
covmng  to  be  placed  over  blasts  situated  on  the  perpendicular  or 
diagonal  side  of  a  rock,  and  over  blasts  for  ditch-work,  block-holes, 
manholes,  pc^e-holes,  electric  wire  subways,  sewer  and  gas  conneo- 
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taona,  gaa  and  wat«r-maInB.  The  i>n>viBioa8  of  this  subdiviaion  aball 
not  apply  to  blasting  operatione  in  a  timnel  or  subway  when  the 
blast  la  situated  more  tnan  100  feet  from  the  mouth  or  opening  to 
the  tunnel  and  at  least  10  feet  below  the  outer  surfaoe  of  the  rook. 
(Amend.  May  25,  1915.) 

3.  Firing.  No  {tenon 
<A  time,  alov-bunung  at 
some  form  of  dectrical  t 
a  blast  Qie  blasts  shall  g 
man,  carrying  a  red  flag, 
the  blast  at  each  avenue  < 
subway  work,  the  blaste 
lob  after  the  luadinK  is  c 
the  blaster  only  ahall  be 
fire  the  blast.   After  the  t 

"      m  the  a 
liediot, 

all  the 

h.    fhe 

ing  and 
shall  be 

,  ut  bef  or 
across  the  tunnel  from  tl 
When  a  heading  is  to  be 
allowed  to  be  Imtded.  Tl 
is  allowed  to  be  fully  loi 
work  the  blaster  may  di 
he  is  assured  that  all  pro 
«auti<MiB  taken  for  firmg 
firine,  the  lead  wires  mi 
eKcavation  from  the  wi^ 
must  be  properly  insulaicu. 

All  electric  apparatus  of  whatever  nature  used  in  blasting  opera- 
tions ahaH  be  kept  lo4^ed  and  under  the  direct  personal  charge  of  the 
blaster. 

Where  two  or  m^e  blasto^  are  employed  on  the  rame  job,  each 
blaster  shall  sign  with  the  magaiine  Keeper  for  the  amount  of  ex- 
plosives removed,  and  the  time  when  taken,  and  shall  be  responsible 
botii  for  all  the  explosives  used  by  him  and  for  the  prompt  return 
to  the  magazine  of  any  explosives  not  immediately  used  on  the  job. 
{Amend.  May  25,  1915.) 

4.  Hovr*.  No  person  shall  conduct  blasting  tolerations  within  the 
dty  betwem  the  hours  of  7  o'clock  p.  m.  and  7  o'clock  a.  m.,  nor  at 
toy  time  on  Sunday,  except  under  authority  of  a  special  permit, 

a.  Shoring.  The  blasting  of  rock  contiguous  to  any  structure  shall 
be  so  oimdueted  as  not  to  cause  damage  thereto;  and,  to  this  end, 
weak  walls  or  other  supports  siiall  be  shored  up,  and  rottm  or  decom' 
posed  nx%  ahall  be  removed,  only  by  the  use  of  gads,  picks  or  crow- 
Elan.    When  blasting  in  the  vidnity  d  a  weak  structure  is  unavoid- 
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chaises,  shaUbe  used. 

6.  Tamping.     Blasting  charges  shall  be  tamped  only  by  meana  of 
wooden  tamping  rods,  and  explosives  shall  be  pressed  or  set  into 


upon  receivin{(  the  expreesed  permisdon  of  the  fire  commia^on^i 

obtain  a  sufficient  quantity  of  explosives  for  tlie  blast  (in  no  case 
exceeding  five  pounds)  from  a  magazine  not  more  than  1,500  feet 
from  his  job,  ana  may  carry  them  to  such  job  in  a  manner  satisfactory 
to  the  fire  commissioner,  and  may  load  and  shoot  the  holes  as  pro- 
vided by  these  rra^Iationa.  All  explosives  not  used  la  the  alaSt 
shall  be  immediately  returned  to  the  magazine  from  which  obtun<d. 
fNew  -Ord.  May  25,  19150 
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ARTICLE  5 

ABfMCTNITlON 

Sec.  8&.  Mantifaoturing:  loading. 
§  81.  Storage  and  sale 

Sec.  80.  Mam^acturing;  loadi^g.^-^Ka  person  shall  manufacture, 
or  load  ammunition  by  power  machinery.  A  special  permit  may  be 
issued  to  a  person  holding  a  permit  for  the  storage  and  sale  of  ammu- 
nition, authoriMng  the  Toad  of  small  arms  ammunition  by  hand. 

{  81.  Storage  and  sale.  1.  Permit, — No  person  idiaU  store,  ^  Olf 
offer  for  sale  any  ammunition  in  excess  of  200  small  arms  cartridges 
wiUiout  a  permit.    (Amend.  May  25,  1915.) 

2.  Blanks  for  artillery.  Holders  of  permits  issued  under  this 
section  may  store  a  limited  numb^  of  blame  shells  or  cartridges  to  be 
used  in  cannon  for  saluting  purposes;  the  niunber  to  be  so  i^i'ed 
shall  be  fixed  by  the  fire  oommissionar  in  each  case,  and  shall  be 
stated  in  t^  permit. 

3.  Quantities.  .The  fire  commisfflon^  may  fix  the  maxTmum 
(juaiitity  of  ammunition  to  be  stored  in  actv  premises  for  whidra 
permit  is  applied,  and  the  quantity  so  fixed  shall  be  stated  in  the 
permit';  but  no  permit  shall  be  issued  tor  the  storage  of  amnuinidon 
in  quantities  greater  than  the  following: 

300,i)00  loaded  shdls  containing  shot,  for  shotguns  not  exceeding 
No.  8  gauge; 

2,600,000  cartridges  for  oistols; 

500,000  cartridges  for  rifles  oi  a  oahber  not  larger  than  .45  of  an 
inch; 

10^000  cartridges  for  rifles  of  a  caliber  not  larger  than  .50  of  an 
inch; 

5,000  cartridges  for  rifles  of  a  caliber  between  .50  of  an  inch  and 
.58  of  an  inch; 

5,000  blank  cartridges  of  a  caliber  not  lar^  than  .45  of  an  Im^; 

8,000,000  primers  for  central  Gfe  ammumtion; 

6,000,000  percussion  ci^s,  or  primers,  without  anvils. 

4.  ResiricH&ns.  No  permit  for  the  storage  and  sale  of  ammu- 
nition m  excess  of  200  small  arm?  cartridges  shall  be  issued  for  any 
premises — 

(a)  Which  are  occupied  as  a  tenement  house,  school,  theatre  or 
other  plaoe  of  public  amusement  or  assembly,  excepting  armories  of 
the  National  Guard; 

(b)  Whk^  ate  used  as  a  dtug  store,  paint  dtore,  pawn  shop  or 
stationery  store; 

(c)  Whei«  cigars,  cigarettes  or  tobaccos  ^e  Stored  dr  kept  for  sale; 

(d)  Where  liquors  are  sold; 

(e)  Where  other  materials  of  a  highly  inflammable  nature  are 
manufactured,  stored  or  kept  for  sale,  but  this  restriction  riiall  not 
mfy  to  a  peMon  duly  lauthorized  to  keep  and  sell  gunpowder; 

(0  Where  fireworks  are  manufactured,  stored  or  sold.  (Amend.' 
May  25,  1915.) 

5.  ThBoHrieai  U84.    No  permit  shall  be  issued  for  the  use  of  folai^ 
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cartridges,  except  in  connection  with  performances  in  duly  author- 
ised  theatres  or  places  of  public  amupfm^nt,  or  for  saluting  purposes, 
as  provided  in  subdivision  2  of  this  section. 

6.  Window  displays.  No  holder  c^  a  permit  for  the  storage  and 
sale  of  ammunition  shall  store  or  exhibit  in  the  windows  or  doors 
of  the  premises  covered  by  the  permit  any  cartridge  or  sbellsh^xHiH 
taining  explosives. 


ARTICLE  6 

FIBEWORKS 

Sec.  00.  Manufacture. 

S  9h  Signal  lights. 

92.  Storage,  sale  and  transpoitation, 

93.  Prohibited  typ^.  , 

94.  Prohibited,  except  for  export.   . 
d5.  Dii^charge  of  fireworks. 

f. 
Sec.  90.  Manufacture.    1.  Permit. — No  person  shall  m^nulaetiire 
any  fireworks  m  the  city  without  a  permit.  , 

2;  Conditions.  Such  a  permit  may  be  issued  upon  the  f oUowiog 
conditions: 

.  (a)  The  manufactory  shall  not  be  situated  nearer  than  200  feet 
to  any  building  not  used  in  connection  with  audi  manufacture,  or 
to  any  street,  and  not  nearer  than  50  feet  to  any  building  used  for 
the  stor^e  of  explosives  or  fireworks,  nor  nearer  than  25  feet  to  aay' 
other  buuding  within  the  factory  enclosure; 

(b)  pi^mises  where  fireworks  are  manufactured  diaU  be  enclosed 
on  aQ  sides  by  a  substantial  fence,  and  all  openings  to  such  en- 
closure G^aU  be  fitted  with  suitable  gates,  wMch,  when  not  locked, 
snail  be  in  charge  of  a  competent  watchman,  who  shall  have  chai^ 
of  t(i&manufactoary  when  it  is  not  in  active  cmenMion; 

(c)  Premises  wnere  fireworks  are  manufactured  shall  have,  at 
legBt  3  fire  h^ants  placed  in  diff^ent  parts  of  the  endosurcj  con- 
nected to  an  adequate  supply  of  wata*  under  pressure,  the  hose 
to  be  sufficient  to  reach  all  parts,  of  the  bmldin^  witmn  the  &ar- 
closure,  and  th^e  shall  at  all  timeis  be  kept,  withm  a  distance  of  5 
feet  of  each  building  inside  such  eticlosure,  at  least  6 10-quaH  buckets^ 
full  of  water,  and  at  least  6  10-quart  buckets  f uU  of  sand;  (Amend. 
Aug.  8. 1916.) 

(d)  The'manufactory  shall  at  all  times  he  supplied  with  adequate 
means  of  communication  with  the  fire  departmcpat,  mah  as  a  tele- 
plione  or  fire  alarm  bo^ee^  imd  shall  be  lighted  oiafy  by  inoasdesoent  ^ 
electric  lights; 

(e)  A  buildmg  used  for  the  stcH'age  of  explosives  or  (ar  the  storage 
of  finished  fireworks  shall  not  be  situated  near^  thaa  300  feet  to  any 
building  not  used  in  connection  with  th^  maaula^tuie  oi  fireworioi, 
or  to  any  street: 

3.  Packing.  Torpedoes  must  be  packed  with  sawdAist  in  psfMT 
cartons,  and  these  packed  in  wooden  ^pping  cases:  but  ne  ^tipping 
case  shall  contain  more  than  1,000  torpedoes.  Firewcrics  htavvaic 
fuses  attached  or  inserted  shall  be  packed  in  such  vwmfiK  tlin^  1^ 
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JfuM  ahldl  1^  poont  in  ttm  same  directioii,  and  the  label  shall  be 
afctoehed  to  the  end  oC  the  package  opposite  the  fuse. 

4.  Reatricticna^  No  person  shall  manufaoture  within  the  city  of 
New  York  any  of  the  following  articles: 

(a)  Fireworks  containing  dxlorates  (except  ddorate  of  potash 
and  chlorate  of  barium),  picrates,  fulminates  or  any  high  eiqMosive; 

(b)  Fireworks  containing  chlorate  and  sulphur  in  admixture; 

(c)  Railroad  track  torpedoes; 

(d)  Flashlight  eompositions; 

(e)  Hcrates  or  fulminates; 

(f)  Fireworks  whistles; 

(g)  Explosive  marbles;  ' 
(h)  Blank  cartridges; 

^  (i)  Fireworics  with  match*head  or  self-lighting  ^ids,  except  ship 

(])  Fireworks  containing  red  or  white  phosphorus; 

(k)  Compounds  used  for  detonating  purposes;  primers,  or  electrical 
fuses,  or  an3^  composition  used  to  obtain  audible  or  visible  effects 
by  combustion,  comlosion  or  detonation  in  cannon,  machine  at 
rapid-fire  guns;  shells,  torpedoes  or  war  rockets. 

5.  Supervision,  All  premises  wh«%  fireworks  are  manufactured 
shall,  wmle  in  <qieration,  be  continuously  under  the  chcorge  and 
supervision  of  one  or  more  persons,  each  holding  a  c^*tificate  of 
fitoess  as  a  supeiinteulent  or  manager  of  a  fireworks  factory. 

(  01.  Signal  light$.—Th%  manufacture  of  railroad  and  ship  signal 
li^ts,  signal  compositions,  and  rockets  shall  be  governed  by  the 
same  reflulations  as  govern  the  manufacture  of  fireworks. 

i  92,  Storage,  sale  and  transportation,  1.  Certificate  qf  reaistTa^ 
turn, — ^No  person  shall  transport,  store  or  sell  fireworks  unless  a 
certificate  of  registration  of  the  name  of  the  mani^acturer  thereof 
idiall  have  been  issued;  provided,  however,  that  certificates  of  regis- 
tration shall  not  be  required  for  fireworks  manufactured  under  a 
permit  issued  in  conformity  with  {  60  of  this  article. 

2.  Permit,  No  person  snail  store  or  sell  fireworks  without  a  p^* 
mit. 

3.  BeetricHons.  No  permit  under  this  section  shall  be  issued  for 
any  premises 

(a)  Which  are  occupied  as  a  tenement  house,  school,  workshop, 
factory,  theatre  or  other  place  of  pubUo  amusement  or  assembly; 

(b)  Which  are  not  equipped  with  an  approved  system  of  automatic 
sprinklers; 

(c)  Which  are  of  wooden  oQtistruction; 

(d)  Whidi  are  artificially  lighted  by  any  means  other  than  elec- 
tricity; 

(e)  Where  dgars^  ci^^arettes  or  tobaccos  are  kept  for  sale;       i 

(f)  Where  paints,  oils,  varnishes,  lacquers  or  inflammable  liquids 
are  manufactured,  stored  or  kept  tot  sale; 

(g)  Where  drygoods  <Hr-  other  materials  of  a  highly  inflammable 
nature  are  maniuactured,  stored  or  sold; 

(h)  Where  matches,  rosin,  turpentine,  petroleum  or  any  liauid 
product  thereof,  hemp,  or  ^cplosives  are  manufactured,  stored  or 
fc^t  for  sale* 

4.  Bsotingudekors,    All  holders  of  pamits  under  this  secticm  shaU 
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keep  on  the  premises  oov^^  by  the  pennit,  in  a  oonvemeniloeajlioo, 
at  least  6  ICkiuart 'buckets  of  water  and  6  lO-^foart  buckets  of  mid» 
fit  and  ready  for  use  in  case  c^  fire.    (Amend.  Aug.  8, 1916t) 

5.  Firecrackers.  A  permit  may  be  issued  to  a  person  doing  a 
general  storage  or  warehouse  business  for  the  storage,  in  a  duly 
authorized  warehouse,  of  firecrackers  composed  only  of  sulphur, 
saltpeter  and  charcoal  mixtures,  and  the  quantity  of  mrecrackers  to 
be  so  stored  shall  in  each  case  be  stated  in  the  permit. 

6.  Local  transportation, — No  person  shall  oarnr  or  transport 
through  the  streets  fireworks  exceeding  in  wholesde  market  value 
the  sum  of  $10,  unless  they  are  securely  packed  in  ^aric-proof  wooden 
or  metal  packages  having  plainly  nifarked  on  the  outside  thereof  in 
laree  legible  letters  the  words  FIREWORKS-EXPLOSIVE,  but 
ui^er  no  circumstances  shall  stny  person  cany  or  tranq>ort  fireworks 
in  a  tunnel  or  subwav  under  the  streets,  lands  or  waters  of  the  ci^, 
to  which  the  public  has  access.  ' 

7.  Manufacturer's  mark.  All  fireworks  st(Mred  or  sold,  except 
imported  Chinese  firecrackers,  ^all  bear  the  name  of  the  manufac- 
turer {Mainly  marked  upon  the  outside  of  each  pcickage  and  shipping 
case. 

8.  QfMntities  limited.  No  permit  shall  be  issued  for  the  storage 
and  sale  of  fireworks  in  any  building  to  an  amount  in  excess  ol 
$1,500.  wholesale  market  value. 

9.  Street  sales.  No  person  shall  sell  or  esdiibit  for  sale  any  fire- 
works on  sidewalks,  streets,  parks,  squares^  bulkheads,  piers  or  other 
public  places. 

10.  Window  displays.  No  perscm  shall  keep,  store  or  exhibit  fir^ 
works  in  the  windows  or  doors  of  the  premises  covered  by  a  pamit 
for  the  storage  and  sale  thereof. 

§  93.  Prohibited  types.  1.'  StcrafCf  transportation  or  «afe.— No  per- 
son shall  store,  transport  or  sell  within  the  City  of  New  York  any  <rf 
the  following  articles: 

(a)  Fireworks  containing  chlorates  (exc^t  chlorate  of  potash 
and  chlorate  of  barium),  picrates,  fulminates  or  any  high  explosive; 

(b)  Fireworks  containing  sulphur  and  chlorate  in  admixture; 

(c)  Bombardments  or  mandarins  made  of  chlorate  mixtures; 

(d)  Canes  with  chlorate  mixtures; 

(e)  Cartridge  exploders; 

(f)  Fireworks  known  as  cannon  salutes; 

(g)  Fireworks  with  matd^head  or  self-ligjiting  ends,  except  Aip 
siimalsi 

(h)  Fireworks  containing  red  or  white  phoq)horouB; 
(i)  E^losive  marbles; 

(j)  Compositions  used  for  detonating  purposes. 
2.  %Discharge  or  use.    No  person  shall  use  or  dischaige  any  of  the 
following  articles: 

(a)  Rockets  or  aerial  salutes  of  any  kind; 

(b)  Firewoiks  containing  chlorates  (except  chlorate  of  potash  and 
chlorate  of  barium),  picrates,  fulminates  or  imy  high  explosive; 

(c)  Firecrackers  longer  than  five  inches  or  Iwger  than  three- 
fourths  of  an  inch  in  diameter; 

(d)  Fireworks  containing  sulphur  and  chlorate  in  admixture; 

(e)  Bombardments  or  mandarins  made  of  chlorate  miacturai; 
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(I)  Bombs  and  shells; 
(ff)  All  fireworks  known  as  cannon  salutes; 
(h)  Fireworks  technically  known  as  flying  pige(Mis,  flying  devfla^ 
wlurfwinds,  wheat  sheaves  and  gatling  batteries; 


(i)  Fireworks  containing  red  or  white  pho^horus; 

8)  Fireworks  with  match  heads  or  self-lighting  end 
z)  Balloons  carrying  a  lighted  substance; 


(1)  Cartridges  of  any  kind,  except  as  provided  in  Article  V; 

(m)  E3q)losive  marbles; 

(n)  Compositions  used  fw  detonatii^  purposes,  except  as  pro- 
vided for  in  Article  IV. 

S  94.  Prohibited^  excevt  for  escvorU — ^No  person  shall  store,  sell  or 
transport,  except  for  aehvery  beyond  the  city  limits^  any  of  thft 
following  articles: 

(a)  Rockets  or  aerial  salutes; 

(b)  Firecrackers  longer  than  5  inches  or  larger  than  ^  of  an  iaoh 
in  diameter; 

<o)  Bombs  and  shells; 

(d)  Fireworks  technically  known  as  fljdng  pigeons,  flying  de^fUt, 
w^iwinds,  wheat  sheaves,  gatling  batteries,  and  similar  arucfes; 

(e)  Fireworks  containing  red  or  white  pho^horus; 

(f )  Balloons  ^hich  are  to  be  operated  by  a  lighted  substanoe. 
§05.  Discharge  of  firevkrrka,    1.  Permtt.-^No  person  eliall  use  or 

discharge  any  fireworks  within  the  city  without  a  permit. 

2;  Jiiy  J/ih  exempHon.  No  permit  raall  be  required  for  t^  use  and 
disdiarge  of  fireworks  during  a  period  of  24  hours  oovmng  "die  hd' 
iday  known  as  the  ''Fourth  of  July,"  where  the  quantity  craoharged 
does  not  exceed  in  wholesale  market  value  the  sum  <A  $2. 

Z.  Polioe  notification.  All  permits  for  the  use  and  dischaige  of 
fireworks  shall  be  issued  in  duplicate,  and  shall  show  the  name  ol 
t&e  header  of  the  permit,  the  names  of  his  emplovees  (if  any)  who  are 
to  discharge  the  firew^ks  and  the  numbers  of  their  oertificates  <rf 
fitness  (when  required);  the  place  and  time  of  display:  tiie  quantity > 
kind  and  wbolesale  maiiet  value  of  the  fireworks  to  be  dischaiged. 
flouiitiie  distaace  to  be  preserved  between  the  place  ol  dischai^  ana 
the  bystanders  and  nearby  buildings.  One  of  the  duplicate  permits 
shall  be  filed  with  the  commanding  officer  of  the  poMce  precinct  within 
wfaieh  the  diiqilay  is  to  be  given,  and  diall  be  evidence  of  the  right 
of  the  person  named  therein  to  give  the  display. 

4.  BoatpojMment  of  disjday.  In  case  it  snail  be  impracticable  to 
make  the  display  at  the  time  authorized  in  the  permit,  the  fire  oom^ 
ooissioner  inay  auUKxisBe  such  display  at  another  time,  by  c^tifica- 
tion  on  the  permit,  and  without  exacting  another  fee  theref(»*. 

5.  Resirictiona.    No  person  shall  discharge  fireworks: 

(a)  In  or  upon  any  street  which  is  less  dian  80  feet  in  width  be- 
tween the  building  Unes; 

(b)  Within  a  radius  of  1,000  feet  of  any  hospital. 

6.  Displays  inside  theatres  and  other  huHdings,  No  person  shall 
disi^y  ai^  fireworks,  flaidilights,  colored  fire,  or  open  lights,  upon 
the  stage  of  any  theatre  or  other  place  of  public  amusement  or 
flssemb^  without  a  permit.    (As  amend.) 

7^  Supervision,  No  person  shsdl  use  or  discharge  fireworks  ex- 
ceeding in  wholesale  market  value  the  sum  of  $10  without  having 
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obtained  from  the  fire  oommisoioner  a  certificate  of  fitnee  aa  a 
pyrotechnist. 

JibtiBsr  1 6S1  of  tbi  C.  O.  is  now  replaeed  bsF  regulatbni  in  tiiis  ohmten  Soeoial 
ordinances  pennitting  use  of  fireworks  on  apecial  occasions  are  invalid.  Landau  v. 
City  of  N.  Y.,  180  N.  Y.  48.  Liability  of  cify  for  injuries  discussed.  Melker  v.  City 
of  N.  Y.,  190  N.  Y.  481.  When  city  Is  liable  for  explosion.  De  Agramonti  v.  Ci^ 
of  Mt.  Vernon,  U2  App.  Div.  291;  City  of  N.  Y.  v.  Hearst,  142  App.  Div.  343. 

When  permit  to  dischan^  fireworks,  may  be  a  nuisance.  Tripler  v.  Majrw,  139 
N.  Y.  1;  Speir  v.  Qty  of  Brooklyn,  139  N.  Y.  6. 


ARTICLE  7 

UA'TOHflB 

S«0v  100.  Manttfacture. 

101.  Transportation,  storage  and  sale. 

102.  Approved  matches. 
108.  white  i^os{dioru0. 

Sec.  100.  Manufacture.  1.  Permit  regutred.— «No  petson  shall 
mdl^Mactiire  aay  matches  without  a  permit. 

2.  Conditwna,  No  such  permit  shall  be  issued  unless  the  manufae* 
turing  is  to  be  carried  on  in  a  building  used  exclusively  for  that 
purpose,  the  walls  of  which  ate  constructed  of  brick,  stone  or  other 
fire  resisting  material,  and  artificially  lighted  by  any  meansother  than 
electricity. 

i  101.  Transportation,  storage  and  sale.  1.  Permit  required, — ^No 
person  shall  transport,  store  or  sell  matches  without  a  permit;  but 
no  such  permit  shall  be  required  of  a  person  holding  a  permit  to 
manufacture  matdies;  nor  for  the  6t(»*age  and  sale  in  quantities 
aggregating,  at  any  time,  not  more  than  60  matohman's  gross  (14,400 
matches  each  gross). 

2.  Bestrictione,  No  permit  shall  be  issued  for  the  stcnage  or  sale  of 
matches  within  the  city  in  quantities  aggregating  more  than  60 
matohman'a  gross  for  au^  premises — 

(a)  Which  are  occupied  as  a  tenement  house,  dwelling,  sduxd, 
WorJiEshop,  factory,  theatre  or  other  place  of  public  amuacnoatitar 
assemUy; 

(b)  Which  are  of  wooden  e(»iiriaiietion;  ^      ' 

(c)  Whare  paints,  oils,  varnishes,  lacquers,  rosin,  turpentine^ 
petroleum  or  any  liquid  product  tWeof ,  hemp,  cotton^  gniiQottoi^ 
smok^ess  powder,  black  powder,  blasting  powd^^  mreworicB,  or 
any  other  explosives  are  manufactured,  labored  or  kept  iar  sale;^ 

(d)  Which  are  not  provided  with  such  nun^er  of  nre  ezting^mshem 
and  pails  oC  water  as  may  be  required  by  the  fire  commissioner. 

§  102.  Approved  matches,  1.  Certificate  of  approvai. — ^No  person 
shall  transport,  store  or  sell  any  matches  for  which  a  certificate  of 
approval  shall  not  have  been  issued.  The  applicant  for  such  certif-* 
icate  shall  deposit  wiilih  the  fire  commisBioner  a  samite  of  the  matebes 
f  Oir  which  approt^  is  requested,  packed  in  the  labeled  boxes  or  con- 
tainers in;  wni(^  such  matches  are  to  be  sold,  and  no  such  aiqsUcatioii 
shall  include  more  than  one  kind  or  t3rpe  of  matdi,  but  mv&al 
brands  or  names  of  the  same  kind  or  type  of  match  may  be  induded 
and  a  single  certificate  of  approval  therefor  be  issued.  (Amend. 
May  267l5l6.) 
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%  FwBeeSf  wind  inaiches,  afiert^on).  No  certificate  of  approval  ^lall 
be  issued  for  any  match  of  the  type  lor  kind  commonly  known  as 
"fuaees"  or  "wind  i^atches/'  or  for  a  match  the  stick  cm  which  has 
not  been  treated  to  a  process  of  impregnation  for  the  purpose  (A 
preventine  an  afterglow. 

3.  Mark,  No  person  shall  store,  transport  or  sdl  matches  unless 
the  box  or  container  in  which  they  are  packed  bears  plainly  marked 
on  the  outside  thereof  the  name  of  the  manufacturer,  or  in  {he  case 
of  matches  of  foreign  manufacture,  the  name  of  the  importer  or 
agent,  and  in  every  case  a  distinctive  brand  or  marie  or  name.  No 
perscm  shall  place  m  a  box  or  container  marked  as  prescribed  in  this 
subdivision,  any  matches  for  which  a  certificate  of  approval  shall 
not  have  been  issued.  (Amend.  May  25, 1915.) 
^  4.  Packing.  Not  more  than  1,000  matches  shall  be  placed  in  a 
single  box  or  container;  and  where  more  than  200  matches  are  placed 
in  a  sii^e  box  or  container  they  shall  be  arran^  in  la^rers,  wi^ 
the  heads  of  alternate  layers  pointing  in  the  opposite  direction  to  the 
heads  of  the  matches  in  the  layer  immediatdy  above  and  below. 

5.  Serial  number.    (Repealed^  May  25,  1915.) 

§  103.  White  phosphorus. --^No  person  shall  manufacture,  trans- 
port, store  or  s^  any  matches  in  the  manufacture  of  whion  White 
pboflphorus  is  an  ingredient. 

ARTICLE  8 

MINERAL  OHiS 

Sec.  110.  Refining,  distilling  or  manufacturing. 

111.  Storage  plants. 

112.  limited  storage. 

113.  TVanmortation  and  delivery. 

114.  Volatile  inflammable  oils. 

115.  Illuminating  oils. 

116.  Lubricating  oils. 

117.  Fire  prevention. 

Sec.  110.  Refining^  distiUing  or  manufacturing. — ^Except  as  othw- 
wise  provided,  no  person  shall  manufacture,  refine  or  oistill  petro- 
leum, shale  oil  or  coal  tar,  or  the  liquid  products  thereof,  or  store, 
transport  or  use  any  of  the  forgoing  without  a  pennit;  but  no  per- 
mit snail  hereafter  De  issued  for  the  erection  and  operation  of  anv 
new  plant  of  a  similar  character,  except  that  hydro-carbon  matmafs 
collected  from  oil  separators  may  be  distilled  or  refined  under  a  special 
permit.    (Amend.  July  16,  1915.) 

J  111.  Storage  plants.  1.  Permit  required. — ^No  person  shall  main- 
tain or  conduct  a  plant  for  the  storage  of  petroleum  or  shale  oil,  or 
ihe  liquid  products  thereof,  or  of  coal  tar  without  a  permit. 

2.  Barges.  A  special  permit  may  be  issued  authorizing  the  storage 
of  petroleum  and  shale  oil,  and  the  Uquid  products  thereof,  and  of 
coal  tar,  in  barges  of  steel  or  other  approved  construction,  in  quan^ 
tities  not  to  exceed  the  following: 

(a)  Volatile  inflammable  oils — ^If  in  barrels  or  drums,  500  barrels 
of  55  gallons  each;  if  in  cans,  5,000  gallons; 
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(b)  Other  oils — If  in  barrels  or  drums,  1,000  barreb  of  55  galloiis 
each;  if  in  cans,  10,000  gallons; 

3.  Boai  eupplies.  Wherever  the  physical  conditicms  along  the 
shore  front  are  such  as  to  make  it  mipractioable  to  place  under- 
ground a  storage  tank  for  the  storage  of  volatile  inflammdl>le  (hI^ 
to  be  delivered  to  launches  and  other  vessels  for  generating  motive  * 
power,  a  special  permit  may  be  issued  authorizing  the  storage  <^ 
such  oOs  in  a  tank  above  ground  in  a  quantity  not  to  exceed  10,000 
gallons;  provided  that  such  oils  shall  faie  conveyed  from  the  storage 
tank  to  the  tanks  of  vessels  directly  by  a  pipe  line,  or  by  approved 
portable  tank,  or  aj^roved  safety  cans.     (Amend.  Deo.  26,  1916.) 

4.  Drums  or  harrek,  A  special  permit  may  be  issued  authorizing 
the  storage  of  volatile  inflammable  oils  in  steel  drums  or  barreb 
in  a  specially  constructed  pit  of  concrete,  ^e  bottom  of  which  shall 
be  at  least  3  feet  below  the  ground  lev^.  The  quantitv  of  such  oils 
so  stored  shall  not  exceed  500  barrels  of  55  gallons  each. 

5.  Tanks.  All  storage  tanks  comprising  or  forming  a  part  of  an 
oil  storage  plant  shall  be  buried  so  Uutt  the  tops  thereof  shall  be  at 
least  two  feet  below  the  grade  level. 

In  localities  ixrhere  physical  conditions  make  it  impraoticabie  to 
ptfijoe  tanks  imdergroimd,  the  fire  commissipner  may  authorize  the 
tanks  of  an  oil,  storage  plant  to  be  placed  above  ground.  In  sueh 
cases  the  maximum  capacity  of  each  tank  above  ^und  containing 
volatile  inflammable  oil  shall  be  fixed  by  the  followmg  schedule,  viz. : 
If  distant  25  feet  from  line  of  adjohiing  property  which 

may  be  built  upon 8,000  gals. 

If  distant  30  feet 12,000  gals. 

If  distant  40  feet 18,000  gals. 

If  distant  50  feet 24,000  gals. 

If  distant  60  feet 30,000  gals. 

If  distant  75  feet 48,000  gals. 

If  distant  85  feet 75,000  gals. 

If  distant  100  feet 100,000  gals. 

At  storage  plants  where  the  tanks  are  above  ground  the  maximum 
capacity  of  each  tank  containing  kerosene  or  fuel  oil  may  be  deter- 
mmed  by  doul^ing  the  above  capacities,  but  in  no  case  shall  any  tank 
have  a  capacity  greater  than  100,000  gallons.  At,  all  storage  plants 
all  tanks  above  ground,  including  those  containing  volatile  inflam'*> 
mableoil,  the  filling  tanks,  if  any.  and  also  tanks  containing  kerosene^ 
shall  be  surrounded  by  a  wall  ot  concrete,  forming  an  enclosure  ca- 
pi^le  of  holding  the  entire  contents  of  the  group  of  tanks  enclosed 
therein  should  any  tank  become  disrupted.  The  total  capacity  of 
any  such  group  shall  not  exceed  250,000  gallons.  To  facilitate  the 
fiUmg,  at  oil  ^rage  plants  of  steel  barrds  or  drums,  with  volatile 
inflammable  oils,  and  kerosene,  or  to  fill  horse-drawn  tank  wasons  as 
conditionally  allowed  in  this  chapter,  there  may  be  installed  as 
part  of  a  storage  plant  not  more  than  3  filling  tanks,  each  of  a  capacity 
o(  not  more  t£an  4,200  gallons,  elevated  on  brick,  concrete  or  steel 
giefB,  to  contain  naphthau  gasoline  and  kerosene,  respectivelv;  and 
all  oils  remaining  in  the  fillmg  tanks  at  the  end  of  each  day  sbsJl  be 
at  on«e  returned  to  the  storage  tanks  proper.  The  buned  tanks 
of  an  oil  storage  system  shall  be  separated  from  each  otiier  by  not 
less  than  one  foot  of  solid  concrete,  well  tamped  into  place.     All 
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tMiks  of  an  oil  storage  sKBteoa  shall  be  so  connected  with  each  other: 
by  a  system  of  imdersroiui4  pipes  that  the  contents  of  each  tank 
can  be  transferred  to  any  other  tank  at  will,  and  all  othar  details  of 
the  mstallation  shcdl  be  as  directed  by  the  ^re  commissioner  in  each 
particular  case.  At  all  storage  plants  each  tank,  including  the  fiUhig 
tank,  if  any,  shall  be  equipped  with  a  fire  extin^iishing  system.satis^ 
factory  to  the  fire  commissioaer.  Each  oil  storage  system  shall  have 
a  direct  tdiegraphic  communication  with  fire  headquarters.  All 
tanks,  as  to  thickness  and  equality  of  material,  hydrostatic  pressure, 
test,  foundations,  eoimections,  fire  protection  and  extinguishing 
i^Srst^B  and  all  oth^  details  of  installation  must  be  according  to 
plans  first  approved  by  the  fire  commissioner.  No  tank  forming  part 
<^  a  buried  oil  storage  s^st^n  shall  be  covered  from  sight  until  ^ter 
an  inspecti^Hi  has  been  made  by  the  fire  department  and  written, 
appfoval  has  been  given;  which  approval  shall  be  given  without 
cciaige^  provided  sjl  the  regulations  have  been  compUed  with. 
(Am^KL  July  16,  1915.) 

e.  Repealed.    Ord.  July  16,  1915. 

7.  Sewer  protection.  No  person  shall  connect  an  oil  storage  plant 
with  any  pubhc  drain  or  sewer,  nor  permit  any  liquid  product  of 
petroleum  to  escape  into  any  such  drain  or  sewer. 

S,  Suvervieifni,  A  plant  for  the  storage,  manufactm^  refining 
or  distilnng  of  petrc^eum^  shale  oil  or  coal  tar  or  any  Hquid  product 
ihi&ceai^  shall  be  continuously  under  the  care  and  supervision  of  oiie 
<Mr  more  persons  each  holding  a  certificate  of  fitness  as  manager  or 
supeHnt^ident  thereof.  The  number  of  persons  required  to  hold 
such  certificates  shall  be  determined  by  tne  fire  commissioner  and 
stated  in  th^  permit,  but  in  no  case  shall  there  be  required  more 
tban  iAaee.    (Amend.  July  16,  1915.) 

§  112.  Limited  storage*  1.  Permit, — Permits  may  be  issued  for 
the  storage  of  petroleum  and  shale  oU,  and  the  liquid  products  thereof, 
and  €i  coal  tar,  in  a  manner  satisfactory  to  the  fire  conm:iissioner,  in 
buildings  or  premises  oih&c  than  storage  plants,  in  quantities  not  to 
exceed  the  following: 

S)  V<^atile  inflaSnraable  oils — 550  gallons. 
)  Other  oils  that  do  not  emit  an  mftammable  vapor  at  a  tem- 
perature below  100  degrees  F.  when  tested  in  a  TagHabue  open  cup, 
tester — 1^00  gallons. 

2.  Beatrictiona,  No  pmnit  eksii  be  issued  for  the  storage  or  sale 
<^  volatile  inflammable  oil  in  any  building: 

(a)  Which  is  occupied  as  a  tenement  nouse,  dwelling,  school  or 
place  (^public  amusement  or  assembly; 

(b)  Where  explo^ves  are  stored  or  k^t  for  sale  or  use; 

(e)  Where  dry  goods,  or  other  material  of  a  hi^y  inflammable 
natoie  are  manufactured,  stored  or  kept  for  sale; 

(d)  Where  the  portion  of  the  buildmg  occupied  or  used  for  the 
storage  of  volatile  inflammable  oil  is  lighted  by  any  means  other  than 
d^ctodty; 

(e)  Upon  anv  floor  above  the  grcHmd  floor  of  a  building,  except 
ID  fl&  fl^^roved  safety  can  in  quantitiep  of  five  gallons  or  less  and 
for  use  0^.    (Am^d.  July  16,  1915.) 

§  113.  Tranaportation  and  delivery.    1.  Permit. — ^Except  as  other- 
provided  in  this  chapter,  no  person  shall  transport,  store, 
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sell,  ddiver  or  use  within  the  city  any  pef^leiim  or  shale  oil,  or  tlie 
liquid  products  of  either,  or  of  coal  tar,  without  a  permit.  (AmsDid. 
July  16, 1915.) 

2.  Cantainera.  P^roleum  and  shale  oil,  and  tiie  liquid  products 
thereof,  and  of  coal  tar,  except  vdatile  inflammable  oils,  may  be 
transported  in  the  following-named  containers: 

(a)  In  tank  cars  or  throu^  supply  pipes; 

(b)  In  steel,  iron  or  woodmi  barms  or  drams  of  a  ospadty  not 
exceeding  55  gallons  each; 

(c)  In  cans  of  a  capacity  not  exceeding  10  gallons  each,  made  of  at 
least  No.  25  B.  W.  G.  tin  or  teme  plate,  pack«i  in  substantial  wooden 
cases. 

3.  Tank  wagons.  No  j^erson  shall  transport  petroleum  or  shale  oil, 
or  the  liquid  product  of  either  thereof,  or  of  coal  tar,  in  a'  tank  wagon, 
unless  it  be  of  a  l^rpe  for  which  a  certificate  of  approval  shall  hare 
been  issued:  proviaed,  however,  that  a  certificate  oi  approval  of  a 
type  or  kind  of  tank  wagon  issued  under  this  section  to  a  given  per- 
son shall  not  be  construed  as  an  approval  oi  a  similar  tyi)e  or  kind  of 
tank  wagon  owned,  operated  or  used  by  another  person.  The  tank  of 
such  a  wa^n  shall  be  constructed  of  iron  or  sted  not  less  than  Vi  of 
an  inch  thick  for  the  top  plates  and  Vie  <^  an  ii^oh  for  the  bottom 
plates;  and  shall  be  equipped  with  faucets,  which  shi^  be  kept  locked 
when  not  in  use.  The  capacity  of  the  tank  wagon  shall  not  exeeed 
35  barrels  of  55  gallons  each.  Each  such  wagon  shall  have  painted 
on  both  sides  thereof  in  letters  not  less  than  3  inches  hi^,  the  name 
of  the  person  operating  it,  and  the  number  of  the  certificate  of  9p^ 
proval. 

§  114.  VciUMe  inflammaJfde  ails,  1.  Report  of  aa^. — ^Bach  vendor 
of  volatile  inflammable  oil  shall  render  to  the  fire  commissioner,  on 
or  before  the  tenth  day  of  each  month,  a  statement,  verified  as  to  its 
correctness  by  an  affidavit,  showing  the  total  quantity  oi  vofaitile 
inflammable  oil  in  excess  of  5  gaUons  delivered  to  each  purchaser 
in  the  city  during  the  preceding  month;  jH^vided,  however,  that  no 
report  shall  be  required  of  volatile  inflammable  oil  delivered  directly 
to  the  fuel  tanks  of  motor  vehicles,  motorcycles,  motor  tricvdes, 
motor  boats,  airships,  aeropkmes  ^d  otiier  similar  craft  and  ves- 
sds. 

2.  Retail  sales.  No  person  shall  sell  or  deliver  volatile  inflamraa- 
ble  oil,  in  quantities  exceeding  1  gallon,  Unlesi^  the  purchaser  thereof 
holds  a  permit  for  the  transi)ortation,  storage,  sale  or  use  of  said  oil; 
provided,  that  nothing  contidned  in  this  chapter  shall  be  construed  as 
requiring  a  permit  for  the  storage  of  volame  inflammable  oil  in  the 
tanks  of  motor  veMcles,  motor  tricycles,  motorcycles,  motor  boats, 
airships,  aeroplanes,  or  other  similar  craft  or  vehicles,  for  use  as  fud 
for  ffeneratin^  motive  power;  and  provided  further  that  no  p^mit 
shall  be  required  for  tne  transportation,  storage  or  use  of  volatile 
inflammable  oil  in  quantities  not  exceeding  1  gallon. 

3.  Rural  delivery.  By  a  special  permit,  the  delivery  of  volatile 
inflammable  oils  may  be  authorized  to  be  made  b^  tame  wasons  to 
points  in  the  sparsely  populated  diistricts  of  the  dW.  pcovidied  the 
entire  tank  load  is  deuvered  at  one  time  and  place.  The  pennit  shall 
in  such  cases  specify  the  route  to  be  followed  in  making  the  delivery. 

4.  TransportaHon,    Except  as  otherwise  provided  in  ihm  section, 
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volatile  inflammable  oil  may  be  transported  only  in  the  following 
containers: 

(a)  Cans  of  a  capacity  not  to  exceed  5  gallons  each,  having  plainly 
marked  thereon  the  wwds  "DANGEROUS— KEEP  FROM 
FLAME/'  and  being  equipped  with  a  metal  seal,  so  arranged  that 
there  shall  be  no  outlet  for  the  oil  unless  the  seal  is  broken;         * 

(b)  Glass  bottles  of  a  capacity  not  exceeding  4  oimces  each/ labeled 
DANGEROUS— Keep  from  Flame; 

(c)  Steel  barrels  or  arums  of  a  capacity  not  exceeding  56  gab.  each, 
having  plainly  marked  thereon  Uie  word  DANGEROUS. 

(d)  V(^atile  inflammable  oil  drawn  from  an  approved  storage  sys- 
tem on  the  premises,  and  intended  for  further  manufacture  or  use, 
may  be  tran[Hx>rted  for  such  use  in  ai^roved  safety  cans  of  a  ca- 
pacity not  greater  than  five  gallons.    (Amend.  July  16,  1915.) 

5.  Use  and  storage* — ^Print^,  lithosprf4)hers  and  similar  users  of 
volatile  inflammable  oil  shall  be  requured  to  keep  their  supply  of 
such  oil  in  approved  safety  cans  or  buried  storage  tanks. 
'  Limited  permits  may  be  issued  by  the  fire  commissioner  for  periods 
of  less  than  one  year,  authorizing  the  storage  and  use  of  volatile  in- 
flammable (m1,  kerosene  or  fuel  oil  in  streets,  sidewalks,  avenues  and 
highways,  or  in  a  building  under  construction,  when  needed  in  con- 
nection with  authorised  building  operations  or  street  improvements, 
when  such  material  is  enclosed  in  an  approved  metal  container,  and, 
if  in  quantities  greater  than  ten  gallons  is  surroimded  by  an  enclosure 
satisfactory  to  the  fire  commissioner,  constructed  of  corrugated  iron 
or  other  fire  retarding  materials,  the  same  to  be  kept  secumy  locked 
when  not  in  actual  use.    (New  Ord.  July  16,  1915.) 

J  115.  Illuminating  oils.  1.  Permit. — ^No  person  shall  store  and 
k^osene  or  oth^  illuminating  oils  without  a  permit  from  the 
fire  oommiasbner;  but  no  permit  shall  be  required  where  the  quantity 
transported  or  used  does  not  exceed  10  gallons. 

2.  amply  harrela.  All  barrels,  cans  and  other  containei^  of 
liquid  products  of  petroleum,  coal  tar  or  shale  oil  shall  be  removed 
from  all  premises  other  than  storage  plants  within  twenty-four 
bours  aft^  being  emptied.    (Amend.  July  16,  1915.) 

3.  Teat,  No  person  shall  sell  or  offer  for  sale  any  kerosene  or 
other  illuminating  oil  which  will  emit  an  inflammable  vapor  at  a 
temperaturo  lower  than  100  degrees  F.  when  tested  in  a  Tagliabue 
open  cup  tester.    (Amend.  July  16,  1915.) 

§  116.  LubricaUng  oils.  No  permit  shall  be  re<iuired  for  the 
transportation,  stora^,  sale  or  use  of  machine,  lubricating  or  other 
heavy  oils  in  quantities  not  exceeding  70  gallons. 

§  117.  Fire  prevention.  The  floors  of  each  store  and  premises 
covered  by  a  permit  issued  under  this  article  shall  be  kept  free  and 
cjear  of  waste  paper  and  other  inflammable  material,  and  shall  be 
provided  with  self-closing  metal  cans  for  keeping  sawdust  or  cotton 
waste  for  cleaning  purposes,  and  also  with  a  number  of  buckets 
filled  with  sand  for  use  in  extinguishing  fire;  the  number  of  buckets  to 
be  so  kept  shall  be  stated  in  the  permit. 
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ARTICLE  9 

INFLAMMABLE  MIXTURBS  ^ 

Sec.  130.  Permit. 
§131.  Manufacture. 
§  132.  Transportation,  storage  and  sale. 

Sec.  130.  Permit. — ^Except  as  otherwise  provided  in  this  diapter, 
no  person  shall  manufacture,  transport,  store  or  sell  any  inflammable 
mixture  without  a  permit,  and  no  such  permit  shall  be  granted  for  any 
inflammable  mixture  which  contains  volatile  inflammable  oil  in 
excess  of  80%  of  its  total  bulk,  or  ^diich  shaH  be  for  use  as  a,  stove 
polish  or  insecticide. 

§  131.  Manufacture.  1.  Certificate  of  approval. — ^No  system  for 
the  storage  of  volatile  inflammable  oils  shall  be  installed  in  any 
building  used  for  the  manufacture  ol  inflammable  mixtures  unless 
it  be  of  a  type  for  which'  a  certificate  of  approval  shall  have  been 
issued. 

2.  Restrictions.  No  permit  for  the  manufacture  of  inflammable 
mixtures  shall  be  issued  for  any  building — 

(a)  Which  is  situated  within  50  feet  of  the  nearest  wall  of  any 
building  occupied  as  a  school,  hospital,  theatre  or  other  i^ace  of 
public  amusement  or  assembly; 

(b)  Which  is  occupied  as  a  tenement  house,  dwelling  or  hotel; 

(c)  Which  is  of  wooden  construction; 

(d)  Which  is-  artificially  lighted  by  any  means  other  than  eleo* 
tricity: 

(e)  Where  drugs,  cigars,  cigarettes  or  tobaccos  are  kept  for  sale; 

(f)  Where  drygoods  or  other  materials  of  a  highly  inflammable 
nature  are  manufactured,  stored  or  sold; 

(g)  .Where  matches,  rosin,  hemp,  cotton  or  any  explosives  are 
stored  or  sold. 

3.  Containers.  Inflammable  mixtures  shall  be  put  up  only  in 
glass  bottles  of  a  capacity  not  exceeding  four  ounces  each,  or  in 
metal  cans  of  a  capacity  not  exceeding  one  gallon  each,  fitted  with  a 
screw  top  so  made  that  the  can  'will  be  airtight  when  closed,  and 
each  such  bottle  or  can  shall  bear  the  name  and  address  of  the  manu- 
facturer, the  number  of  his  original  permit,  or  the  number  of  his 
certificate  of  approval,  and,  in  large  letters,  the  words  CAUTION; 
INFLAMMABLE  MIXTURE.  DO  NOT  U^  NEAR  FIRE  OR 
FLAME.     (Amend.) 

4.  Deliveries.  AU  deliveries  of  volatile  inflammable  oils  to  a 
building  used  for  the  manufacture  of  inflammable  mixtures  shall 
be  made  directly  to  the  storage  tank  throu|;h  the  filling  pipe  by 
means  of  a  hose  coupled  to  the  barrel  containing  the  oil  and  con- 
nected to  the  intake  as  provided  for  in  these  regulations;  no  barrd 
containing  volatile  inflammable  oil  shall  be  taken  off  the  wagon 
delivering  such  oil;  no  wagon  or  other  vehicle  engaged  in  the  delivery 
of  volatile  inflammable  oil  shall  be  admitted  to  or  taken  within  a 
building  or  any  portion  thereof,  and  no  person  shall  deliver  or  re- 
ceive within  a  building  any  volatile  inflammable  oil  in  a  barrel  or 
other  similar  receptacle,  nor  keep  or  store  in  a  building  any  barrel 
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or  other  G^mSfltr  receptade  from  vMeh  volatile  inflammablo  oil  hits 
been  drawn.     (Amend.  May  25,  1916.) 

5.  Drawing^ff  pipe.  The  drawing-off  pipe  shall  be  encased  in 
and  surroimded  bv  either  4  inches  of  portland  cement,  concrete 
or  8  inches  of  brick  masonry  up  to  the  level  of  the  floor  on  whic^ 
the  conmartment  containing  the  mixing  tank  is  located. 

6.  FHAing  pipe.  The  filling  pipe  shall  be  at  least  2  inches  in  diam- 
eter and  shall  be  laid  at  a  descending  grade  from  the  sidewalk  in 
front  of  the  building  to  the  tank.  The  intake  of  a  filling  pipe  shall 
be  located  in  a  heavy  mtetal  box,  which  shall  be  sunk  flush  with  the 
sidewalk  at  the  curb  lev.el  or  at  some  other  location  ofiTerinff  equal 
facilities  for  the  filling  of  the  tank  from  a  barrel  wagon  ana  fitted 
with  a  heavy  metal  cover,  and  shall  be  kept  locked  mhea  not  in  use. 
The  filling  pipe  shall  be  closed  at  the  intake  by  a  cock  or  valve  fitted 
with  a  couplmg  for  attaching  to  the  hose  of  a  barrel  wagon,  and 
with  a  screw  cap  to  close  the  opening  when  not  in  use.  The  filling 
pipe  shall  be  provided  with  a  scre^ti  made  of  2  thicknesses  of  20- 
mesh  brass  wire  ^uze  placed  immediately  below  the  filling  cock  or 
valve.    (Amend.  May  26,  1916.) 

7.  Lighting.  No  system  of  artificial-  lighting  other  than  itt- 
candescent  electric  lights  shall  be  installed  ifl  any  pranises  used  for 
the  manufacture  of  inflammable  mixtures  unless  of  a  type  for  which 
a  certificate  of  approval  shall  have  been  issued.  All  incandescent 
electric  lights  shaU  be  fitted  with  keyless  sodcets  and  all  dectric 
switches  and'  plugs  shall  be  placed  at  least  4  feet  above  the  floor. 
(Amend.  May  26,  1915.) 

8.  Mixing  Umk.  The  mixing  tank  shall  be  located  in  a  separate 
compartment  bliilt  upon  suitable  foundations,  having  the  walls,  floor 
and  roof  constructea  c^  Portland  cement  concrete  eA,  least  6  inches 
thick,  or  of  brick  masonry  at  least  8  mches  thick,  the  brick  to  be 
laid  m  and  covered  by  portland  cement  mortar.  Each  such  tank 
shall  be  filled  either  by  means  of  a  pump  or  an  approved  pressure 
system,  and  the  tank  i^all  be  kept  closed  except  when  the  ingredi«;»t8 
entering  into  the  manufacture  of  the  inflammable  mixture  are  bdng 
placed  therein.  Each  compartment  wherein  a  mixing  tank  is  lo- 
cated shall  be  equipped  with  self-closing  fireproof  doors  and  win- 
dows. 

9.  Piping,  genercMy.  Each  storage  tank  shall  be  provided  with  a 
filling  pipe,  a  drawing-off  pipe  and  a  vent  pipe;  provided,  that  tanks 
instmled  ad  part  of  an  hydraulic  storage  system  shall  not  be  required 
to  have  a  vent  pip^.  AH  pipes  shall  be  of  galvanized  wrou^t  iron, 
with  malleable  iron  fittings.  All  screw  jomts  shall  be  made  with 
Hthaige  and  glycerine. 

10.  Sewer  protection.  No  piping  of  any  kind  shall  be  allowed  to 
connect  a  compartment  wherein  a  mixing  tank  is  located  with  anv 
public  drain  or  sewer,*  and  aU  silt  or  sediment  left  in  the  mixing  tank 
slmK  be  placed  in  airtight  metal  containers  and  immediatdy  removed 
from  the  premises. 

1 1 .  Storage  system.  No  permit  shall  be  issued  for  the  manufacture 
of  inflammable  mixtures  in  any  premises  which  are  not  eouipped 
with  an  approved  storage  system  for  containing  and  handling  all 
volatile  inflammable  oils  used  in  such  manufacture. 

12.  Supervision.    All  premises  used  for  the  numufaoture  of  i»- 


298     CODE  OW   OBDINANGBS  OF  THB  CITY  OF  NBW  TOBK 

&mmahle  mixtures  aksJl  be  under  the  care  and  e^pervinon  ei  ope 
or  more  persons,  each  holdmg  a  certificate  of  fitness  as  euperiii- 
tendent  or  manager  th^'eof .  The  number  of  persons  required  to 
hxM  such  certificates  shall  be  determined  by  the  fire  commi8si6nOT 
and  stated  in  the  p^mit  but  in  no  case  shall  there  be  required  more 
than  three.    (Amend.  May  25,  1915.) 

13.  Tanks,  Each  tank  used  for  the  storage  of  volatile  inflamma- 
ble oil  shall  be: 

(a)  Constructed  of  steel  at  least  ^  of  an  inch  pa.  thickness,  shaU 
have  a  capacity  <^  not  more  than  1,500  gallons,  and  shall,  under 
test,  stand  a  hydrostatic  pressure  of  at  feast  100  pounds  to  the 
square  inch. 

(b)  Coated  on  the  outside  with  tar  or  other  rust  redsting  material. 
shaU  be  set  on  a  solid  foundation,  and  shall  be  imbedded  in  ana 
surrounded  by  at  least  12  inches  of  Portland  cement  concrete,  com- 
posed of  2  parts  of  cement,  3  parts  of  sand  and  5  parts  of  stone. 

(c)  So  set  that  the  top  or  highest  point  thereof  shall  be  at  least  2 
feet  below  the  level  of  the  lowest  cduar  floor  of  any  building  within 
a  radius  of  10  feet  from  the  tank,  and  no  tank  for  the  storage  of 
volatile  inflammable  oil  shall  be  located  under  the  sidewalk  or  be- 
yond the  building  fine. 

(d)  No  tank  forming  part  of  a  buried  oil  storage  sysban  diaU  be 
covered  from  sight  until  after  an  inspectic^  has  been  made  by  the 
fire  d^artment,^  and  written  approval  has  been  jdven;  which  ap- 
pioval  shall  be  |^ven  without  charge  provided  all  the  regulations 
nave  been  comphed  with.    (Amend.  May  25,  1915.) 

14.  Vent  pipe.  The  vent  pipe  shall  be  at  least  1  inch  in  diameter , 
shall  run  from  the  tank  to  the  outer  air  at  least  10  feet  above  Hie 
roof  of  the  building  in  which  the  plant  is  located  and  shall  be  at 
least  10  feet  from  the  nearest  window  of  any  adjoining  building,  and 
well  braced  in  position.  It^  shall  be  capped  with  a  double  goos^ 
nedc,  cowl  or  hood,  and  im>vided  with  a  screen  made  of  two  thick- 
nesses of  20-mesh  brass  wire  gauze,  placed  immediately  below  the 
goose-neck.    (Amend.  May,  1915.) 

15.  VentUakna  flue.  Each  compartment  wherein  a  mixing  tank 
is  located  shall  be  equipped  with  a  ventilating  flue,  constructed  of 
brick  or  concrete,  lined  with  tile  pipe  at  least  8  inches  square,  in- 
side meaauiement,  and  extending  ifrom  the  floor  of  the  compartment 
at  a  point  opposite  the  door  to  at  least  6  feet  above  the  hkhest 
point  of  the  roof,  and  at  least  10  feet  from  the  nearest  wall  oTany 
adjoinihg  buildiujg.  Such  flue  shall  have  an  opening  into  the  mixing 
compartment  6  indies  square)  3  inches  above  the  floor,  and  shall 
be  Quipped  with  a  double  goose-neck  8  inches  square,  made  of  at 
least  18*gauge  galvanized  iron.  All  op^iings  to  be  covered  with 
20-me8h  orass  wire  screens.  '  / 

16.  Fire  prevention.  No  stove,  forge,  tordi,  or  other  device  em- 
i^oying  flame  or  fire,  nor  any  electric  or  other  apparatus  which  is 
ukely  to  produce  an  exposed  spark,  shall  be  allowed  in  any  builduig 
used  for  the  manufacture  of  inflammable  mixtures,  unless  it  be  placed 
in  a  room  or  compartment  separated  from  the  remainder  of  the 
building  by  a  partition  constructed  of  fire  retarding  material  and 
provided  with  a  self-closing  fireproof  door;  provided,  however,  that 
electric  motors  may  be  of  the  fully  enclosed  type  or  provided  with 
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an  approved  type  "A"  (fire  department  specifications)  motor  en- 
<do8ure;  the  terminal  blocks  also  shall  be  protected.  No  boiler  or 
furnace  shall  be  located  in'  any  such  building  unless  separated  from 
the  remainder  of  the  building  b^  an  unpierced  fireproof  wall,  con- 
siiBting  of  solid  masonry  or  its  equivalent,  of  at  least  8  inches  in  thick- 
ness; provided,  however,  that  where  the  construction  of  such  un- 
pierced wall  shall  be  impracticable,  the  fire  commissioner  may  permit 
such  o{)eninffs  in  such  wall  as  may  be  necessary,  and  prescribe  such 
protection  therefor  as  in  his  judgment  the  particular  case  shall  re- 

auire.  Premises  used  for  the  manufacture  of  inflammable  mixtures 
hsJl  be  equipped  with  fire  buckets  filled  with  sand  and  kept  on  each 
floor  for  use  in  extinguishing  fire.  The  number  of  buckets  and  the 
quantity  of  sand  to  be  kept  shall  be  determined  by  the  commissioner 
and  stated  in  the  permit.    (Amend.  May  25,  1915.) 

17.  Containers  or  devices.  Proper  containers  or  devices  to  pr&- 
vent  or  extinguish  fire  may  be  prescribed  by  the  fire  commissioner, 
who  may  issue  certificates  of  approval  for  such  devices.  (New 
Chrd,  May  25,  1915.) 

1 1S2.  Transportationf  storage  and  sale,  1.  Permit, — No  person 
shall  store  or  keep  for  sale  any  inflammable  mixtures,  in  quantities 
aggregating  more  than  5  gallons,  without  a  permit. 

2.  Certificate  of  approval.  No  i)erson  shall  transport  or  sell  an 
inflammable  mixture,  unless  a  certificate  of  approved  therefor  shall 
have  heea  issued;  but  no  such  certificate  shall  be  required  for  in- 
flammable mixtures  for  whidi  a  permit  to  manufacture  ghaXi  have 
been  issued.     (As  amended.) 

ARTICLE  10 

COMBUSTIBLB  MIXTimBS 

Sec.  140.  Permit. 

J  141.  Manufacture. 
142.  Transportation,  storage  and  sale. 

Sec.  140.  Permit, — ^Except  as  otherwise  provided  in  this  chairter, 
no  person  shall  manufacture,  transport,  store  or  sell  any  combustibto 
mixtore  without  a  permit,  but  no  p^*mit  for  the  manufacture  of 
combustible  mixtures  shall  be  requited  of  a  person  holding  a  permit 
for  the  manufacture  of  inflammable  mixtures  issued  in  conformity 
^dth  article  9  6f  this  chapter. 

$  141.  Manufacture.  I,  Restrictions, — ^No  such  permit  shall  be 
issued  for  manufactuiing  of  combustible  mixtures  in  any  building 
within  the  restrictions  of  subdivision  2  of  §  131  of  this  ijhapter. 

2.  Conkdners,  Ccnnbustible  mixtures  may  be  put  up  only  in  glass 
bottles  of  a  capacity  not  exceeding  4  ounces  each,  or  in  cans  of  a 
ci^mcity  not  exceeding  1  gallon  each,  fitted  with  a  screw  top  so  made 
that  the  can  shall  be  airtight  when  closed^  Each  can  or  bottle  6ott* 
taining  a  combustible  mixture  shall  bear  a  label  giving  the  naihe  and 
address  of  the  manuf  actuier,  the  number  of  his  original  permit  or  of 
his  certificate  of  approval,  and,  in  large  letters,  the  words  CAU- 
TION~<X)MBUmBLE  MIXTURE.     (As  ai^ended.) 

§  1^  Ttansportationy  storage  and  sale.  1.  CertificaJte  of  cmproval.— 
No  person  shall  transport,  store  or  sdl  any  combustibki  mixtm^ 
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2.  Non-fireproof  roofs,  doors  and  windows,  where  permUled.  Gar- 
ages not  exceeding  one  story  in  hcd^t  may  nave  non-fireproof  roofs 
and  garages  not  exceedii^  two.atoriea  in  height  may  likewise  have 
non-fireproof  roofs,  provided  the  same  are  covered  on  the  inside 
with  approved  fire  retarding  material  in  atl  eases  where  motoi" 
vehicles,  with  volatile  inSwnmable  oil  in  their  fuel  tanks,  are  stored 
or  kept  on  the  upper  ^oor.  Window  openings  and  outside  doors  in  - 
such  rairoges  removed  at  least  thirty  feet  from  the  nearest  exposure, 
may  oe  non-fireproof, 

3.  Non-fireproof  oonstruetion,  where  permitted.  Nothing  in  this 
section  shall  prohibit  the  erection  or  Uie  granting  of  a  permit  for 
a  parage  of  non-fir^roof  ctmstruction  while  the  following  cooditioos 

(a)  No  volatile  inflamnuJjIe  oil  is  stored  except  in  the  fuel  tanks 
of  tbe  motor  vehicles: 

(b)  Fud  tanks  of  tike  motor  vehiclee  stored,  are  not  opened,  filled 
or  drawn  from  in  the  garage; 

(c)  Not  more  than  4  motor  vehicles  are  stored; 

{d)  The  garage  is  situated  at  least  15  feet  from  the  nearest 
building,  umJess  the  nearest  wall  of  such  building  or  the  wall  of  the 
garage  nearest  such  buildii^  is  of  unpierced  fir^roof  construction; 
theprovisioas  of  this  sub-divi^on,  however,  to  apply  only  to  garages, 
hwesiter  to  be  erected.     (As  amend.  Aug.  8,  1916.) 

4.  Converted  buildings.  The  requirements  herein  stated  for  gar- 
ages  hereafter  erected  shall  apply  to  buildings  erected  after  May  1, 
1915,  for  any  puipoee,  and  thereafter  converted  for  use  for  Borage 

,  purposes,    (New  Amend.  Aug.  8, 1916.) 

i  4.  Section  153  of  t^tiole  11  of  chapter  10  of  tbe  Code  of  Ordi< 
nancefl,  is  hereby  amended  to  read  as  follows: 

f  153.  Certificate  of  fitness.  Each  storage  garage  containing  mors 
than  four  motor  vehicles,  shall  be  continuously  under  the  care  and 
supervision  of  one  or  more  persons,  each  boldii^  a  certificate  of 
fitaese.  The  number,  of  persons  to  hold  sudi  certificates  shall  be 
stated  in  the  permit,  but  in  no  case  shall  there  be  required  more  than 
3  for  any  garage.    (Amend.  Aug.  8.  1916.) 

1 5.  Section  151  of  article  11  of  chapter  10  of  the  Code  of  Ordi- 
nucee,  is  hereby  amended  to  read  as  follows; 

f  lfi4.  Gara^et  in  butUtnff*  having  dwelling  oceupanaea — when 
Vtrmilted.  1.  In  buUdingt  otherwite  occupied. — A  permit  shall  not 
Wiwuedforagaragein  a  building  occupied  as  a  dwelling  unless  the 
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ground  floor  area  of  the  garage  does  not  eoeoeed  5,000  square  fe«l 
imd  imless  the  occupants  oe  tixe  applicant  or  his  mnployees  or  tiie 
applicant  and  one  other  tenant,  or  the  I4)plicant's  employee  and  one 
other  tenant,  and  provided  that  not  more  than  two  stories  above  the 
garage  are  occupied  or  used  as  living  apartments,  which  apartments 
diall  be  separated  from  the  garage  by  nre  retarding  walls  and  floors, 
not  pierced  except  bjr  one  opening,  protected  by  a  fir^roof  self- 
closing  door,  and  provided  that  there  ttiall  be  an  entrance  to  the  liv- 
ing apartm^its  du*ect  from  the  street  without  passmg  through  the 
garage.  In  case  the  building  is  occupied  by  two  families  and  on  two 
stories  above  the  garage,  a  fire  esc£^>e  or  other  secondary  means  of 
escape  must  be  provided  for  each  story  above  the  garage.  (Amend. 
Aug.  8, 1916.) 

2.  Itepealed.    Ord.  July  16,  1915. 

§  155.  OU  separators,  1.  When  required, — ^No  garage  permit 
authorizing  the  storage  of  volatile  inflanmiable  oil  &all  be  issued 
for  anv  premises,  storing  more  than  4  motor  vehicles,  which  are  soi 
providea  with  an  oil  separator,  trap  or  otlier  similar  apparatus 
attached  to  the  house  drain,  for  the  purpose  of  preventing  volatile 
inflammable  oils  from  flowing  into  tne  sew«;  mrovided,  nowey^. 
that  the  fire  commisdoner  may  exempt  from  ike  requirements  of 
this  section  a  garage  draining  into  a  short  sewer  line. 

2.  Oil  rece^ade.  The  oil  receptacle  of  an  oil  s^>arator  shidl  not 
exceed  50  gallons  capacity,  and  uiall  be  onptied  as  often  as  may  be 
necessary  to  prevent  the  otI  from  oveitiowmg;  and  such  oils  as  are 
recovered  from  the  separator  shall  be  removed  from  the  garage 
within  24  hours  after  bdng  taken  from  €be  8^>arator. 

3.  Sewer  connection.  Each  oil  separator  shall  be  connected  to 
the  house  drain,  and  shall  be  so  arranged  as  to  separate  all  oils  from 
the  drainage  of  the  garage. 

4.  Waste  oil.  All  oils  spilled  on  the  ^oor  of  a  garage  shall  be  r^ 
moved  bv  sponging  or  swabbing,  and  poured  into  the  drain  leading 
to  the  oil  separator. 

§  156.  Storage  system,  1.  Tanks, — No  garage  permit  authorudag 
the  storage  of  volatile  inflammable  oil  shaUoe  issued  for  any  premises 
which  are  not  equipped  with  an  approved  storage  qrstem  of  sufllc^vl 
capadty  for  the  proper  storage  of  such  oil,  which  cdball  be  installed 
in  the  manner  prescribed  in  subdivisions  5,  6,  9,  13  and  14  of  see* 
tion  131  of  article  9  of  this  chapter;  provided  that  each  tank  shall 
be  embedded  in  and  surrounded  by  at  least  12  inches  of  portland 
cement  concrete,  composed  of  2  parts  of  cement,  3  parts  of  sand 
and  5  parts  of  stone,  except  that  storage  tanks  installed  in  garages 
may  have  a  capacity  not  exceeding  550  gallons  each.  (Amend. 
July  16,  1915.) 

2.  Receiving  supjjUes,  No  barrel  containing  volatile  inflammable 
oil  shall  be  taken  off  t^e  wagon  ddiverhig  such  oil  to  a  garage,  but 
the  oil  shall  be  ddivered  directly  to  the  storage  tajik  through  the 
filling  pipe,  by  means  of  a  hose  coupled  to  the  barrel  containing  the 
oil  and  connected  to  the  intake  provided  for  in  subdiviskm  &  of  §  131 
of  this  chapter.  No  wagon  or  other  vehicle  engaged  in  the  delrvety 
of  volatile  inflammable  oil  shall  be  admitted  to  or  ti^en  withia  a 
garage  or  any  portion  thereof,  and  no  person  diall  ddiver  or  receive 
withm  a  garage  any  volatile  inflammable  oil  in  a  barrel  or  e4her 


^ 


BXPLOSIVBS  AMD  HAZAHDOTTS  TRADES  AM 

rfmSar  receptacle,  nor  keep  or  store  in  a  parage  any  barrel  or  oth^ 
similar  receptacle  from  which  volatfle  inftommahle  oil  has  bei^ 
drawn.  •  ^ 

3,  Approval  cf  appUaneea.  No  storage  tank,  portable  tank^  oil 
separator,  pimip  or  other  siniilar  apparatus  shall  be  installed  m  a 
ffarage  unless  it  be  of  a  type  for  which  a  certifieatie  of  approval  shall 
fiave  been  issued  by  the  fire  commissions.  Proper  <x>ntainers  or 
devices  to  prevent  or  extinguish  fire  may  be  prescribea  by  the  Bre 
commissioner,  who  may  issue  certificates  of  ai^voval  therefor. 
(Amend.  July  16, 1915.) 

1 157.  Supplying  vehicles,  X.  Meffufd,^*J^o  person  shafl  deliver 
volatiie  inflammable  oil  from  a  storage  tank  to  a  mot<^  vdiide, 
exc^t  by  means  of  an  approved  portable  tank  or  directly  throu^ 
the  outlet  of  the  drawing-off  pipe  b^r  means  of  an  authorized  hose 
attachment.  All  lights  on  motor  vehicles  except  electric  lights  ediall 
be  extinguished  before  volatile  inflammable  od  is  delivered  to  fuel 
tanks.    (Amend.  July  16, 1915.) 

2.  Pofkable  tanks.  Each  portable  tank  shall  be  of  a  capaeibr  not 
exceeding  55  gallons,  and  shall  be  mounted  on  a  substantial  iron 
or  steel  frame,  with  rubber-tired  wheels.  The  oil  shall  be  discharged 
from  the  tank  only  through  a  hose  not  exceeding  16  feet  in  lengtti, 
having  ^  diut-off  valve  close  to  the  outlet  or  nozzle. 

3.  Pumps;  basement  service.  No  pump  or  stationary  outlfet  for 
delivery  of  volatile  inflammable  oil  in  a  garage  shall  be  allowed  on 
any  floor  below  the  street  level;  and  no  person. diall  deliver  any 
such  oil  to  the  tank  of  a  motor  vehicle  while  on  a  floor  of  the  garage 
below  the  street  level,  unless  such  floor  is  provided  with  adequate 
natural  ventilation.    (Amend.  Julv  16,  1915.) 

4.  Restrictions,  No  person  shall  sell,  deliver  or  use  volatile  inflam- 
mable oil  in  or  upon  any  premises  covered  by  a  garage  permit  for 
any  purpose  other  than  that  of  filling,  the  tai^  of  motor  vehicles, 
mot(»t;ycles,  motor  tricycles,  motor  Doats,  airships  or  aeroplanes, 
exc^t  that  the  use  of  gasoline  in  gasoline  torches  of  a  capacity  not 
greata*  than  1  quart  shall  be  permitted,  but  in  tiie  r^iair  depea*tment 
only. 

f  158.  LigihHng, — No  system  of  artafidal  Hj^ting  other  than  in- 
candescent elecmc  fights  shall  be  installed  m  any  garage,  unless 
of  a  type  for  which  a  certificate  of  approval  shall  have  been  issued. 
All  incandescent  lights  shall  be  fitted  with  keyless  sockets,  and  all 
electric  switches  and  plugs  shall  be  placed  at  least  4  feet  above  tiie 
garage  floor. 

S  159^  Fire  prevention,  1.  Exposed  flame  or  spark, — No  stove, 
forge,  toudi  or  other  device  emploving  name  or  fire,  nor  any  electric 
or  other  apparatus  which  is  likely  to  produce  an  exposed  spark, 
except  such  electric  apparatus  as  may  be  placed  five  feet  or  more 
above  a  floor  of  a  garage,  shall  be. allowed  in  any  garage  unless  it  be 
placed  in  a  room  or  compartment  which  is  separated  from  the  garage 
by  a  partition  constructed  of  fire  retarding  material  and  providSl 
with  a  sdf-closing  fireproof  door;  provided,  however,  that  electric 
motors  may  be  of  the  fully  enclosed  type  or  provided  with  an  ap- 
proved type  "A."  (fire  department  specifications)  motor  enclc)sure; 
the  terminal  blocks  also  AaJH  be  properly  protected.  No  boiler  or 
furnace  shall  be  located  in  any  garage  unless  separated  from  the  re^ 
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mainder  ci  the  building  by  an  unpiarced  fireproof  wall,  confliBting  ot 
solid  masoniy  of  at  least  8  inches  in  thickness  or  its  equivalent:  pro- 
vided, however,  that  wjiere  the  construction  of  such  unpiercea  wall 
flhall  oe  impracticable  the  fire  commissions  may  pennit  such  op^- 
ings  in  such  wall  as  may  be  necessary,  and  presoibe  such  protection 
therefor  as  in  his  jud^nent  the  particular  case  shall  require.  (As 
amend.  July  16,  191ft.) 

2.  Sand»  Each  garage  shall  be  equipped  with  fire  buckets  filled 
with  sand  and  kept  on  each  floor,  for  use  in  extinguishing  fire.  A 
quantity  of  sand  shall  also  be  kept  on  e^'Ch  fioor  of  a  garage,  for 
absorbing  waste  oil.  The  quantity  of  sand  and  the  number  of  buckets 
for  each  garage  shall  be  designated  by  the  fire  commissioner  and 
stated  in  uie  pamit. 

3.  Recepiade&  for  waste.  Each  fioor  of  a  garage  shaQ  be  equipped 
with  self-closing  metal  cans;  and  all  inflammable  waste  matmal 
shall  be  kept  therein  imtil  removed  from  the  building. 

4.  Storage  of  carbide.  All  calcium  carbide  stored  in  a  garage  shall 
be  kept  in  water^^tight  metal  containers  with  securely  fastened  covss; 
and  the  aggr^te  quantity  kept  on  hand  shall  not  exceed  at  any 
time  120  pounds. 

§  6.  Section  160  of  article  11  of  chapter  10  of  the  Code  of  Ordi- 
nances, is  hereby  amended  to  read  as  foUows: 

§  160.  Oil  selling  stations. — ^A  permit  may  be  issued  by  the  fire 
commissioner  for  premises  wherein  the  business  of  an  oil  seUiog  sta- 
tion  is  to  be  conducted  and  such  business  shall  be  covered,  except 
as  to  feeS)  by  the  r^[:ulation  on  the  subject  of  storage  garages  in  so 
far  as  they  are  applicable  thereto.    (Ord.  app.  Aug.  8,  1916.) 

ARTICLE  12 

MOTOR  VEHIctiE  BEPAIR  SHOP& 

See*  170.  Permit.  \  . 

§  171.  Restrictions. 

Sec.  170.  Pennit, — No  person  shall  maintain  or  operate  a  motor 
vehicle  repair  shop  without  a  permit;  provided  that  such  a  permit 
shall  not  be  required  of  a  person  holding  a  garage  permit  ior  the  same 
or  adjoining  premises.   (Amend.  May  25,  1915.) 


§  l7l.  Restrictions, — No  person  shall 


Store  or  keep  for  sale  in  a  motor  vehicle  repair  shop  any  volatile 
infiammable  oil  or  calcium  carbide,  except  in  the  manner  and  sub^ 
ject  to  the  conditions  prescribed  by  the  fire  commissioner; 

2.  Introduce^  or  receive  into  such  a  repair  shop  any  motor  vehicle 
containing  volatile  inflammable  oil,  unless  the  building  or  that 
portion  thereof  in  which  the  motor  vehicle  is  introduced  is  con- 
structed of  fire-retarding  material.'  When  such  volatile  inflammable 
oil  is  removed  from  the  fuel  tank  of  a  motor  vehicle  within  tJbe  repsjr 
shop,  it  shall  be  emptied  directly  from  fuel  tank  into  an  approved 
safety  can,  portable  tank,  or  approved  storage  ffj^stem,  and  when 
returned  to  the  fuel  tank  it  shall  be  so  returned  directly  from  such 
safety  can,  portable  tank,  or  lupproved  storage  system.  (Amend* 
May  25, 1915^.) 


.r 
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•  ARTICLE  13 

DBY  CXiEAMING  ASTD  DBT  DTBDfQ  ESTABUSHMXinS 

r 

See.  175.  Permit* 
i  176.  Bestrictions. 
I  177.  Equipmeiit. 

1 178.  Operation. 

1 179.  Fire^j^reventbii.  t  - 

Sec.  175.  Permit. — ^No  person  shall  maintain  cm:  operate  a  dry 
cleaning  or  dry  dyeing  establishment  without  a  permit. 

§  176.  Restrictions. — No  permit  to  maintain  and  o|)erate  a  dry 
deamng  or  dry  dyeing  establishment  shall  be  issued  for  any  building: 

(a)  m  which  the  compartment  wherein  the  volatile  inflammable 
dH  is  used  is  situated  within  50  feet  of  the  nearest  wall  of  any  build- 
ing occupied  as  a  school;  hospital,  theatre,  or  other  place  of  pubhe 
amiiflwnent  or  assembly; 

0  Which  is  occupied  as  a  tenement  house,  dwelling  or  hotel; 


(b) 

(c)  Which  is  of  wooden  construction; 

.<d) 


(d)  In  whictt  the  ocnnpartn^nt  wherein  ih&  volatile  inflammable 
oil  is  used  is  artificially  hghted  by  any  means  other  than  electridty. 
fe)  Wheie  drugs,  cigars,  cigarettes  or  tobaccos  are  kept  for  sale; 

(f)  Where  paints,  varniiuies  or  lacquers  are  manufactured,  stored^ 
or  kept  for  sale;  « 

(g)  Whore  diygoods  or  other  highly  inflammable  matorials  are 
manufactured,  stored  or  kept  for  s^Je; 

(h)  Where  matches,  rosin,  turpentine,  hemp,  cotton,  or  any  ex* 
ploisives  are  stored  or  kept,  v 

(i)  Which  is  not  equipped  with  an  approved  system  for  st<Ming  and 
biinHting  all  volatile  inflammable  oils,  stored  or  used  in  such  ^tab- 
fishmeats  as  prescribed  in  sulxlivisions  5,  6,  9,  13  and  14  d  {  131  ol 
Article  9  of  this  chi^ter. 

S  177.  Equipment.  1.  CertificoJte  of  approval. — ^o  system  for  ihe 
staroge  of  volatile  inflammable  oils  shall  be  installed  in  any  building 
used  as  a  dry  cleaning  or  dry  dyeing  establishment,  unless  it  be  of  a 
type  for  which  a  certificate  c^  approval  shall  have  been  issued. 

j^^  SetiUnp  tank.  At  the  close  of  each  day  all  volatile  inflammable^ 
oils  r^mainin^  in  the  wash  tanl^  and  extractors  shall  be  transferred 
through  continuous  piping  to  an  underground  tank.  Volatile  in«- 
flaimn^le  oils  in  a  dry  cleaning  and  dry  dyeing  establishment  shall 
not  be  k^t  outside  the  dry  cleaning  room  except  in  approved  storage 
system,  and  shall  not  be  transferred  except  by  pumping  directly 
from  an  approved  storage  system.    (Amend.  May  25,  1915.) 

a.  RocfAanks.    (Repealed  May  25, 1915.) 

4.  ^*W(uh  tank"  room. — ^Each  room  or  compartment  wherein  a 
''washing  tank^'  is  located  shall  be  properly  ventilated^  and  shall  be 
equmpedwith  self-dosing  fireproof  doors  and  windovrs  that  can  be 
easiiy  opened  from  the  outside. 

5.  Asoestos  cloths  or  blankets.  Each  room  or  compartment  in  which 
a  washing  tank  is  located  shall  be  eauipped  with  one  or  more  asbestos 
clotha  or^lanketa  to  smother  fire,  tne  number  and  size  of  which  shall 
be  prescribed  hy^  the  fiyK:e  commissioner.    (New.  Ord.  May  25, 1915 ) 
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6.  Portable  containers.  All  porta^  containers  used  to  convey 
goods  from  washers  to  extractors  shall  De  equipped  with  rubber  tired 
rollers,  wooden  Gt  fibre  rollers  or  wooden  bottoms.  (New.  Ord. 
May  25,  1915.) 

7.  Extractors.  AU  extractors  shall  be  constructed  so  that  l&e 
gasoline  extracted  shall  flow  by  gravity  throiffih  the  pipe  into  the 
settling  tai^  of  an  approved  storage  system.  (New.  Otd.  May  25, 
1915.) 

8.  Drying  tumblers.  Drying  timiblers  shall  not  be  permitted  in 
rooms  containing  wash  tanks,  and  shall  be  indepaidently  connected 
with  the  outer  axr  in  the  manner  prescribed  for  drying  rooms.  In 
no  case  shall  they  be  heated  above  150  degrees  Fahr.  (New.  Ord. 
May  25,  1915.) 

9.  Containers  or  devices.  Proper  containers  or  devices  to  prevent 
or  extinguish  fire  may  be  prescribed  by  the  fire  commissioner,  who 
may  issue  certificates  of  approval  for  such  devices.  (New.  Ord. 
May  25,  1915.) 

§  178.  Operation.  1.  Settling ^  filtering  and  distiRing. — ^AH  volatile 
inflammable  oil  which  has  been  used  in  the  process  of  dry  cleaning  or 
dry  dyeii;ig  shall  be  settled,  filtered  or  distilled  in  a  machine  or 
apparatus,  of  a  type  for  which  a  certificate  of  approval  shall  have 
been  issued. 

2.  Sewer  jyrotection.  No  perscm  shall  discharge  any  v<^atile  in- 
damnable  oil  into  any  pulmc  drain  or  sewer. 

3.  Supervision.  The  operation  of  a  dry  cleaning  or  dry  dydng^ 
establishm^it  shall  be  continuously  imder  the  care  and  supervision 
of  a  person  holding  a  certificate  of  fitness  as  manager  thereof.  The 
number  <^  persons  required  to  hold  such  certificates  shall  be  deter- 
mined by  the  fire  coiomissioner  and  stated  in  the  permit,  but  in  no 
eaae  shau  there  be  rmuired  more  than  3. 

§179.  Fire  prevention.  I.  Steam  extinguishing  appliance. — Ea<^ 
roam  or  compartment  wherein  a  ''washing  tank'^  i^  located  ^AaiH  be 
equipped  with  an  approved  steam  fire  extinguishing  system,  the 
supply  valve  for  whidi  shall  be  placed  on  the  outside  of  the  washing 
room  with  one  valve  so  arranged  that  the  steam  can  be  instantar 
neously  turned  on. 

2.  Buckets  of  sand.  Each  premises  in  which  a  dry  deanins  or  dry 
dyeing  establislmient  is  located  shall  bci  equippjed  with  fire  buckets 
filled  with  sand  and  kept  on  each  floor,  for  use  in  extinguishiDg  fire. 
A  quantity  of  sand  shall  also  be  kept  on  each  floor  for  ab8(»l>ing 
waste  oUs.  The  niraiber  of  buckets  and  the  quantity  of  dand  to 
be  so  kept  shall  be  determined  by  the  fire  commissioner  and  stated 
in  the  permit. 

3.  Artificial  UghUng.  No  i^ystem  of  artificial  lighting  other  than 
incandescent  electric  lights  shall  be  instzdled  in  any  building  used 
as  a  dry  cleaning  and  dry  dydng  establishment,  unless  it  be  of  a 
type  for  whic^  a  certificate  <m  approval  shall  have  beem  issued.  All 
mcandescmt  lights  shall  be  fitted  with  keyless  sockets  and  all  dectrie 
switches  and  plugs  shall  be  placed  at  least  4  feet  above  the  floor. 
AH  elecitric  switches  shall  be  placed  outside  the  room  containing 
wai&  tanki^,  and  outside  aU  drying  rooms.    (Amend.  May  25,  1915.> 

4.  Exposed  flame  or  spark.  No  stove^  forge,  tordi  or  other  device 
employing  flame  or  fire,  nor  any  dectnc  or  other  apparatus  -^-  * 
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is  likdy  to  produce  an  exposed  8|>ark,  shall  be  allowed  in  tmy  btii^dlns 
used  as  a  dry  cleaning  or  dry  dyeing  establishment,  unless  it  be  placed 
in  a  room  or  compartment  8^>arated  from  the  remainder  of  the  building 
by  a  partition  constructed  of  fire  retarding  material  and  provided  with  a 
self-closing  fireproof  door;  provided,  howev^,  that  electa  motors  may 
be  of  the  fully  enclosed  t^rpe  or  provided  with  an  approved  type  "  A 
(fire  department  specifications)  motor  enclosure;  the  terminal  Uocks  also 
shall  be  protected.  No  boiler  or  furnace  shall  be  located  in  any  dtich  dry 
cleaning  and  dry  dyeing  establishment  unless  separated  from  the  re- 
mainder of  the  building  by  an  unpierced  fireproof  wall  consisting  of  soUd 
masonry,  or  its  equivalent,  of  at  least  8  inches. in  thickness;  provided, 
however,  that  where  the  construction  of  such  unpierced  wall  shall  be 
impracticable,  the  fire  commissioner  may  permit  such  openings  in  the 
wall  as  may  be  necessary,  and  prescribe  such  protection  therefor  as  in  his 
judgment  the  particular  case  snail  require.    (Amend.  May  25, 1915.) 

5.  Carrying  matches.  No  person  shall  carry  matches  into  any  room  or 
compartment  in  which  volatile  inflammable  oil  is  used  or  stored,  and  the 
person  holding  the  certificate  of  fitness  as  the  manager  of  the  establish- 
ment shall  be  responsible  for  the  enforcement  of  tiiis  section.  He  shall 
also  see  that  all  clothing  intended  to  be  dry  cleaned  is  searched  and  aU 
matches  removed  therefrom,  before  being  brou^t  into  the  compart- 
ments where  volatile  inflammable  oils  are  stored  or  used.  (Amend. 
May  25,  1916,) 

ARTICLE  14 

MOTOR  CYCLE  REPAIR  SHOPS  AND  8T0RAQB  PIiAI9TS 

Sec.  190.  Permit. 

1 191.  RestrictionB. 
,     §192.  Fire  prevention. 

f  190.  Permii,  Except  upon  premises  for  which  a  pgimit  has  been 
issued  under  this  article,  no  person  shall  conduct  a  repaur  shou  for  motor 
cycles,  nor  store,  house  or  keep,  nor  receive  for  storage,  nousing  or 
keeping,  more  than  four  motor  cycles  containing  gasoHne  in  their  fuel 
tanks;  provided,  however,  that  such  a  permit-  shall  not  be  required  for 
prraoases  used  as  a  garage  under  a  permit  duly  issued  therefor,  nor  for 
piemiaes  used  for  the  stOTage  or  repair  of  motor  cycles  owned  and  oper- 
ated by  members  of  but  one  family. 

f  191.  Restrictions.  1.  Storage  of  oil.  Such  permit  shall  state  the 
amount  oi  kerosene  and  lubricating  oils  which  may  be  stored  on  such 
inemises,  which  amount  shall  not  be  exceeded. 

2.  Bcuement  premises.  No  permit  shall  be  granted  for  premises 
below  the  grade  story  of  any  building. 

3.  Tenement  houses,  etc.  No  permit  shall  be  issued  for  any  premises 
tdtuated  in  any  tenement  house,  hotel  or  frame  building,  or  in  any  non- 
fireproof  building  in  which  there  is  a  factory  or  place  of  public  assemblage, 
unless: 

(a)  The  compartment  enclosing  such  premises  is  of  fire  retarding 
material  throughout,  including  doors  and  windows,  and 

(b)  All  doors  and  windows  opening  from  each  compartment  into 
other  portions  of  the  building  are  self-closing. 

{ 192.  Fire  prevention.  In  all  premises  for  which  a  permit  is  issued 
unaer  this  article,  the  following  regulations  shall  be  complied  with: 

(a)  No  gasoline,  except  that  in  the  fuel  tanks  of  motor  cycles,  shall 
be  permitted  on  the  premises  and  such  fuel  tanks  shall  not  be  opened, 
drawn  from  or  filled  on  the  premises. 

(b)  No  coal  or  oil- burning  stove  shall  be  used. 
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(o)  No  motor  cycle  or  part  thereof  shall,  under  any  circumstances; 
be  oleaned  by  the  lise  of  gasoline. 

<d)  On^  electric  lights  shall  be  used,  the  bulbd  of  Ttiiich '  shall  be 
enclosed  in  wire  cages  or  otherwise  properly  protected  in  a  manner 
approved  by  the  Fire  Commissioner. 

Except  imder  special  authority  from  the  Fire  Commissioner,  no  gas 
or  open  flame  shall  be  used  for  heating,  lighting,  or  repair  purposes. 

(e)  Fire  pails,  filled  with  sand,  approved  fire  extinguishers  and  **iio 
omoking"  signs  shall  be  provided  in  such  number  as  the  Fire  Commis- 
sioner may  require. 

i  2.  Section  forty-three  of  such  chapter  is  hereby  amended  by  insert- 
ing tiierein  a  new  subdivision,  to  be  numbered  twentynsix-a,  and  to  read 
as  follows: 
26-a.     Motor  cycle  repair  shop  or  storage   place,  or  both  .  .  ;  $5  00 

Adopted  February  9,  1917.    Became  effectiye  February  20,  1917. 


ARTICLE  15 

PAINTS,  VARNISHES  AND  LACQUBBS 

Sec.  200.  Permit. 
§  201.  Restrictions. 
1 202.  Volatile  inflammable  oil. 

Sec.  200.  Permit.  No  person  shall  manufacture,  store  or  keep  for 
sale  paints,  varnishes  or  lacquers  or  any  other  substances,  mixtures 
and  compounds  commonly  used  for  painting,  varnishing,  staining  or 
other  similar  purposes,  in  quantities  greater  than  20  gallons  without 
a  permit. 

§  201.  Reatrictiona. — No  permit  for  the  manufacture,  mixing  or 
compounding  of  paints,  varnishes  or  lacquers  shall  be  issued  for  any 
premises — 

(a)  Which  are  situated  within  50  feet  of  the  nearest  wall  of  a  buildins 
occupied  ^  a  scho<^,  theatre  or  other  place  of  public  amusement  or 
assembly;  ^ 

(b)  Whidi  are  occupied  as  a  tenement  house,  dwelling,  hotel,  work« 
shop  or  factory; 

(c)  Which  are  artificially  lifi^hted  by  any  means  other  than  eleoUioity; 

(d)  Wh^:«  drugs,  cigars,  cigarettes  or  tobaccos  are  kept  for  sale; 

(e)  Where  drygoods  or  other  highly  inflammable  materials  are  manvH 
f aetured,  stored  or  kept  for  sale. 

§202.  VokUile  inflammable  oil* — No  permit  shall  be  issued  for  the 
storage  and  sale  of  volatile  inflammable  oil  in  any  paint  shop^  in  a  tene- 
ment house,  nor  for  the  storage  of  such  oil  in  excess  of  20  gallons  in  any 
building  occupied  by  two  families,  nor  for  the  storage  of  such  oil  in  exoets 
of  55  gallons  in  any  building  occupied  as  a  dwelling  by  one  family. 
(Amend.  May  25,  1915.) 

ARTICLE  16 

CALCIUM  CABBIOB 

Sec.  205.  Permit.  . 

§206.  Conditions. 
I  207.  Restrictions. 

Sec.  205.  Permit. — No  person  shall  store  or  keep  calcium  carbide 
in  excess  of  120  pounds  without  a  permit. 

§  206.  Conditions,      1.  Containers. — Each    can,    drum    or    container 
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for  holding  ealcium  carbide  shall  be  constraoted  of  tin,  iron  or  st^el, 
without  the  use  of  solder.  It  shall  be  closed  in  such  manner  as  to  be 
air  and  water-tight,  and  shall  be  conspicuously  marked  CARBIDE^ 
DANGEROUS  IF  NOT  KEPT  DRY. 

2.  Place^  Calcium  carbide  in  excess  of  600  lbs.  shall  be  stored  in 
approved  metal  packages  above  ground  in  one-story  buildings  with- 
out cellar  or  basement  and  used  exclusively  for  the  storage  of  calcium 
cfurfoide.  Such  buildings  shall  be  constructed  to  be  dry,  waterproof 
and  well  ventilated  and  shall  be  located  outside  congested  mercantile  or 
manufacturing  districts.  If  the  storage  building  is  of  inoombu8(tibl« 
ooDStruction  it  may  adjoin  other  one-stoiy  buildings  if  separated  tibere- 
from  by  an  impierced  fire  wall;  if  the  storage  building  be  a.detadied 
structure  and  located  less  than  10  feet  from  such  one-story  buildings 
there  shall  be  no  openings  in  the  adjacent  sides  of  either  buildings.  If  the 
carbide  storage  building  is  of  combustible  construction  it  must  not  be 
within  20  feet  of  other  one-story  or  two-stwy  buildings,  nor  within  30 
feet  of  other  buildings  over  two  stories.     (Amend.  May  25,  1915.) 

3.  Waminp.  A  building  used  for  such  storage  shall  have  a  sign  con- 
spicuously displayed  on  the  outside  thereof  bluing  in  letters  at  least 
twelve  inches  high  the  words  CALCIUM  CARBIDE— -USE  NO 
WATER. 

}207.  Reatrictiona, — No  permit  shall  be  issued  for  the  stora^  of 
calcium  carbide  in  excess  of  six  himdred  pounds  in  any  buildmg — 

(a)  Which  is  not  used  exclusively  for  such  storage; 

(b)  Which  is  situated  within  fifty  feet  of  the  nearest  wall  o^  any 
builaing  occupied  as  a  hospital,  school,  theatre,  or  other  place  of  public 
amusement  or  assembly; 

(c)  Which  is  of  wooden  construction. 


ARTICLE  17. 

.     OASES  UNDBB  P^BSBURB 

Sec.  210.  Permit. 

211.  Compressing. 

212.  Acetylene. 

213.  Oxygen  blow-pipes. 

Sec.  210.  PerrnU. — ^No  person  shall  compress,  generate,  store,  or 
sdl  any  acetylene,  Blaugas,  Pintsch  gas  or  other  gases  and  mixtures 
of  gases  or  transport  throu^  a  pipe  from  one  locality  to  another  any 
gas,  unless  otherwise  herein  provided  for,  at  a  pressure  exceeding  6 
pounds  to  the  square  inch,  or  atmosphere  air  to  a  pressure  exceeding 
100  pounds  to  the  square  inch,  nor  in  quantities  exceeding  a  total  con- 
tainer capacity  of  30  cubic  feet,  without  a  permit.  (Amend.  July  Id, 
1915.) 

{211.  Compreasing,  1.  Capacity. — ^No  person  AaXi  store  for  sale 
any  gas  compressed  to  a  pressure  greater  than  6  pounds  to  the  square 
.    inch  without  a  permit,  except  the  following: 

(a)  Nitrous  oxide  or  oxygen  for  us&  for  medical  or  surgical^  purposes 
in  quantities  not  exceeding  a  total  container  capacity  of  5  cubic  feet  for 
both  gases,  and  in  containers  i^one  of  which  shall  have  a  capacity  ex- 
ceeding 2.5  cubic  feet; 

(b)  Combustible  gases  imder  pressure  exceeding  15  pounds  per  square 
inch,  such  as  Blaugas  and  acetylene^  in  quantities  not  exceeding  500 
cubic  feet  gas  measure  and  in  contamers  none  of  which  shall  have  a 
capacity  exceeding  2.5  cubic  feet. 

(c)  Non-combustible  liquefied  gases  except  chlorine  in  quantities  not 
exceeding  a  total  container  capacity  of  1  cubic  foot,  and  in  containers 
none  of  which  shall  have  a  capacity  exceeding  200  cubic  inches.    (Amend.) 
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No  person  shaU  use  or  store  for  use  within  the  city  any  gas  oom- 
pressea  to  a  pressure  greater  than  6  pounds  to  the  square  inch,  without 
a  permit,  except: 

(d)  Non-combustible,  non-liquefied  gases,  such  as  atmospheric 
air,  oxygen,  carbon  dioxide,  nitrous  oxide,  compressed  to  a  pressure 
not  exceeding  100  pounds  to  the  square  inch  and  in  quantities  not  ex- 
ceeding a  total  container  capacity  of  30  cubic  feet; 

(e)  Non-combustible,  non-liquefied  gases,  such  as  atmospheric  air, 
oxygen,  nitrous  oxide,  nitrogen,  compressed  to  a  pressi^  not  exceeding 
300  pounds  to  the  square  inch  and  in  quantities  not  exceeding  a  total 
oontaiuOT  capacity  of  30  cubic  feet,  and  in  containers  of  which  none  shall 
have  a  capacity  exceeding  6  cubic  feet; 

(f)  Non-combustible,  non-liquefied  gases,  such  as  atmospheric  air, 
oxygen  or  nitrogen,  compressed  to  a  pressure  exceeding  300  pounds  to  the 
square  inch  and  in  quantities  not  exceeding  a  total  container  capacity  of 
20  cubic  feet,  and  in  containers  iione  of  which  shiUl  have  a  capacity  ex- 
ceeding 2.5  cubic  feet; 

(g)  Ocxnbustible,  non-liquefied,  non-absorbed  gases,  such  as  hydrogen, 
illuminating  gas,  compressed  to  a  pressure  not  exceeding  300  pounds  to 
the  square  inch,  and  in  quantities  not  exceeding  a  total  container  capacity 
of  30  cubic  feet  and  in  containers  none  of  which  shall  have  a  capacity  ex- 
eeeding  0  cubic  feet; 

(h)  Combustib^,  non-liquified,  non-absorbed  gases,  such  as  hydrogen, 
illuminating  gas,  compressed  to  a  pressure  exceeding  300  pounds  to  the 
square  inch  and  in  quantities  not  exceeding  a.  total  container  edacity  of 
10  cubic  feet,  and  in  containers  none  of  which  shall  have  a  capacity  ex- 
ceeding 2.5  cubic  feet ; 

(i)  Soda  water  tanks  containing  carbouic  acid  under  pressure,  not 
exceeding  150  pounds  to  the  square  inch,  and  in  quantities  not  ex- 
ceeding a  total  container  capacity  of  20  cubic  feet,  and  in  containers 
none  of  which  shall  have  a  c£^acity  exceeding  2  cubic  feet; 

(j)  Absorbed  acetylene,  under  t>ressure  not  exceeding  250  pounds 
to  the  square  inch,  and  in  quantities  not  exceeding  a  total  container 
capacity  of  10  cubic  feet,  and  in  containers  none  of  which  shall  have 
a  capacity  exceeding  2.5  cubic  feet; 

(k)  Non-combustible  liquefied  gases,  except  aznmoiua  and  chlorine, 
such  as  nitrous  oxide,  darbonic  acid,  sulphur  dioxide,  in  quantities 
not  exceeding  a  total  container  capacity  of  12  cubic  feet,  and  in  containers 
none  of  which  shall  have  a  capacity  exceeding  1.5  cubic  feet.  Anhydrous 
tiquid  ammonia  not  exceeding  a  total  container  capacity  of  12  cubic  feet, 
and  in  containers  none  of  which  shall  have  a  capacity  exceeding  5.5  cubic 
feet,  except  as  otherwise  provided  in  these  regulations. 

(1)  Combustible,  liquefied  gases^  such  as  Blaugas,  in  quantities 
not  exceeding  a  total  container  cai)acity  of  8  cubic  feet,  and  in  containers 
none  of  which  shall  have  a  capacity  exceeding  1.5  cubic  feet.  (Amend. 
July  16.  1915.) 

2.  CertificcUe  of  fitness. — No  gas  shall  be  compressed  or  generated 
to  a  pressure  greater  than  15  pounds  to  the  square  inch,  unless  under 
the  supervision  of  a  person  holding  a  certificate  of  fitness.  (Amend. 
July  16,  1915.) 

3.  C<m8(ruetMn,  All  tanks  and  cylinders  used  for  the  storage  of 
gas  under  pressure  shall  be  constructed  of  rolled,  drawn  or  forged 
steel,  and  shall  be  either  seamless,  brazed,  welded  or  riveted.  Con- 
tainers now  in  use  and  purchased  hereafter  for  storing  and  transport- 
ing compreaeed  gases  must  be  subjected,  whenever  they  appear  mate- 
rially weakened  by  use,  but,  at  least  once  in  five  years,  to  a  imiform 
interior  pressure  test,  in  which  the  test  pressure  must  be  as  follows: 

For  containers  for  liquid  carbonic  acid,  liquid  nitrous  oxide,  or  Blaugas, 
3,000  pounds  to  the  square  inch; 

For  containers  for  liquid  anhydrous  ammonia,  not  less  than  430  pounds 
to  the  square  inch; 
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• 

For  containers  for  liquid  chlorine,  hot  less  than  400  pounds  to-^the 
square  inch; 

For  containers  for  liquid  sulphur  dioxide,  not  less  than  250  poiisids 
to  the  square  inch; 

For  containers  for  ourbonated  beverages  in  use  at  time  of  passage 
of  this  OTdinanee,  not  less  than  300  pounds* to  the  square  inch ; 

For  containers  for  carbonated  beverages  manufactured  and  plaeed  m 
use  after  Sei^t^nber  1, 1917,  not  less  than  500  pounds  to  the  square  inch. 

Adopted  July  17,  1917.    Became  effective  September  18, 1917. 

4.  Containers^  certificate  of  approval.  No  person  shall  transport, 
store  or  sell  any  gas  comprised  to  a  pressure  greater  than  15  pounds 
to  the  square  inch,  except  it  be  contained  in  a  metal  tank,  cyliivdOT 
or  other  metal  container,  or  of  a  type  approved  by  the  fire  commissioner 
<»r  the  interstate  commerce  commission*    (Amend.  July  16,  1915.) 

5,- Pressure  gauge.  Contains?  used  for  the  storage  of  gas  under 
pressure  of  more  than  15  pounds  to  the  square  inch  shall  be  provided 
with  a  pressure  gauge,  or  with  an  (^>ening  to  which  such  gauge  may 
be  attached,  for  determining  the  pressure  oi  the  gas  in  the  container. 
After  January  1st,  1916,  no  container  exceeding  12  inches  in  length, 
containing  liquefied  gases,  gases  in  solution  or  other  gases  under  a  pres- 
sure of  more  than  15  pounds  per  square  inch  at  70**  F.,  except  asihycuous 
anmionia,  shall  be  filled  within  the  cityt  except  for  immediate  export; 
nor  shall  any  such  filled  cylinder  be  brought  into  the  city  unless  it  be 
equipped  with  a  safety  device  or  fusible  plug  of  a  t3^  approved  by  the 
fire  commissioner  or  interstate  commerce  commission,  to  prevent  the 
explosi(Mi  of  a  normally  charged  cylinder  when  placed  in  a  fire.  (Amend. 
July  16,  1915.) 

^.  Stamped.  Each  container  used  for  the  storage  or  transportation  of 
gas  imder  pressure  shall  have  plainly  and  permanently  marked  thereon 
the  name  of  the  original  purchaser  or  manufacturer,  or  a  mark  by  which 
the  ownership  or  responsibility  for  filling  ihe  omtainer  can  easily  be 
established,  and  each  container  shall  be  identified  by  a  serial  number.. 
When  conteiners  are  tested  a  complete  record  shall  be  kept  thereof,  and 
this  record,  or  a  certified  copy  thereof  shall,  upon  reasonable  notice  and 
demand,  be  produced  for  the  iniQ)ection  ol  the  inter^^te  commeree 
commission  or  the  fire  commissioner.    (Amendi  July  16,  1915.) 

(212.  Acetylene,  1.  ApprowU  of  generator, — No  person  shall,  gen- 
erate acetylene,  except  in  a  generator  or  other  suitable  apparatus  of 
a  type  for  which  a  certificate  of  approval  shall  have  been  issued;  pro- 
vided, however,  that  nothing  contained  in  this  section  sluUl  be  con- 
strued as  requiring  a  certificate  of  approval  for  an  acetylene  generator 
having  a  carbide  capacity  not  exceeding  5  pounds. 

2.  Containing  building.  Each  buudizijg  or  compartment  used  for 
the  generation  and  compression  of  acetyl^e,  to  a  pressure  greater 
than  15  pounds  to  the  square  inch,  shall  be  cons^*ucted  of  fire-resisting 
materials  throughout,  and  shall  be  used  for  no  other  purpose. 

3.  Stationary  appaaratus.  Each  stationary  apparatus  for  generat- 
ing acetylene  shall  be  equipped  with  liquid  seals,  a  safety  valve,  a  blow- 
ofif  valve  or  other  automatic  appliance  for  limiting  the  pressure  of  the 
gas  to  not  more  than  .15  pounds  to  the  square  inch  at  a  temperature  c^ 
70^  F.  The  apparatus  shall  be  installed  in  a  waterproof  compartment 
having  the  floor,  walls  and  roof  of  brick  or  reinforced  concrete.  Tl^  sise 
of  such  compartment  shall  not  exceed  that  requu^ed  to  fdlow  the  f^ree 
operation  of  the  apparatus  and  the  storage,  of  the  necessary  carbide. 
Each  such  apparatus  shall  bear  the  name  of  tiie  manufacturer  and  the 
year  of  its  manufacture,  and  shidl  be  identified  by  a  serifd  number. 

4r  Compression,  No  person  shall  compress  acetylene,  nor  transport, 
store  or  sell  acetylene  compressed  to  a  greater  pressure  than  250  pounds 
to  the  square  inch  at  a  temperature  of  70®  F. 

5.  Dissolving  and  absorinng, — No  person  shall  generate,  traiii^K>ft» 
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■tore  or  sell  acetylene  compressed  to  a  pressure  greater  than  15  pounds 
to  the  square  inch,  except  when  it  be  dissolved  in  acetone,  or  other 
nmHar  solvent  and  shnultaneously  absorbed  into  asbestos  or  other 
suitable  porous  material;  and  confined  in  a  tank  or  cylinder  of  a  type  for 
which  a  certificate  of  approval  shall  have  been  issued. 

6.  Liquid,  No  person  shall  genraate,  manufacture,  transport,  store 
or  sell  any  liquid  acetylene. 

7.  Residue  of  carHnde,  All  solid  residue  of  calcium  carbide  shall  be 
promptly  removed  from  the  building  and  disposed  of;  and  no  person 
shall  discharge  any  such  residue  into  a  public  drain  or  sewer.    , 

S,.  Storage  tanks.  All  tanks  and  cylinders  used  for  the  storage  of 
acetylene  und^  pressure  having  originally  passed  the  required  test, 
shall  be  exempt  from  the  quinquennial  test  but  shall  be  designed  and 
constructed  to  withstand  a  pressure  of  1,200  pounds  to  the  square  inch 
without  rupture,  and  to  withstand  a  pressure  of  at  least  550  pounds  to  the 
square  inch  without  exhibiting  strain  beyond  the  point  of  usefulness. 
Each  tank  and  cylinder  used  for  the  storage  of  acetylene  under  pressure 
shall  be  tested  to  withstand  a  pressure  of  500  lbs.  to  the  aquare  inch;  and 
no  person  shall  generate,  transport,  store  or  sell  acetylene  in  an  apparatus, 
tank  or  other  container  in  the  construction  of  which  unalloyed  copper  is 
used.  No  tank  or  cyiinder  containing  acetylene  in  quantities  aggregatins 
more  than  2^500  cubic  feet  shall  be  stored  in  any  biulding  except  imdo:  a 
special  pennit.  Acetylene  contained  in  tanks  or  cylinders  attached  to  ve- 
hicles and  ready  for  use  shall  not  be  included  in  computing  the  quantity 
stored  in  fuoy  building.    (Amend.  July  16,  1915.) 

9.  Use  in  puMie  entertainment.  No  person  shall  generate  acetylene 
in  connection  with  a  motion-picture  show  or  exhibition  or  other  public 
entertainment. 

10.  Ventilaitingf  heating  and  lighting.  Each  building  or  compart- 
ment  used  for  the  generation  or  compression  of  acetylene  shall  be  well 
ventilated,  shall  be  heated  only  by  steam  or  hot  water,  and  i^all  not  be 
artificially  lighted  except  by  electric  lights  having  airtight  bulbs,  i^bea 
or  tubes. 

11.  Fire  prepention.  No  stove,  f(»^,  torch,  boiler,  furnace,  flame 
or  fire,  and  no  electric  or  other  appliance  which  is  likely  to  produce  an 
exposed  spark  shall  be  allowed  in  any  compartment  used  for  the  genera- 
tion or  compression  of  acetylene. 

§213.  Oxygen  blow-pipes.  1.  Certificate  of  approval. — No  person 
shall  use  oxygen  and  a  combustible  gas  for  heating,  melting  or  welding, 
except  in  or  through  a  blow-pipe  or  other  similar  device  or  apparatus  of  a 
type  for  which  a  certificate  of  approval  shall  have  been  issued. 

2.  Certificate  of  fitness.  No  person  shall  operate  a  blow-pipe  or  other 
similar  device  or  apparatus  for  heating,  melting  or  weldizig,  witiiout  a 
certificate  of  fitness.    (As  amended.) 

3.  Permit.  No  person  shall  use  oxygen  in  combination  with  a  com- 
bustible gas,  in  or  through  a  blow-pipe  or  otiier  similar  device,  for  heat- 
ing, melting  or  welding,  without  a  permit. 

4.  Portable  generators.  No  pereon  shall  use  a  portable  ^^enerator  in 
any  building  for  the  purpose  of  supplying  gas  to  a  blow-pipe  or  other 
similar  device  or  apparatus,  except  where  a  certificate  of  approval  for  the 
l^nerator  has  been  issued,  and  then  only,  when  a  special  permit  has  been 
iBtued  for  its  use. 

§214.  Regulations  governing  the  manufacture  and  handling  of 
soda  water  and  carbonated  beverages. 

1.  No  person  shall  transfer  carbonic  add  from  a  container,  with  a 
pressure  of  more  than  300  pounds  per  square  inch,  into  a  container  of 
glass  or  metalj  not  capable  of  resisting  a  pressure  equal  to  that  in  the 
original  container,  without  a  permit  from  the  Fire  Commissioner. 

2.  No  person  shall  transfer  carbonic  acid  from  a  container,  with  a  pres- 
sure of  more  than  300  pounds  per  square  inch,  into  a  vessel  or  container 
of  glMB  or  metal,  not  capable  of  resisting  a  pressure  equal  to  that  of  the 
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origiHal  container,  without  interposing  between  the  two  containers  a 
pressure  reducing  and  regulating  device  and  between  the  said  pressure 
reducing  and  regulating  device  and  a  weaker  container  a  safety  device 
of  a  type  approved  by  the  Fire  Commiasioner. 

3.  No  person  shall  transfer  carbonic  acid  from  a  container  with  a 
pressure  of  more  than  300  pounds  per  square  inch  into  any  vessel  or  con* 
tainer  of  glass  or  metal  without  a  certificate  of  fitnesB. 

Adopted  June  19,  1917.    Became  effective  July  3,  1917. 

S214a.  Liquefied  chlorine.  1.  Permit  reguired.^So  person,  firm  or 
corporation,  shall  store,  sell,  use  or  transport  any  liquefied  ehlorine  with- 
out a  permit. 

2.  Certificaie  of  fiineae.  No  liquefied  diknrine  shall  be  used  except 
under  the  constant  supe!rvision  of  person  holding  a  oerttfbcate  of  fitnesa. 

3.  Compression.  No  chlorine  gas  shall  be  compressed  in  the  City 
of  New  York.  / 

4.  Storage  and  use.  Liquefied  chlorine  gas  may  be  stored  only  in 
quantities  speelfied  by  the  fire  commissioner  and  under  the  folk>wing 
conditions: 

(a)  In  approved  fireproof  buildings  used  exclusively  for  the  storage 
of  liquefied  chlorine.  Such  buildings  shall  be  approved  only  when 
all  the  materials  entering  into  their  construction,  including  flooring 
and  trim  and  partitions,  whether  ten^Mrary  or  permanent  are  inoomr 
bustibb  in  character. 

(b)  In  enclosed  lots  or  yards  in  sparsely  settled  sections,  in  the  disi* 
cretion  of  the  fire  commissioner  and  und^  such  restrictions  as  he  may 
deem  necessary. 

(c)  In  buildings  used  for  other  purposes  than  the  storage  of  lique^ 
fied  chlorine,  on  the  ground  floor  dnly,  provided  the  coiltainers  of 
liquefied  chlorine  are  located  in  a  room  or  compartment  coni^brueted 
of  fireproof  or  fire  retctrding  material,  which  is  easily  accessible  frcot 
the  street  or  yard.  If  the  room  or  compartment  is  not  easily  acces- 
sible from  street  or  yard,  it  shall  be  provided  with  an  approved  au- 
tomatic sprinkler  system  by  means  of  which  the  compartoient  may 
be  readily  flooded  with  water,  all  of  which  shall  be  in  accordance  wita 
plans  approved  by  the  fire  commiasioner.  The  cylinders  of  chk)rine  gas 
may  be  placed  in  a  receptacle,  approved  by  the  fire  oomnussioner,  so 
arranged  as  to  be  automatically  flooded  with  cold  water  from  a  reliable 
source  in  ease  of  fire. 

(d)  No  x>ermit  shall  be  issued  for  the  use  pf  liquefied  chlorine  above 
the  grade  floor,  except  in  a  building  occupied  exclusively  by  the  per- 
son, firm  or  corporation  using  the  liquefied  chlorine  and  protected  by 
an  approved  automatic  sprinkler  system,  except  that  in  special  cases 
where  the  use  of  liquefied  chlorine  existed  prior  to  the  adoption  o£ 
these  regulations  this  requirement  might  bd  waived  by  the  fii«  com- 
missioner. 

(e)  Tlie  number  of  liquefied  gas  cylinders  peimitted  above  the  grade 
floor  shall  not  in  any  case  exceed  in  number  twice  the  number  actually 
connected  and  in  use  at  any  one  time  and  the  cylinders  shbll  be  supp<nrted 
from  the  ground  in  such  manner  as  not  to  be  dependent  for  support  upon 
any  non-fireproof  portion  of  the  building  construction. 

(f)  No  permit  E^all  be  issued  for  the  storage  or  use  of  liquefied  chlorine 
in  an^  building  used  for  a  hotel,  lodging  house,  tenement  house,  or 
dwelling,  Or  in  any  building,  lot  or  enclosure  located  within  50  feet  of  the 
nearest  wall  of  a  building  occupied  as  a  hospital,  dchool,  theatre  or  other 
place  of  public  amusement  or  assembly. 

6.  Sale.  No  person,  firm  or  corporation  shall  sell  any  liquefied  chlorine 
for  use  within  the  City  of  New  York,  unless  the  purchaser  thereof  holds  a 
permit  to  store  or  use  liquefied  chlorine. 

Adopted  July  17,  1917.    Became  effective  September  18, 1917. 
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ARTICLE  18 

ROFBIOIIIIATINO  PZ^ANTB 

Sfec.  216.  Permits. 

217.  Refrigeratiiig  plants. 

218.  Pressure. 

219.  Lights. 

220.  Preoftutions. 

221.  ExemptioxMi. 

Seo.  216.  Permita, — ^Except  as  hereinafter  provided  in  this  article, 
it  shall  be  ui^wful  to  operate  within  the  cAy  any  plant  producing 
refrigeration  by  means  of  gases  under  pressure  m.  connection  with  cold 
storage  plants,  breweries,  ice  manufactories,  hotels,  restaurants  or  other 
places,  without  a  permit. 

§217.  Befrigeroitinff  plantB,  1.  ConHrucHon.—'Eai^  refrigeratins 
plant  shall  be  equipped  with  an  emergency  pipe  or  pipes  by  which, 
in  case  of  aocideht,  the  gas  under  pressure  can  be  d&char^^  by  a 
valve  which  can  be  opened  both  inside  and  outside  the  refngeratins 
plant  into  water,  or  brought  into  contact  with  sufficient  water  to  absorb 
and  carry  off  all  gases  so  dischaiged.  At  the  discretion  of  the  fire  com- 
missioner the  emergency  pipe  or  pipes  may  conduct  the  gases  to  a  point 
ttt  least  10  feet  above  the  roofs  of  adjacent  buildings  into  the  open  air. 

2.  Safety  denees.  All  refrigerating  machines  shflill  be  equipped 
with  automatic  safety  devices,  which  discharge  at  300  lbs.  pressure  to 
the  square  inch  for  ammonia,  1,400  lbs.  pressure  to  the  square  inch  for  car- 
bon dioxide,  100  lbs.  pressure  to  the  square  inch  for  suli^ur  dioxide*  and 
100  lbs.  pressure  to  the  square  inch  for  ethyl  chloride  into  the  emergency 
pipes  re(|uired  by  the  preceding  section  or  into  the  low  pressure  side. 

3.  Exits,  In  refrigerating  plants  built  and  erected  after  July,  1, 
1915,  eveiy  room  containing  pipes  carrying  a  refrigerating  chemical 
under  pressure  exceeding  40  lbs.  per  square  inch  for  ethyl  chloride, 
60  lbs.  for  sulphur  dioxide,  100  lbs.  for  ammonia  and  500  lbs,  for  carbon 
«lioxide,  and  which  by  accident  may  become  filled  with  the  gases  gen- 
erated by  said  chemicals,  shall  have  an  exit  to  the  open  air  direct  or  by 
means  of  stairway  or  to  a  room  or  hall  from  which  said  gases  can  be  ex- 
cluded. Other  refrigerating  plants  shall  be  provided  with  such  means  of 
exit  as  the  fire  commissioner  may  prescribe.  Rooms  which  contain  only 
the  liquid  supply  pipe  to  the  refrigerator  coils  are  not  included  within 
the  meaning  of  this  section. 

(218.  Pressure, — The  maximum  pressure  allowed  in  refrigerating 
machines  shall  not  exceed  300  lbs.  for  ammonia,  1,400  lbs.  for  carbon 
dioxide,  100  lbs.  for  sulphur  dioxide  and  100  lbs.  for  ethyl  chloride  to 
the  square  inch.  All  pipes  used  for  refrigerating  purposes  shall  stand  a 
hydrostatie  test  of  at  least  double  the  maximum  pressure  per  square  inch 
specified  in  this  section.  All  fittings  must  be  guaranteed  to  stand  a 
pressure  of  at  least  three  times  the  maximum  pressure  per  square  inch 
specified  in  this  chapter. 

(219.  Lights. — No  room  containing  refrigerating  condensers  or 
eompressors  of  ammonia  or  ethyl  chloride  under  pressure  shall  have 
in  it  any  open  flame,  arc  light  or  direct  opening  into  the  boiler  room; 
but  an  internal  combustion  engine  may  be  located  therein,  which  mBsr 
be  started  in  the  usual  manner.  There  shall  be  a  fire  wall  between  8U<ui 
room  and  the  boiler  room,  equipped  with  a  self-closing  door. 

{220.  PreeatUums,  1.  Hdmets  or  respirators. — ^In  such  lar^  re* 
frigeratintf  plants,  as  may  be  designated  by  the  fire  commissioner, 
there  shall  be  kept,  fit  and  available  for  use,  suitable  helmets  or 
respirators  which  shall  permit  the  wearer  to  reach,  without  suffoca- 
tion, any  part  of  the  refrigerating  system. 
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2.  Pipes  io  he  deeionated.  In  all  Iefrig^ratmg  plants  the  iMpes  in 
the  engine  room  shall  have  conspicuous  signs,  displayed  at  proper 
places,  designating  in  easUy  legible  letters  the  name  ol  the  refngerat-^ 
ing  chemical  contained  therein. 

3.  Rules.  In  all  refrigerating  plants  there  shall  be  jM>sted  several 
copies  of  a  brief  set  of  rules  satisfactory  to  the  fire  commissioner,  diiet^ 
ing  all  employees  as  to  their  duties  in  case  of  fire  or  other  emergencies, 
employers  shall  be  responsible  for  the  proper  drill  of  all  employees  in 
such  emergency  duties. 

4.  Supervintfn,  No  refrigerating  idant  using  ammonia  or  carbon 
dioxide  as  a  refrigerant,  nor  any  refrigerating  plant  using  over  ^gjbt 
pounds  of  ethyl  chloride  or  eight  pounds  of  su4>hur  dioizide  as  ref riger-  ' 
ants,  shall  be  operated  unless  imder  the  charge  of  a  person  holding  a 
certificate  of  qualification  issued  by  the  police  department.  Any  person 
holding  a  certificate  of  fitness  to  operate  a  refrigerating  plant  issued  by- 
the  fire  commissioner  i>rior  to  the  time  when  this  ordinance  takes  effect 
shall  be  exempt  from  its  provisions  until  the  esppiration  of  such  certifi^ 
cate. 

.5.  Certificate  of  ^ptalifieaUtm.  Upon  the  request  of  any  person  who 
makes  application  to  the  p<^ice  department  for  a  license  or  oertifioate  am 
engineer  of  any  class  or  ^^rade,  or  as  to  such  applicant's  qualification/i  tOt 
operate  such  a  ref  rigeraUng  plant,  he  shall  be  examined  by  said  depart- 
ment as  to  his  qualincations  to  operate  a  refrigerating  plant,  and  if  ne  ia 
found  to  be  so  qualified,  said  department  shall  so  certify;  such  oertifiica" 
tion  to  continue  m  force  one  year  unless  sooner  revoked  or  suspended. 

Adopted  June  12, 1017.    Became  effeethre  June  16,  1017. 

$221.  Exemptione.  1.  Surplus  storage. — Refrigerating  plantA 
nk&yr  store  a  surplus  stock  <^  the  refrigerating  chemical  of  two  cymiders 
or,  if  necessary,  a  quantity  not  to  exceed  ten  per  cent,  of  the  charge  of 
the  plant.  No  cylinders  containing  gas  under  pressure  shall  be  stored  in 
the  boUer  room. 

2.  Refrigerating  machines  of  less  than  three  tons  capacity.  Tlie  fire 
commissioner  may  exempt  from  the  provisions  of  this  article  refrigerat- 
ing machines  of  less  than  three  tons  refrigerating  capacity,  provided  a 
certificate  of  approval  has  been  issued  for  such  machine. 

(This  article  was  added  by  ordinance  May  25,  1915.) 

ARTICLE  19 

NirBO-OBLLULOBH 

Sec.  230.  Manufacture. 

I  231.  Guncotton. 

232.  Nitro-cellulose  products. 

233.  Scraps  and  other  refuse  materials. 

234.  Fire  prevention* 

Sec.  230.  Manv/acture. — ^No  person  shall  manufacture  any  guncotton, 
soluble  cotton  or  any  other  product  of  nitro-cellulose. 

§  231.  Guncotton. — No  person  shall  transport,  store,  sell,  use  or  other- 
wise handle  guncotton  in  any  form,  either  alone  or  in  combination  with 
any  other  substance  intended  to  be  used  as: 

(a)  A  blasting  explosive,  except  in  the  manner  provided  in  article  4 
of  this  chapter: 

(b)  A  propelling  charge  except  in  the  manner  provided  in  article  5 
of  this  chapter. 

S  232.  Nitro-cellulose  products,  1.  Permit. — ^No  person  shall  store  or 
keep,  manufacture  or  sell  any  nitro-cellulose  product,  as  defined  in  §  1 
of  tlus  chapter,  or  manufacture  any  article  therefrom  without  a  permit. 
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2.  ReitricHona.  No  permit  for  the  storage  of  nitro-cellulose  products, 
except  m  quantities  less  than  100  poimds,  for  purposes  of  manufacture 
oi  articles  therefrom,  shall  be  issued  for  aoy  building: 

(a)  Which  is  situated  within  50  feet  of  the  nearest  wall  of  any  building 
ooeupied  as  a  school,  theatre,  or  other  place  of  public  amusement  or 
assembly; 

(b)  Which  is  occupied  as  a  tenement  house,  dwelling  or  hotel; 

(c)  Which  is  artificially  lighted  by  any  means  other  than  electricity; 

(d)  Which  is  of  wooden  construction; 

(e)  Which  is  not  equipped  with  an  approved  system  of  automatic 
sprinklers; 

(f)  Where  paints,  varnishes  or  lacquers  are  manufactured,  stored  or 
kept  for  sale; 

(fO  Where  matches,  rosin,  turpentine,  oils,  hemp,  <5otton,  or  any  ex- 
plosive, are  stored  or  kept  for  sale. 

3.  Storage  of  raw  material.  All  nitro-cellulose  products  in  the  form 
of  Mocks,  slabs,  sheets,  rods,  tubes  or  other  shapes  to  be  used  as  raw 
material  shall  be  kept  stored  in  a  fireproof  room  or  compartment,  con- 
structed in  accordance  with  plans  submitted  to  and  approved  by  the 
fire  oonmiissioner  and  in  all  cases  shall  be  provided  with  suitable  ventila- 
tion, 

4.  Supervision.  All  premises  used  for  the  storage  of  nitro-cellulose 
products,  or  for  the  manufacture  of  articles  therefrom  shall  be  contin- 
uously under  the  care  and  supervision  of  one  or  more  persons,  each  hold- 
ing a  certificate  of  fitness  as  superintendent  or  manager  thereof.  The 
number  of  persons  re()uired  to  hold  such  certificates  shall  in  each  case 
be  stated  in  the  permit. 

5.  Waier-jet.  Whenever,  in  the  process  of  manufacturing  articles  from 
nitro-cellulose  products,  saws  or  cutting  tools  are  used  which  are  likely 
to  heat  the  material  to  the  firing  point  oy  friction  or  otherwise,  a  jet  of 
water  shall  continuously  play  upon  the  point  of  contact. 

1 233.  Scraps  and  other  re/use  materials.  1.  Fire-proof  receptacles. — 
No  permit  for  the  manufacture  of  any  article  composed  wholly  or  in 
part  of  nitro-cellulose  products  shall  be  issued  for  any  premises  which 
are  nol  equipped  with  an  approved  metal  receptacle  or  container;  and 
all  scraps,  cuttings,  shavings,  sawdust  and  (fther  refuse  material  of  such 
products  shall  at  frequent  intervals  be  collected  and  placed  in  such  re- 
ceptacle and  kept  continuously  immersed  in  water. 

2.  Removal.  No  person  shall  store  or  keep  scraps,  cuttings,  shavings, 
sawdust  or  other  refuse  material  of  nitro-cellulose  products  in  quantities 
greater  than  350  poimds;  and  aU  such  scrapSr  cuttings,  shavings,  sawdust 
and  refuse  matenal  shall  be  immediately  removed  and  transported  be- 
yond the  city  limits. 

3.  Traffic  in.  No  person  shall  collect  scraps,  cuttings,  shavings,  saw- 
dust or  other  refuse  material  of  nitro-cellulose  products  for  the  purpose 
of  r^noving  the  same*from  the  place  of  manufacture  without  a  pt^rmit. 
The  provisions  of  this  subdivision  shall  not  apply  to  persons  holding 
permits  issued  pursuant  to  fi  232  of  this  chapter,  but,  in  any  case,  aU 
such  material  uiall  be  placed  in  containers  of  substantial  oonstructicm, 
and  not  more  than  2,000  pounds  thereof  shall  be  transported  as  a  single 
wagon  or  truck  load. 

S  234.  Fire  prevention.  1.  Exposed  flame  or  spark. — No  heat  other 
than  steam  or  hot  water,  and  no  stove,  forge,  torch,  boiler,  furnace, 
flame  or  fire  and  no  electric  or  other  appliance  likely  to  produce  an  ex- 
posed spark  shall  be  allowed  in  any  room  or  compartment  used  for  the 
storage  of  nitro-cellulose  products,  or  in  any  room  or  compartment  used 
for  the  manufacture  of  articles  therefrom. 

2.  Fire-pails.  No  permit  for  the  manufacture  of  articles  from  nitro- 
cellulose products  shall  be  issued  for  any  premises  which  are  not  equipped 
with  at  least  1  fire  pail  to  every  2  persons  employed  therein;  and  aU 
such  pails  shall  be  kept  continuously  full  of  water. 
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ARTICLE  20 

INFLAMICABLB  MOTION  FILMS 

Sec.  240.  Permit. 

§  241.  Restrictions. 

i  242.  Btorage-rooms. 

§243.  Work-rooms. 

i  244.  Fire  prevention. 

i  245.  Projecting  machines. 

§246.  Tnuisportation. 

See.  240.  Permit. — No  person  shall  stoi^  or  keep  on  hand  any  in- 
flammable motion-picture  films  in  quantities  greater  than  5  reels,  or 
aggregating  more  than  5,000  feet  in  length,  without  a  permit.  (Amend. 
June  22,  1915.) 

}  241.  RestricHonB. — No  permit  for  the  storage  of  inflammable  motion- 
picture  films  shall  be  issuea  for  any  building — 

(a)  Which  is  situated  within  50  feet  of  the  nearest  wall  of  any  building 
occupied  as  a  school,  theatre,  or  other  place  of  public  amusement  or 
assembly; 

(b)  Which  is  occupied  as  a  tenement  house,  dwelling  or  hotel; 

(c)  Which  is  artificially  lighted  by  any  means  other  than  electricity; 

(d)  Which  is  of  wooden  construction; 

(e)  Which  is  not  equipped  with  an  approved  system  of  automatic 
sprinklers; 

(f)  Which  does  not  contain  one  or  more  separate  rooms  used  exclu- 
sively for  the  storage  of  such  films.    (Amend.  June  22,  1915.) 

§  242.  Storage-^ooma, — ^A  room,  vault  or  compartment  used  for  the 
storage  of  inflammable  motion-picture  films  shall  not  be  artificially  lighted 
except  by  electric  li^ts  having  air  tight  bulbs,  globes  or  tubes  encased 
IB  suitable  wire  cages  and  fitted  with  keyless  sockets.  (Amend.  June  22, 
1915.) 

§  243.  Worhrooma,  1.  Construction  and  fittings. — ^AU  examining,  re^ 
pairing  or  piecing  together  of  inflammable  motion-picture  films  shall 
be  done  in  a  room  used  for  no  other  purpose  and  separated  from  the 
rest  of  the  building  by  fireproof  partitions  and  self-closing  fireproof  doors. 
All  furniture  and  fittings  in  a  room  where  inflammable  mOtion-picture 
films  are  repaired  or  pieced  together  shall  be  of  metal  or  other  fireproof 
material. 

2.  Quantity  of  Mm  permitted.  Not  more  than  10  reels,  nor  more  than 
10,000  feet  in  the  aggregate  of  motion-picture  films,  shall  be  under 
eocamination  or  repair  at  one  time;  and  each  reel  of  films  shall  be  kept 
in  a  tightly  closed  metal  box  when  not  being  examined  or  repaired. 

3.  Receptacles  for  vxute.  Elach  room  used  for  the  repairing  or  piecing 
together  of  inflammable  motion-picture  films  shall  contain  a  metal  can, 
wherein  idl  waste  parts  and  scraps  of  such  films  shall  be  placed  and  kept 
covered  with  water. 

^  4.  Supervision.  All  storage,  manufacturing,  repairing  and  examina- 
tion of  inflammable  motion-picture  films  shall  be  under  the  direct  super- 
^vision  of  one  or  more  persons  holding  a  certificate  of  fitness  from  the 
fire  commissioner;  such  persons  shall  be  charged  with  the  enforcement 
of  section  8  of  this  chapter  prohibiting  smoking.  (Amend.  June  22, 
1915.) 

§  244.  Fire  prevention.  1.  Storage  of  cements. — No  collodion,  amyl 
acetate  or  other  similar  inflammable  cement  or  liquid  in  quantities 
greater  than  1  quart  shall  be  kept  in  a  room  where  inflammable  motion- 
picture  films  are  stored,  or  repaired.  Premises  wherein  inflammable 
motioB-piotcire  films  are  stored,  manufactured,  repaired  or  examined 
ofaall  be  equipped  with  a  number  of  sand  and  water  buckets  and  fire  ex- 
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tinsuishers  satisfactory  to  the  fire  commissioner.     (Amend.  June  22, 
1915.) 

2.  Heating  appliancea.    No  heat  other  than  steam  or  hot  water,  and . 
no  stove,  forge,  torch,  boiler,  furnace,  flame  or  fire,  and  no  electric  or 
other  appliance  likely  to  produce  an  exposed  spark  shall  be  allowed  in  any 
room  used  for  the  storage  or  repair  of  inflammable  motion-picture  films* 

§  245.  Projecting  nmchines. — No  inflammable  motion-picture  film  shall 
be  used  in  any  moving-picture  projecting  machine  not  enclosed  in  an 
approved  booth.    (Amend.  June  22,  1915.) 

I  246.  TranaportcUion, — No  person  shall  transport  inflammable  mo- 
tion-picture films  in  any  underground  subway  train,  or  carry  the  same 
into  any  imderground  subway  station,  provided,  however,  that  the  pro- 
visions of  this  paragraph  shall  not  apply  to  inflammable  films  trans- 
ported in  the  course  of  intefi^te  conuneroe  in  railway  baggage  or  ex- 
press cars  imder  the  jurisdiction  and  subject  to  the  re^^ulations  of  the 
mterstate  commerce  commission.  No  person  shall  transport  inflammable 
motion-picture  films  in  any  street  car,  elevated  train,  omnibus,  ferry- 
boat or  other  public  conveyance,  or  carry  the  same  into  any  rulway 
station  or  ferryhouse  unless  each  film  shall  be  separately  enclosed  in  a 
tightly  closed  metal  box.  Not  more  than  8  films  so  enclosed  shall  be 
carried  at  one  time  by  any  person.    (New.    Ord.  June  22,  1915.) 

ARTICLE  21 

DISTILLED  LIQUOBS  AND  ▲L00H0L8 

Sec.  250.  Permit. 

251.  Restricticms. 

252.  Storage. 

253.  DistillEition  or  rectification. 

Sec.  250.  Permit. — No  person  shall  manufacture  distilled  liquors, 
sinrits  or  alcohols  of  any  kind,  by  distillation  or  rectification,  without 
a  permit,  nor  shall  any  person  store  or  keep  distilled  liquors,  spirits  or 
alcohols  of  any  kind,  in  quantities  aggregating  more  than  10  barrels, 
of  50  gallons  each,  without  a  permit. 

(  251.  Restrictiona, — No  permit  ^all  be  issued  for  the  manufacture, 
distillation,  rectification,  or  stbrage,  of  distilled  liquor,  spirits  or  alcohols, 
in  any  building — 

(a)  Which  is  situated  within  50  feet  of  the  nearest  wall  of  any  buildins 
occupied  as  a  hospital,  school,  theatre  or  other  place  of  public  amusement 
or  assembly; 

(b)  Which  is  of  wooden  construction; 

(c)  Which  is  not  equipped  with  an  approved  fire  extinguishing  system. 

i  252.  Storage. — No  person  shall  store  distilled  liquors,  spirits  or  al- 
cohols of  any  kind  in  excess  of  1  barrel  for  each  4  square  feet  of  floor 
sftace;  and  barrels  containing  liquors,  spirits  or  alcohols  shall  not  be 
stacked  more  than  two  high.  i 

§  253.  Distillation  of  rectification. — No  person  shall  distill  or  rectify 
liquors,  si^ts  or  alcohols  in  any  room  or  compartment  in  which  tlrare 
is  an  open  flame.    (New.    Ord.  May  25, 1915.) 

ARTICLE  22 

QUA  AND  FATS 

Sec.  255.  Permit. 
i  256.  Restrictions. 

See.  255.  PermU. — No  person  shall  store  or  keep  on  hand  any  oil, 
fat,   grease  or  soap   stock,   exceeding   the   equivalent  of  5   barrele. 
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without  a  ]>ermit;  provided  that  a  person  who  holds  a  permit,  issued 
in  oonfonnity  witn  the  proTidons  of  article  8  or  article  23  of  this 
chapter,  shajl  not  be  required  to  obtain  a  permit  for  the  storage  and 
use  of  sum  tiilik^  fkts;  greases  and  soaf^stodc  as  may  be  ineiaent  to 
the  business  conducted  thereunder.  No  person  shall  store  uppn 
any  floor  of  a  building  any  oil^  fat,  grease  or  soap-stock  exeeedinsc  in 
weight  one-third  the  safe  beanng  capacity  of  the  flopr^  as  oertifiea  to 
by  the  bureau  of  buildings,  or  covering  when  contamed  in  barrels 
or  o^er  oontaLaers  more  than  two-thiras  of  the  floor  spaoe  of  such 
floor. 

§  256.  Restrictions, — No  permit  ^hall  be  issued  for  the  storage  of 
oils,  fat,  greases  or  soap-stock  in  any  building  or  premiees — 

(a)  Wmch  is  situated  within  50  feet  of  the  near^t  wall  of  any 
building  occupied  as  a  school,  hospital,  theatre,  or  any  other  place  (x 
public  amusement  or  assembly; 

Cb)  Wbi<^  i§  occupied  a9  a  tenement  house  or  hotel; 

(c)  Which  is  occupied  as  a  workshop  or  factory,  except  such 
workshop  or  factory  be  incident  to  the  business  of  the  appUcant: 

(d)  Wiiich  is  of  wooden  construction,  except  in  sparsely  populated 
(Hstricts,  where  it  shall  be  within  the  discretion  of  the  nre  commis- 
sioner; 

(e>  Which  is  hot  equipped  with  ^  fire  extinguishing  system  satis^ 
factoryto  the  fire  commissioner; 

(f)  Where  matches  or  any  explosives  are  stored  or  kept. 


.     ABTICLE23 

TECHNICAL  BSTABJUSHMBlhB  / 

Seo/260.  PdrmHi 
§261.  Supervision. 
§  262.  Restmtooncr. 

See.  200^  PeirmU.'^-'Ho  person  eMl  maintain  or  operate  a  techmisal 
eklidblashmidiit,  as  defined  in  $  1  of  this  chaiit^ ,  without  a  p^xmt. 
Eadi  mtk  pecmit  flh£^  preecribe  the  maximum  quantity  of  explo* 
sives^  inJUnemable  or  combustible  materials  and  substances  to  be 
stoted^  th&.mitotlioci  of  storing  and  unng  the  same,  and  the  necessary 
rules  tor  the  handling  thereof  as  well  «U3  the  number  of  persons  ^r^* 
qi^ked  to  hold  certificates  of  ntnesa 

'  |99I;  /SupsrtiWdn^— No  permit  diall  be  issued  under  this  title 
umiss -i^  ^stabUslmMnt  shall  be  oontinaously  under  ih»  o&re  and 
aapwvMbm  of  one  or  more  persons,  each  holding  a  certificate  of 
fltiiefiB  as  a  superintendent  or  mainager  thereof. 

-  iidi.  Rsstitittiona, — ^No  person  shaU  store  for  uae,  or  to  use  in  any 
tae&bioid  estabUshment  any  liquid  aoetyleoe.  acetjrlide  of  copper  oiti 
other&ietailieaae<7iide;  fulminate  of  mercury,  or  any  other  f  uiminata 
or  fulminating  compo^iad;  nitroglycerine;  <ditk>nde  of  nitrogen; 
acmlde  or  an^n*;  faAastmg  powder;  sn^dcekss  powder;  or  gunpowder 
iii-aiQr  Ibiwor  any  vol^ile  product  of  petroleiBn  (except  rhigoline) 
htmag  a  biding  pwt  lower  than  60''  F. 

1        ■ 
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ARTICLE  24 

WHOLBBALB  DBUG-STORES  AND  DBUG  AND  CHBIOGAL  BUPPLT-HOUnS 

Sec.  270.  Special  permit. 
~  271.  Passap;eways* 

272.  Reetnctions. 

273.  Laboratory. 

274.  Light  and  power. 

275.  Prohibited  materials. 

276.  Quantities  of  supplies  allowed. 
277.*  Storage. 

278.  Supervision. 

279.  Fire  prevention. 

Sec.  270.  Special  permit, — ^No  person  shall  maintain  or  operate  a 
wholesale  drug  store  or  drug  and  chemical  supply  house,  as  defined 
in  §  1  of  this  cnapter,  without  a  special  permit. 

§  271.  Passageways, — On  each  floor  of  a  building  occupied  as  a 
wholesale  drug  store  or  drug  and  chemical  supply  house,  tnere  shall 
be  maintained,  at  distances  not  exceeding  15  feet  apart  nor  more  than 
15  feet  from  either  wall^  open  and  unobstructed  passageways  at  least 
three  feet  wide  extendms  the  entire  length  of  the  floor;  and  there 
shall  be  also  maintained  similar  passageways  running  the  entire 
width  of  the  floor,  the  distance  between  which  or  from  walls  shall  not 
exceed  25  feet. 

§  272.  Restrictions. — ^No  permit  shall  be  issued  for  a  wholesale 
drug  store  or  drug  and  chemical  supply-house  in  any  building: 

(a)  Which  is  situated  within  50  feet  of  the  nearest  wall  of  any 
building  which  is  occupied  as  a  school,  hospital,  theatoe,  or  other 
place  (^public  amusement  or  assembly; 

(b)  Wnich  is  occui)ied  as  a  tenement  house  or  hotel; 

(c)  Which  is  occupied  as  a  workshop  or  factory,  except  such  work- 
shop or  factory  i&incident  to  the  business  of  Uie  arolioant; or  except 
in  buildings  constructed  of  fire  resisting  materials  throu^^bout,  and 
when  the  portion  of  such  buildin|(  ocouined  by  the  applicant,  is  9ep- 
arated  from  the  rest  of  Uie  buildmg  by  fir^roof  walb  and  floors; 

(d)  Which  is  not  equipi)ed  with  a  fire  extinguishiDg  ^yBtem  ap-. 
proved  bjr  the  fire  commissicMier; 

(e)  Which  is  of  wooden  construction. 

§273.  Laboratory.  1.  Corutrucfton.— The  operation  of  compoand- 
ing  medicinal  pr^)aration^  lux^rietary  articles  and  similar  mar 
toials,  or  analyzing  or  testmg  dn^s,  chemicab,  medicinal  pr^Mtfa- 
tions,  proprietary  articles  and  similar  materials,  when  explosive  or 
inflammable  substances  are  required,  shall  be  conducted  only  in.  a 
room  or  part  of  tiie  premises  separated  from  the  rest  of  the  buildiofc 
b^  fireproof  walls  and  floors  and  having  all  qaemngs  thereto  fitted 
mth  self-closing  firefuroof  doors  and  windows* 

2.  Heating.  In  laboratory  operations  where  volatile  inflammable 
oils  or  liquids  are  used  as  solvents  or  otherwise  in  oompoundiag, 
dispensing  or  preparing  medicinal  preparations,  proprieta^^  articles 
and  similar  materiab,  or  in  recovering  such  solvents  by  distillation, 
the  source  of  heat  employed  shall  be  hot  water,  st^un  or  electricity 
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only;  the  use  of  an  op^i  flame  of  any  kind  bein§^  expressly  {or- 
bidden. 

§  274.  Light  and  potoer,  1.  Lightina, — Cellars  and  basements 
used  by  wholesale  druggist  and  chemical  supply  house,  for  the  stor- 
age of  volatile  inflammable  liquids  shall  be  provided  with  a  sufficicmt 
number  of  incandescent  electric  Ughts  to  insure  proper  illumination 
throughout.  Such  lights  shall  be  fitted  with  k^less  sockets  and 
shall  be  oontrofled  by  a  switch  or  switches,  located  at  or  near  l^e 
entrance  to  such  cellar  or  basement  on  the  grade  floor,  with  a  sign 
at  such  switch  or  switches  reading  ''Control  of  Basement  Lights.'' 
In  addition  to  the  lights  herein  provided  for,  there  may  be  installed 
such  individual  electric  lights  as  may  be  required,  provided  that 
they  shall  be  contn^ed  by  an  independent  circuit.  (Amend.  July  16, 
1916.) 

2.  Power,  No  electric  d3mamo,  motor  hoist  or  otJier  dectric  ap- 
pliance likely  to  produce  an  exposed  spark,  shall  be  allowed  in  a 
room  or  compartment  of  a  wholesale  drug  store  or  drug  and  chemical 
supply  house,  unless  it  be  protected  in  such  manner  as  is  prescribed 
by  the  fire  commissioner. 

§  275.  Prohibited  materials. — No  person  diall  manufacture  or 
store  in  a  wholesale  drug  store  or  dnig  and  chemical  supply  house 
any  of  the  following  substances: 

1.  Acetylide  of  copper: 

2.  Amiae  oi  amine  explosive; 

3.  Chloride  of  nitrogen: 

4.  Colored  fire  in  any  form; 

5.  Cymogene  or  any  volatile  product  of  petroleum   (exc^ 

rhi^line)  or  c(Mil  tar  having  a  boiling  point  lower  tban  vO 
desrees  Fahrenheit; 

6.  FlasfaSght  powders; 

7.  Fulminate  or  aqy  fulminating  compound; 

8.  Guncotton; 

9.  Gunpowder  in  any  form; 

10.  U^u\d  acetylene. 

11.  Nitro^yceruie,  except  in  official  U.  S.  Pharmacopoeia  sohi- 

tion,  or  in  form  of  pills,  tablets,  or  granules  containing  not 
more  than  l-50th  of  a  grain  each; 

12.  Picrates; 

^13.  Potassium  chlorate  in  admixture  with  organic  substances 
or  with  phosphorus  or  sulphur;  provided  that  this  restHc- 
tion  shall  not  apply  to  the  manufacture  or  storage  of  tab- 
lets of  chlorate  of  potash  intended  for  use  solely  for  me^ 
dicinal  purposes; 
14.  Rubber  shpday^ 

§  276.  QttantUies  or  supplies  aJlowed. — No  permit  shall  be  issued 
for  the  storage  in  a  whol^ale  drug  store  or  drug  and  chemical  supply 
house  of  any  of  the  following  substances  in  quantities  greater  tha^ 
those  set  forth  in  the  f dlowing  schedule : 
1.  j^xplosims,, 

Amyl  nitrate  in  bottles. 25  pounds 

Amyl  nitrate  in  pearls 100  gross 

Canxm  bisulphide 50  pounds 

Collodions 100  pounds  in 'aK 
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Gaaea  liquefied: 

Annydrous  ammonia 2  cylinders 

Carbon  dioxide. ?  cylinders 

Nitrous  oxide ...,...,...,.  2  cylinders 

Oxva^ ,.;...  2  cylinders 

Sulphide  dioxide 2  cylinders 

Kitroghrcerine,  I  per  cent^  s^ution  in  al- 
cohol.   - ; 20  pounds 

Picric  acid 25  pounds 

Scduble  cotton 25  pounds  in  all 

2.  Volatile  in^mmable  liquids  (insdvUe). 
Benzine,  benflole  at  naphthas  of  any 

kind 150  gallons  in  afi. 

Coal  tar 1  barrel 

Coal  tar  oils  (heavy) 10  barrels 

Crude  petroleiun ,..,..., 1  barrel 

EUiyl  chloride  and  other  ethers ^ . .       200  poimds  in  all 

StheTi  niirous 100  poimds  in  5-pound 

package  or  less 

Ether,  sulphuric .  /, 500  pounds 

Ehigpline t ,.,,....,.,.  ^  dozen  l-popnd  tins 

Varnishes,  lacquers,  etc .........  T ...  /     275  gallons  in  all 

Wood  creosote 5j  Barrels 

3.  Volatile  inflammable  liquids  (solubie).    , 

Acetone 1  barrel 

Alcohol,  denatured 10  barrels 

Alcohol,  etiiyl.  ..,..' 10  barrels 

Alcohol  methyl 10  barrels 

Aldehyde,  ethyl 5  gallons 

4.  rfon-vdaJtile  inflammable  liquids  (insoluUe). 

Amyl  acetate , ,. ,  10  barrels 

Amyl  alcohol 10  barrels. 

Aniline  oil ,        5  drums  " 

Ciunol 5  barrels 

Essential  oils 10,000  pounds  in  aQ. 

Kerosene /, . ., .        1  oarrd 

Nitrobenzole ^ ....,..,,. .  5  drluos 

Terebene 100  pounds 

Turpentine 10  parrels 

T<4uol. 350 pounds 

Xylol .   100  pounds 

5.  NonrvolQiile  inflammable  liquids  (soluble). 
Glycerine 5,000  pounds 

6.  Combustible  solids. 

Metallic  magnesium . . . .  ^  • ,100  pouiids    , 

Hio^horus ....,......'. , 11  poqnds 

Fhoe^ihorus,  red ', . , .    11  pounds  , 

Sulphur 25  barrels  In  |iO 

7.  GumSf  resins,  jntch,  etc. 

Burgundy  pitch,  ,^ 5,000  pouncSs 

Camphor .,, * 8,000  pounds 

Gum  thus. ., ...  f .... ! 5  barrels 

NaphU^Jine. 50  barrels  in  all 
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Pitch  (coal  tai:  pitch) 2  barrete 

Resins,    balsiabi^    and    other    varnish 

gums 8,000  pounds  ttWl 

Resin ^        5  barrels 

Shellac 2,500  pounds  * 

Stockholm  tar ! : 1,000  pounds 

Tar  refined  (wood) 10  bahiels 

Venice  turpentine 2,000  pounds 

8.  C(mibu8i^e  fibres  and  powders  (ifegetable). 

Cotton,  abso^betit 2,000  pounds 

Cotton  batting 10  bales 

Elxcelsior * 25  bales 

Flax. . . . . : ; 20  bales 

Jute , 25  bales 

Lampblack 10  barrels 

Lycopodium 2,000  pounds 

Oakum 2  Dales 

Pulverized  charcoal 10  barrels 

Sawdust 15  bags 

Stra^packii^ ......' 10  bdes 

9.  tkingerously  corrosive  adds. 

Anhydrous  acetic 600  pounds 

CarboUc \ 15,000  pounds 

Glacial  acetic 2,000  pounds 

Hydrochloric . '.  . 16  carboys 

Hydrofluoric 600  pounds 

Smphueic 15  carboys 

10.  Acids, 

Chromic 100  pounds 

Ibdio 6  pounds 

Nitric 3  carboys 

Nilrio.  fuming 25  pounds 

Perioaic 2  j^ounds 

11.  PerMides, 

Barium 2  carfcs 

Calcium 100  pounds 

Hydrogen,  U.  S.  P 5,(X)0  pounds 

Other  nydrogen  peroxides,  over  3  per 

eetii.,  not  to  exceed  15  pet  cent 500  pounds 

Potassium 10  pounds 

Sodium 25  pounds 

12.  Chlorates. 

Btttium. 500  pounds 

Other  metallic 100  pounds  in  all 

Potassium 1,000  pounds 

Sodium l,000pounds 

13.  PerMorates, 

Potassium 10  pounds 

Otiier  metaUio  perebloTates 10  pounds  in  all 

14.  Permanganates, 

Potasshmi. l,00Opounds 

Sbftiun 100  poondfa 

Other  metallic  permanganates.  .......  100  poondis  in  ^ 
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15.  NUraieB, 

Barium X|20Q  pounds 

Bismuth  subnitrate 2,500  pounds 

CJobalt '. 1,000  pounds 

Copper 100  pounds 

Iron;  ferric 200  pounds 

Mercury  (mercuric) 100  pounds 

Mercury  (mercurous) 10  pounds 

Potassium 2,000  pounds 

Silver 50  pounds 

Sodium 1,000  pounds 

Strontium 1,200  pounds  ^ 

Other  metallic 500  pounds  in  all 

16.  M^allic  oxides. 

Lead  binoxide 25  pounds 

Lead  (litharge) 1|200  pounds 

Lead  (red) 500  pounds 

Mercury;  yellow  precipitate  (mercurous)  200  pounds 

Mercury;  red  precipit^e  (mercuric).. . .  100  poimds 

Silver 10  pounds 

17.  Substances  made  dangerous  by  ccnr 
tact  with  other  substances. 

Calcium  carbide 60  pounds 

Metallic  potassium 5  pounds 

Metallic  sodium 5  poimds 

All  other  metals  of  the  alkalies  or  alka- 
line earths 5  pounds  in  all 

Phosphides 10  pounds 

Zinc  dust 100  pounds 

The  fire  commissioner  may  in  his  discretion,  and  when  no  unusual 
hazard  is  presented  thereby,  authorize  the  storage  of  greater  quan- 
tities than  those  set  forth  in  the  foregoing  schedule,  or  the  storage 
of  other  substances  not  specified  therem.    (Amend.  July  16, 1915.) 

§277.  Storage,  1,  Chemical  affinity, — No  person  shall  store 
chemicals  in  close  proximity  to  each  other  when  they  are  c^  an 
explosive  nature,  or  when  one  increases  the  energy  of  deoompositicm 
of  the  other,  or  when  tliey  are  so  constituted  thai  tiiey  may  react 
upon  one  another  and  become  explosive  or  inflammable. 

2.  Liquids.  The  storage  of  acids  or  liquid  chemicals  which  may 
cause  explosions  or  combustion  bv  flowing  into,  upon  or  amoi^ 
chemicals  or  other  substances,  shaU  be  provided  with  safety  catch 
basins  or  similar  device,  so  that  in  case  of  the  leakage  of  sueh  adds 
or  Uquids  no  danger  to  hf e  or  property  will  result.  Carboys  coaiaiiif- 
ing  mtrie  acid  shall  be  stored  only  on  brick  concrete  or  asphalt  floon^ 
and  in  a  vault  or  vaults  situated  below  the  street  level;  and  it  shaa 
be  unlawful  to  permit  sawdust,  hay,  excelsior,  or  any  organic  sab- 
stance,  or  other  acids  or  chemicals  in  close  proximity  to  sudi  carbcQrs 
or  stocks  of  nitric  acid.  A  sufficient  quantity  of  sand  or  infusoruit 
earth  shf^l  be  provided  for  absorbing  all  was^  liquids  from  floon. 
(Amend.  July  16.  1915.) 

3.  Volatile  inflammable  oil.  Volatile  inflammable  oils,  or  liquids 
containing  vdatile  inflammable  oil,  shall  be  stored  in  conf<mBttty. 
with  the  prqvipions  of  articles  8,  9  and  10  hereof.  t     . 
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S  278.  Supervision, — Each  wholesale  drug  store  or  drug  and 
f^emical  supply  house  ^all  be  continuously  under  Uie  caite  and 
supervisioQ  of  one  0£  more  persons,  each  holding  a  certificate  of 
fitness  as  manager  or  superintendent  or  foreman  thereof.  The  num- 
ber of  persons  required  to  hold  such  certificates  shall  be  Stated  in  the 
permit.  , 

§  279.  Fire,  prevention,  1.  Combustible  waste. — No  person  shall 
store  or  accumulate  broken  woo^,  waste  paper  or  waste  packing 
material  of  any  kind  in  any  part  of  the  building  where  goods  are 
packed  or  unpacked;  such  material  shall  be  removed  at  tl^  dose  of 
each  day.  Empty  barrels,  drums  or  containers  from  whidi  volatile 
inflammable  oil  or  other  inflammable  Uquid  has  been  taken,  shall  be 
removed  from  the  premises  as  soon  as  possible,  and  in  no  case  shall 
they  be  stored  therein  more  than  24  hours. 

2.  MaU^,  No  person  shall  keep  or  carry  matches  in  a  cellar  or 
in  a  packing  room  of  a  wholesale  orug  store  or  drug  and  chemical 
supply  house,  or  in  any  part  of  the  premises  where  volatile  inflam- 
mable oils  or  highly  combustible  substances  are  stored  or  handled. 

3.  Packing  rooms.    Packing  rooms  ^all  be  located  as  remotely  as 

Sracticable  from  large  stocks  of  stored  goods;  and  the  packing  room 
oor  shall  be  kept  as  free  as  possible  from  hay,  excejsior  and  other 
combustible  packing  material  during  work  hours.  At  the  close  of 
each  dav,  tables,  floors  and  all  parts  of  the  packing  room  shall  be 
swept  clean  of  such  materials,  and  the  sweepings  gathered  into  a 
metal  box  or  other  proper  receptacle,  which  shall  be  k^  closed  at 
night. 

ARTICLE  26 

RETAIL  DRUG  8T0RSB 

See.  290.  Pimit;  restrictions. 

§  291.  Quantities  of  supplies  allowed. 
§292.  SWage. 
§298.  Fire  prevention. 

Sec.  290.  Permit;  restrictions — No  person  shall  maintain  or  op- 
erate a  retail  drug  store,  as  defined  in  §  1  of  this  chapter,  without  a 
permit,  but  no  such  permit  shall  be  issued  authorizing  tiie  manufac- 
ture^  compounding,  di^ensing  or  storing  of  any  of  the  drugs  or 
idiemica)s  q>ecified  in  §  276  of  this  chapter. 

§  291.  QvontUies  of  supplies  allowed, — No  permit  shall  be  issued 
for  the  storage,  sale  or  use  in  a  retail  drug  store  of  any  of  the  follow- 
ing substances  in  quantities  greater  than  those  set  forth  in  liie  fol- 
lowing schedule: 

1.  Acids. 

Carbolic , 100  pounds 

Hy(kochloric ,  200  pounds 

Nitric , 16  pounds 

Picric 1  ounce 

Sulp^vic.  * 200  pounds 

2.  Volatile  inflammable  liquids. 

Acetone 6  pounds 

Amyl  acetate.  * .  ,,*. ,., .  1  gallon 
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Amy!  alcohol 1  gaiion 

Amyl  nitrate 2  ounces  in  1-ounce  botd^ 

6  dozen  pearls 

£)thyl  alcohol. 1  barrel 

Benaine,  benzole  and  naphtha  of  any 

kind 5  gallons  in  4-ounce  bottle 

or  pint  tins 

Carbon  bisulphide 3  pounds 

Collodion 6  poun<fa 

Denatured  alcdiol 1  barrel 

Ether,  sulphuric , 5  pounds 

Methyl  aloc^ol : 1  barrel 

Oilier  ethers,  in  all 2  pounds 

Tiupentine 1  barrel 

3.  Inflammable  liquids. 

Essential  oils. ........; 100  pounds  in  aU       < 

Glycerine 600  pounds  ' 

Pine  tar ;.. 10  pounds 

4.  CombusUble  solida. 

Ahiminum  (powder) , . . .   1  pound 

Balsams  and  resins ^ .  50^poand)=»  in  all 

Camphor ...... 360  pounds 

Charcoal,  powdered 10  pounds 

LampbW^ 10  pOirads 

Mac^esium  (powder) —  8  ounces 

Magnesium  (ribbon) 8  oimces 

Naphthalene ,..,.....  ^ .  4  barreb 

Phosphorus,  red 2  ounces 

Phosphorus,  yellow. «...  1  ounce 

Rosin 10  pounds 

Sulphur  and  brimstone 250  poondftlftfA  .  < 

6.  Combustible  fibres. 

Cotton,  absorbent 160  pounds  in  cartoni 

Cotton,  batts lOpiDundsin  obsedlMtt^sor 

other  containers 

Cotton,  loose. . ,. 5  pounds  in  closra  be^Kes  or 

other  oontama:i9 

Ekcebior,  hay  and  stmw ; . . .  2  bales  (except  iti  BfiOteB  lo- 
cated in  tenement  hous^) 

lint lOpoundsin dosed boxe^or 

other  containers 

Oalcum. 10  poinds  in  dosed  bcHtes  or 

otiiar  containers 
6.  Oxidizers.  .     ^ 

Barium  peroxide 1  pound 

Bismuth  subnitrate 20  pounds 

Calcium  peroxide ^ 6  pounds 

Chromic  acid 1  pound 

Lead  oxide  (red) 5  pounds 

Lime,  unslaked 200  pounds  in  se^M  mcial 

eans 

All  other  metallic  bichromates  or  ohro- 

mates 60  pounds  in  aH 
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Marouric  oxide  (red) 2  pounds 

Mercurous  oxide ' 2  pounds 

Morcury  nitrate 1  pound 

Phosphides  .^ 10  ounces  in  a]l 

Potassium  bichromate 10  pounds 

Potassium  chlorate 25  pounds  in  5-pound  con- 

.    '  '  tainers  or  less 

Potflssruin  nitrate 60  pounds 

Potassium  perchldrate ; .  1  ounce 

Pbtassium  permanganate 5  pounds 

Sihrer  nitrate. 1  pound 

Silver  oxide 1  ounce 

Sodium  bichromate 10  pounds 

Sodium  chlorate 5  pounds 

Sodium  nitrate 25  poimds 

Sodium  permanganate 1  pound 

The  fire  commissioner  may  in  his  discretion,  when  no  extra  hazard 
is  permitted  thereby,  authorize  the  storage  of  larger  quantities  of 
substances  than  those  set  forth  in  the  foregoing  schedule,  or  of  other 
explosives  or  inflammable  substances  not  specifically  named  therein. 
(Amend.  May  25,  1915.) 

§292.  Storage.  1.  Chemical  affinities* — No  person  shall  store 
chemicals  in  close  proximity  to  each  other  when  they  are  of  an 
explosive  nature,  nor  when  one  increases  the  enerey  of  decomposition 
of  the  other,  nor  when  they  are  so  constituted  that  they  may  react 
upon  one  another  and  become  explosive  or  inflammable; 

2.  Volatile  inflammable  oUs.  No  person  shall  manufacture,  com- 
pound, store  or  dii^ense  volatile  inflammable  oil,  or  substances  con- 
taining volatile  inflammable  oil,  except  under  the  conditions  pre- 
scribed in  articles  8,  9  and  10  of  this  chapter. 

§293.  Fire  prevention,  1.  Combustible  xvaste, — ^No  person  shall 
store  or  accumulate  broken  wood,  waste  paper,  or  waste  packing 
material  of  any  kind,  in  any  part  of  the  premises  where  goods  are 
packed  or  unpacked.  Such  materials  shall  oe  removed  at  the  close  of 
the  day. 

2.  Lighting,  Cellars  and  basements  used  by  retail  drug  stores  for 
the  storage  of  volatile  inflammable  Uquids  shall  be  provided  with  a 
suflicient  number  of  incandescent  electric  lights  to  insure  proper 
illumination  throughout.  Such  lights  shall  be  fitted  with  keyless 
sockets  and  e^all  be  controlled  by  a  switch  or  switches,  located  at 
or  near  the  entrance  to  such  cellar  or  basement  on  the  grade  floor, 
with  a  sign  at  such  switch  or  switches  reading  "Control  of  Base- 
ment Li^ts.''  In  addition  to  the  lights  herein  provided  for,  there 
may  be  mstalled  such  individual  electric  lights  as  may  be  required, 
provided  that  they  shall  be  controlled  by  an  independent  circuit 
(Amend.  May  25,  1915.) 
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ARTICLE  26 

laSCELLANBOUS 


Sec.  300.  Violations. 


Sec.  300.  Violaiuma. — Any  person  who  shall  willfully  violate 
or  neglect  or  refuse  to  comply  with  any  provision  of  this  ohapt^^. 
in  addition  to  any  other  penalties  prescribed  by  law  or  ordinance 
shall,  upon  conviction,  be  punished  oy  a  fine  of  not  more  than  $500 
or  by  imprisonment  not  exceeding  6  months,  or  by  both  such  fine 
and  unpnsonment.    (Amend.  May  25,  1916.) 
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CBAPlSRll 

Fire-Anns 

Artiole  1.  General  provisioiis. 

ARTICLE  1 

OKNBRAL  PROVISIOKB 

Sec  1.  Pistols  or  revolvers,  keeping  or  canying. 
~  2.  Discharge  of  sniall-arms. 

3.  Sale  of  toy-pistols. 

4.  Cannon  finng. 

5.  Violations. 

Sec.  1.  Pistols  or  revolvers;  keepinQ  or  carrying, — ^Every  person  to 
whom  a  license  shall  be  granted  to  have  and  possess  a  pistol  or  revolyer 
in  a  dwelling  or  place  of  business  in  the  city  shall  pay  therefor  an  an- 
nual fee  of  $1.  Every  person  to  whom  a  license  shall  be  granted  to  have 
and  cany  concealed  a  pistol  or  revolver  in  the  city  shall  pay  therefor 
an  annual  fee  of  $1.00;  providedt  that  no  fee  shall  be  charged  or  collected 
for  a  license  to  have  and  cany  concealed  a  pistol  or  revolver  which  shall 
be  issued  upon  the  cn^plication  of  the  commissioner  of  correction,  or 
the  warden  or  superintendent  of  any,  prison,  penitentiary,  workhouse 
or  otiier  institution  for  the  detention  of  pecsons  convicted  or  accused 
of  crime  or  offense,  or  held  as  witnesses  m  criminal  cases  in  the  city. 
The  fees  prescribed  by  this  section  shall  be  collected  by  the  officicds 
issuing  the  licenses  retired  to  herein  ^d  shall  be  paid  by  them  into 
the  police  pension  fund,  and  a  return  m  detail  shall  be  made  monthly 
to  the  comptroller  by  such  officials  of  the  fees  so  collected  and  paid  over 
by  them.     (Amend.  May  11,  1915<> 

See  the  "SulUvan  Law."  L.  1M4,  ch.  460, 1 1S07,  P^ial  LaW. 

i  2.  Discharge  of  smdU-arms. — ^No  person  shaU  fire  or  discharge 
any  gun.  pistol,  r&e,  fowling-piece  or  other  fireanns  in  the  city;  pro- 
vided that  the  provisions  of  this  section  shall  not  apply  to  the  followmg 
places: 

1.  In  the  Borough  of  Manhattan. 

Subd.  1.  The  territory  embraced  within  the  areas  of  the  three  reser- 
voirs in  Central  Park,  including  the  embailkments  thereof,  to  enable 
the  Commissioner  of  Water  Supply,  Gas  and  Electricity  preserve 
waters  of  the  city  from  pollution  by  seagulls:  the  bulkhead  shed  of 
Pier  58,  North  River,  on  the  street  lev^,  occupied  by  the  Mercantile  Ma- 
rine Rifle  Club;  the  premises  of  the  Bohemian  American  Sharp  Shooters 
Concord,  located  at  321-325  East  73rd  street;  Grand  Central  Palace 
on  Lexington  Avenue  between  46th  and  47th  streets;  the  quarters  of 
the  Inwood  Division  of  the  Home  Defense  League  at  4880  Broadway; 
the  quarters  of  the  Rifle  and  Revolver  Club  of  New  York,  Inc.,  in  the 
basement  of  the  premises  located  at  No., 1 140  St.  Nicholas  Avenile; 
the -Polo  Grounds,  8th  Avenue  at  157^  street;  the  grounds  of  the  New 
York  Motor  Boat  Chib  on  the  Hudson  River,  west  of  the  railroad  tracks, 
extending  from  the  north  side  of  146th  Street,  to  the  south  side  of 
148th 'Street;  the  sub-basement  of  the- premises  c^  The  Chemieal  Na- 
tional Bank  at  270  Broadway. 

2.  In  ffie  Borough  of  The  Bronx. — ^The  Country  Club,  on  Eastchester 
Bay;  the  grounds  of  Pelham  Gun  Club,  foot  of  East  Scofield  street. 
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.  CroBB  street.  City  Istaud;  the  grounds  of  the  Pletuaut  Bay  Gun  Club 
t  Morria'  Cove.  Ferry  Point  road.  Unionport;  the  groundB  of  tie 
Bronx  Caunty  Rod  Eind  Gun  f^ub.^'Hiiui  Beach,  Clason  Point;  the 
crounds  of  the  Whitcomb  Gun  Cliib.'onlfie  SchieSelin  Estate  in  Eden- 
wald.  The  grounds  of  the  Harlem  Yacht  Club,  Inn.,  at  Hunter  avenue, 
about  150  feet  north  of  Dittmkriitwti  On  Peihun  Bay.  City  Island 
th^  grounds  of  the  Pelham  Gun  and  Boat  Club  at  the  foot  of  DJttmar 
street.  City  Island;  tbe  grounds  of  the  Whitoolab  Gun  Club  at  the 
Eastern  Boulevard  and  Fort  Schuyler  road;  the  grounds  of  the  Broad 
Channel  Yacht  Club  on  Jamaica  Bay,  OQ  the  easteriy  side  of  the  railroad 
trestle  extending  200  feet  over  (he  niters  of  Jamaica  Bay ;  the  grounds 
of  the  Horace  Mann  School  tor  Boys,  at  Fieldslon  road  and  West  252d 
street;  the  grounds  of  the  Mtss'um  Gini  Cllib,  on  the  westerly  side  of 
Pelham  Bay.  150  feet  south  of  Layton  avenue,  Throgg's  Neck;  tha 
grounds  of  Macombe  Dam  Park  used  by  the  War  Departrrtent  Em- 
ployees Welfare  Association,  Inc.,  the  grounds  of  the  Old  Croir  Gon 
Club,  at  Morria'  Cove,  Ferry  Point  Read.  Union[>ort;  the  grounds 
of  the  Hunter  Island  Oun  Club,  located  on  the  west  side  of  Shive  road, 
'    '         ..-»..  — -  ..    .  .  y^g  quartora  of  the 

aptist  Church,  216th  - 
I  of  the  ClaaoB  Pt>mt 
bvenue,  Clason  Patat. 
of  tJte  BatKen  Beaoh 
e  Bensonliurst  Yacht 
nng  Gravesend  B^; 
meadow  lands,  sixith- 
mue,  New  Lots;  tbo 
foot  of  Bay  EIlevM^ 
hinne,  loMt«d  on  tha 
of  Weae  3fl«h  street, 
Chib,  on  the  nwadov 
'airfield  avenue.  New 
tuB  Ctub,  Abraham'a 
[TOUnda  of  tlie  Malino 
rtreet;  the  grcnuida  of 
»r  tbe  comer  Of  Fai^ 
C  of  the  Community 
House,  First  Baplut  Church,  Lee  avenue  aod  Keap  street 

4.  In  the  Bontu^  o/  Queent.— Tim  Oakland  GoU  Club,  Biyside  and 
meadowland  on  Flushiok  c(oek;  Cypress  Hills  Paric  EverEreen;  the 
grounds  of  the  Stimmel  Rod  and  Gun  Club,  foot  of  Bayside  avenue, 
Whitestone;  the  grounds  of  the  Baysids  Yacht  Club  on  Little  Neck 
boy:  the  grounds  of  the  College  Point  Gun  Club  in  Uie  meadow  lands 
at  the  southeast  comer  of  CoUeca  Point  causeway  and  Eleventh  avenue, 
College  Pobt;  the  grounds  of  Uie  Long  Island  Rifle  Club  at  Kosedole 
avenue  and  Foster's  Meadow  road,  Koaedale;  the  grounds  of  the  Forest 
Hilb  Countty  plub,  on  the  Flushing  meadow  at  tbe  southwest  comer 
of  Ibis  street  and  watei~edge  avenue,  Forest  Hilla;  Witiell's  Grove,  at 
■  College  Pnat;  the  arounds  of  the  Littis  Neck  Yacht  Club,  located  at 
the  sandpit  on  Little  Neck  bag;  the  Krouods  of  the  Jamaica  Bay  Yacht 
Club,  boated  at  Rockaway  Beach;  the.Brounds  of  the  College  Foiot 
Gun  Club,  located  Qn  the  meadow  land  between  College  Point  and 
Flushing,  bounded  aa  folknTs:  on  the  east  by  the  tracks  of  the  Lons 
Island  Railroad,  on  the  west  by  the  Causeway,  on  the  nortji  by  CoU^^e 
PoiDt.  and  on  the  south  by  Flushing;  the  grounds  of  the  College  Point 
Rifle  Club,  25th  street  and  Third  avenue,  Whitestone;  the  grounds  of 
the  Little  Neck  Bay  Yacht  Club,  Baysde;  the  (^unda  of  the  Jamaica 
Avenue  Gun  Club,  between  Brandt's  Hotel  and  Union  Turnpike,  flush- 
ing; the- grounds  of  the  Malba  Field  and  Marine  Club,  Molba;  tbe 
1  of  JameA  1.  Beyoolda,   24  Degrauw  Avenue,  Jamaica;  the 
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grounds  of  the  Douglaston  Company  of  the  Home  Defense  League  in 
the  gravel  pit  east  of  Jackson  avenue,  on  the  road  to  the  water  wor^, 
Douglaston;  the  grounds  of  the  Forest  Hills  Gun  Club,  situated  on  the 
marui  lands  east  of  Semin9le  avenue,  Forest  Hills;  the  premises  of  the 
General  Chemical  Compan^f  ^knAteo  between  Montgomery,  Hobson 
and  Halle  Avenues,  and  the  Long  Island  Railroad,  Laurel  Hill;  the 
Quarters  of  Company  A  of  iihe.Hiviilb  E)«leiW9  Iieague,  in  the  cellar  of 
the  old  armory  on  Amity  Street,  Flushing;  the  grounds  of  the  Flushing 
Rod  and  Gun  Club,  on  the  south  side  of  Flushing  Creek,  west  of  Strong's 
Causeway;  the  grounds  of  the  Kew  Gardens  Country  Club,  located 
in  Kew  Gardens,  Richmond  Hill,  Long  Island. 

6.  In  the  Borough  of  Richmond. — ^The  Robin  Hood  Gim  Club,  Fourth 
ward;  Westerleigh  Men's  Club,  SdiUth  ol  Mbin  street,  West  New  Brighton; 
the  grounds  of  the  Northfield  Gun  Club  on  Old  Stone  Park,  Granite- 
ville.  Third  ward;  the  field  of  tlji^  West  End  Gun  Club,  situated  on 
Woodrow  road,  midway  between  Huguenot  avenue  and  Foster  road. 
Huguenot;  the  grounds  assigned  to  the  use  of  the  Boys'  Brigade  on 
the  Cole  farm  at  Great  Kills;  4he  grounds  of  the  Kreisoherville  Rifle 
Club,  located  near  Kv^sdxerviUe,  acbout  500  yards  east  of  Fresh  Kill 
road  and  200  yards  south  of  Sharrott's  road>  (Amend,  oid.  effective 
June  5,  1916.) 

As  amended  at  various  times. 

§  3.  Saie  of  tathpiatoU. — No  penson  riiall  sell  or  dispose  of  to  a  minor 
any  toy-pistol  or  pistol  that  can  be  loaded  with  powder  and  ball  or 
blank  cartridge  to  be  exploded  by  means  of  metal  caps;  but  nothing 
herein  contained  shall  apply  to  the  sale  or  disposal  of  what  are  known 
as  firecracker  pistols,  torpedo  pistols  or  such  pistols  as  are  used  for 
the  explosion  of  paper  caps. 

§4.  Cannon  firing, — No  member  of  a  military  organisation  nor 
any  other  person  shall  discharge  a  cannon  or  other  piece  of  artiUery, 
witibout  a  permit  from  the  mayor  so  to  do;  but,  in  no  case  diall  the 
oalibre  of  the  cannon  or  other  piece  of  artillery  discharged  or  fired  ex- 
ceed that  of  a  4-pounder.  The  provisions  of  this  section,  except  that 
relating  to  the  cfuibre  of  th^  gun,  shall  not  be  operative  on  July  4th, 
in  each  year. 
^  §  5.  Violations. — ^Any  person  who  shjJl  willfully  violate  any  provi- 
sion 6f  this  chapter,  shall,  upon  conviction,  be  punished  bv  a  fine  of 
iK>t  more  than  $50,  or  by  imprisonment  not  exceeding  30  days,  or  by 
both  sueh  fine  and  imprisonment. 


V 
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CHAPTER  18 

and  Fire  Preventloa 

Article  1.  Fire  extinction. 
2.  Fire  prevention. 

ARTICLE  1 

FIRE  BXTINCTtON 

Sec.  1.  Jurisdiction  aver  harbor  fires. 

§  2.  Idle  or  suspicious  persons  msiy  be  dispersed. 

I  3.  Fire  hose;  hose  bridges. 

I  4.  Fire-hvdrants. 

§  5.  Fire-alarm  telegraph. 

i6.  Street-fires,  permits  required. 
7.  Violations. 

Sec.  1.  Jurisdiction  over  harbor  fires, — In  case  of  fire  oecurriog 
on  any  vessel  in  the  port  of  New  York,  or  in  or  upon  any  dock, 
wharf,  pier,  warehouse,  buildiog  or  other  structure  bordering  upon 
or  adiacent  to  said  port,  full  power  and  authority  to  direct  and  com- 
mand the  operation  of  extinguishing  said  fire,  and  to  take  the  neces- 
sary precautions  to  prevent  communication  thereof  to  the  shipping 
in  said  port  or  to  the  docks,  wharves,  piers,  warehouses  or  other 
building  or  structures  bordering  upon  or  adjacent  thereto,  shall 
be  vested  in  the  fire  department  of  the  dty.  The  officers  of  the  fire 
department,  in  chai^ge  at  the  scene  of  any  such  fire,  shall  have  full 
power  and  authority  to  direct  the  operation  of  extinguishing  the 
same,  and  to  take  the  necessary  precautions  to  prevent  the  com- 
munication thereof  to  the  shipping  in  said  port,  or  to  any  dodks, 
wharves,  piers,  warehouses  or  other  buildiogs  or  structures  bordering 
upon  or  adjacent  thereto;  and,  in  the  course  of  such  operation,  thev 
may  prohibit  the  approach  to  such  fire,  or  to  a  vessel,  dock,  wharf, 
pier,  warehouse  or  other  building  or  structure  in  dagger  therefrom, 
of  any  tugboat  or  other  vessel,  or  of  any  person;  or  may  remove,  or 
Cause  to  be  removed  and  kept  away  from  the  vicinity  of  such  fire, 
all  tugboats  or  other  vessels,  all  idle  and  suspicious  persons  and  all 
persons  not  fit  to  be  employed,  or  not  actually  and  usetully  employed, 
m  their  judgment,  in  aiding  the  extinguishing  of  such  fire  or  in  the 
preservation  of  property  in  the  vicinity  thereof.  No  person  shall 
m  any  way  obstruct  the  operations  of  the  fire  department  in  coo- 
nection  with  any  harbor  fire,  nor  disobey  any  lawful  command  <rf 
the  officers  of  the  department,  in  charge  at  the  scene  of  such  fire,  or 
of  the  police  in  co-operating  with  them;  provided,  that  nothing  in 
this  section  contained  shall  be  construed  to  limit  the  authority  of 
the  master  or  officers  of  any  vessel,  on  fire  or  in  danger  from  fire, 
subject  to  the  general  authority  granted  herein  of  the  department 
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to  'MMitiv^  operatkms  in  the  protection  of  the  public  interests.  (Char- 
ter. §766.) 

1 2.  Idie  or  8H9pici(nt8  persons  may  be  dispersed. — During  t^ 
actual  prevalence  of  any  fire,  the  officers  of  the  poUce  and  fire  de- 
partment shall  remove,  or  cause  to  be  removed  and  kept  away  from 
the  vicinity  of  such  fire,  all  idle  and  suspicious  persons,  and  all  per^ 
sons^  not  fit  to  be  ^nployed,  or  not  actually  and  usefully  em{>loyed 
m  aiding  the  extinguishment  of  such  fire  or  in  the  preservation  (ji 
property  in  the  vicmity  thereof.    (Charter,  §  755.) 

§  3.  Fire  hose;  hos&Mdges. — ^No  driver  of  a  vehicle,  nor  chauffeur 
of  a  motor-vehicle,  shall  drive  any  such  vehicle  over  or  across  any 
hose  in  use,  or  about  to  be  used,  or  while  lying  in  the  carriageway 
after  beii^  used  by  any  portion  of  the  fire  department,  for  extin- 
guishing nre;  but  the  i)rovi8ions  of  this  section  shall  not  apply  to 
oriyms  of  Wagons  oarr3dn^  the  United  States  mail,  nor  to  dnvers  of 
ambulances  when  conveymg  any  patient  or  injured  person  to  anv 
hoi^tal^  or  when  proceeding  to  the  sc^ie  of  any  accident  by  which 
any  -person  or  persons  have  been  injured;  nor  to  the  driver  of  any 
venicle  directea  or  permitted  to  drive  over  or  across  any  such  hose,  by 
the  officer  of  the  fire  department  in  command  of  the  force  operating 
at  a  fire.  The  fire  oommisooner  is  empowered  to  provide  for  laying 
fire  hose  over  the  railway  tracks  of  the  city,  when  necessary,  by 
iUitable  hose-bridges.  Railway  companies  operating  cars  withm  the 
eit^r  shall  provide,^  pay  for  fmd  use  such  hose-bridges  as  may  be 
dengnated  Dy  the  oommissioner.    (Charter,  §  749  and  C.  O.) 

§4.  Fire^ydrarUs,  1.  Opening  or  tampering  with, — ^No  persoiL 
other  than  an  employee  of  the  department  of  water  supply,  gas  ana 
«loctrieityy  or  the  fire  department,  shall  open,  use  or  tamper  with  a 
fire-hydwit  or  high-pressure  hydrant,  without  previous  permission 
in  wnting  from  the  commissioner  of  water  supply,  j^  and  electricity: 
nor  shaU  any  person  leave  such  a  hydrant  open  for  a  longer  period 
than  shall  be  hmited  in  the  permission  or  use  water  for  other  purposes 
than  shall  have  been  authorized  by  the  commissioner. 

2.  Obstructing.  No  person  shall  m  any  manner  obstruct  the  usq  of 
any  fire  hydrant,  or  allow  any  snow  or  ice  to  be  thrown  or  piled  upon 
(HT  around  the  same,  or  place,  or  allow  to  be  placed,  any  material  or 
ihing  in  frcmt  thereof,  from  the  curb  lii^  to  the  center  of  the  street 
and  to  within  10  feet  from  either  side  thereof.  All  snow  and  ice 
accumulating  m  the  street,  within  the  space  hereinbefore  mentioned, 
shall  be  removed  by  the  owner,  lessee,  or  tenant,  dt  the  premises 
ircmting  the  0aid  space,  in  the  same  manner  as  is  prescribed  for  the 
keeping  dear  of  the  sidewalk.  All  material  or  things  found  obstruct- 
ing any  fire  hydrant  n^y  be  forthwith  removed  oy  the  officers  or 
empkny^GR  of  the  fire  department,  at  the  risk,  cost  and  expense,  of 
4h6  owmer  or  claimant.  The  fire  commissioner  shall  take  all  proper 
measures  to  keep  hydrants  from  freezing,  and  in  proper  condition  for 
uae  at  all  limes.    (C.  O.  §  288,  with  §  750,  Charter.) 

S  5.  Fvre^cHi&rm  tdegraph,  1.  Protection  of. — ^Thje  fire-alarm  te|e- 
giaph  system  shall  not  be  operated  or  used  except  by  the  fire  eom- 
UMisioner,  or  ofi^sers  and  employees  of  the  fire  department  charged 
with  its  operation  or  maintenance  or  authorized  to  use  it  for  instruo- 
tion^or  ctnlt;  provided  pc^cemen  and  citizens  may  freely  operate  the 
jame  jfe^  eommunicate  actual  alarms  of  fire.   No  person  shall  U9e  the 
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keys  or  app{iances  thereof  for  commumcatlng  a  false  alann;  'Diolt:AA 
any  person  experiment  or  tamper  therewith,  for  any  purpose  irlurt^ 
ever,  or  have  or  possess  any  key  thereof,  withowt  such  authority. 
No  person  shall  post,  paint,  impresis,  or  in  any  way  affix  to  any  p<Me 
connected  with  the  nre-alarm  telegraph,  or  any  box,  wire  or  othelr 
{^pliance  oonnected  therewith,  any  placard,  sign,  broadrnde,  nodee, 
or  announcemtot  of  any  kind;  nor  shall  any  person  cut,  mutilate 
alter,  mar,  deface,  cover,  obstruct  or  interfere  with  the  same  in  any 
manner  whatsoever;  nor  paint  or  cause  to  be  painted,  the  polflflr  oiF 
any  other  telegraph,  or  any  other  poles  on  the  Hnes  thereof,  of  a 
sitoilar  color  or  colors,  or  in  imitation  thereof,  nor  consent,  tMovr,  ot 
be  privy  to  any  of  said  things  bemg  done  for  them  or  upcm  thdr  be- 
half. 

2.  Kite  flying.  No  kite  shall  be  flown,  raised,  or  put  up  in  aay 
street  adjacent  to  the  lines  of  said  telegraph,  or  be  allowed  to  beeome 
entangled  with  the  wires  or  apparatus  thereof. 

3.  False  aiarfna.  No  person  shall  willfully  or  dem^nedly  ttaae, 
create  or  continue  a  false  alarm  of  fire,  or  aid,  abet  or  assist  in  radsfaigy 
creating  or  cohtinuing  such  a  false  alarm.  (Charter,  {  729  in  part, 
and  C.  0.,J  632.) 

PoMce  officers  are  specially  charged  a&d  directed  to  aid  in  the  en^- 
forcement  of  this  section. 

§  6.  Street  fires;  permits  required. — No  person  shall  fciaAe,  bttlld^ 
maintain  or  use  a  fire  upon  any  dock,  pier  or  bulkhead;  nor  in  ist 
upon  a  street  or  vacant  lot,  without  a  permit  from  the  fire  oommis^ 
Sioner.  A  permit  to  kindle,  build,  niaintain  and  use  a  ^te  ki  or  n|K»i 
a  public  street  for  the  purpose  of  conducting  a  trade  or  business  mwr 
be  issued  by  the  fire  commissioner  upon  an  application  giviag  suoll 
information  as  may  be  required  by  hun,  and  upcm  receipt  of  a  fee  oC 
$0.50,  except  that  no  fee  shall  be  required  for  permits  issued  for  the 
kindHng  and  maintaining  of  such  fires  for  the  sole  purpose  of  d^ 
stroying  fallen  leaves  outside  of  the  fire  limits.  No  penmt  shall  bd 
issued,  nowev^,  to  kindle,  build,  maintain  or  use  a  fire — 

6bi)  Within  15  feet  d  a  fire  hydrant; 

tb)  Within  2  feet  of  the  surface  of  any  stone  pavemeiit; 

(e)  On  or  withm  2  feet  of  the  surface  of  any  asi^iftlt  pavMneot^ 
except  for  the  purpose  of  repairing,  ^removing  or  construotitig  tbfr 
same. 

A  fire  kindled,  Imilt  and  mamtalned  under  a  pertnit  issued  bk 
eonformity  with  the  provisions  of  this  secticm  shall  be  oontinuooshr 
under  the  care  and  direction  of  a  competent  person  from  the  time  it 
is  kindled  until  it  is  extinguished.    (Amend.  April  11,  1916.) 

§  7.  Lighted  matches,  cigars,  cigarettes,  disdarding  if,  rsgtifakd*'-^ 
No  person  shall  throw  away  any  lig^ited  match,  cigar  or  cigaiette 
wit^un  any  building  or  structure  or  in  anv  boat,  car  or  other  t^dikue 
for  the  commcm  carriage  d  passengers  unless  it  be  to  deposit  tiie  sane 
In  a  suitable  container  of  metal  or  oiket  non-combustible  mitteml 

$rovided  for  the  ree^tio^  thereof.   (Added  by  osd.  eff^otive  Deo.  31» 
915.) 

f  8.  VtoIo^idtM.-^Any  pers^m  who  shall  vi(^a/te,  or  rsftise  or  in^ 
leet  to  comply  with,  any  provision  of  this  article  shall,  upon  ooav&> 
&h  thereof,  be  punished  by  a  fine  of  not  more  than  ilOO,  or  bf 
fanprfisbnment  not  exceeding  30  d«ys,  oc  by  both  tudi  ^m  mA  mh 
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priaonmeiit;  mad  any  mich  pefBon  shall,  also,  for  each  offense,  be  subject 
to  the  payment  of  a  penalty  in  l^e  sum  of  $50,  to  be  recovered  in  a  civil 
action  brought  in  the  name  of  tiie  commiaBioner.  (Adopted  from  Charter 
and  C.  O.) 

ARTIGLB  2 

FIRB  PBDVBNTION 

Sec.  20.  Fire-aUmn  and  fire^ztinguishing  appliances. 
§  20a.  Elevator  in  readiness. 
'  21.  Watchmen:  interior  fire-alarms;  diagrams  of  means  of  Egress. 

22.  Fire  drills  in  schools;  interference  with. 

23.  Lii^ts. 

24.  Storage  of  combustiUe  fibres. 

25.  Storage  of  empty  wooden  pack^lg  boxes,  cases  and  barrels. 

26.  Modmcations. 

27.  Smoking. 

28.  Bams  and  staUes. 

29.  Ashee. 

30.  Chinmeys  and  flues. 
30a.  Vessels  required  to  be  equipped  with  spark  arresters,  etc 

31.  Violations. 

Sec.  20.^  Fire-alarm  and  fire-extinffuiahing  appHancea. — ^The  owners 
and  proprietors  of  all  manufactories,  hotels,  tenement-houses,  apart- 
ment houses,  office  buildings,  boarding  and  lodging-houses,  ware- 
houses, stores  and  offices,  theatres  and  music  halls,  and  the  authori- 
ties or  persons  having  charge  of  all  hospitals  and  asylums,  and  bf 
the  public  schools  and  other  public  buildings,  churches  and  other  places 
where  large  numbers  of  persons  are  congregated  for  purposes  of  wor- 
^p,  instruction  or  amusement,  and  all  piers,  bulkheads,  wharves, 
pier  sheds,  bulkhead  sheds  or  other  water-front  structures,  shall  provide 
such  means  of  communicating  alanns  of  fire,  accident  or  danger  to 
the  police  and  fire  departments,  respectively,  as  the  fire  conmiissioner 
or  the  police  commissioner  may  prescribe,  and  shidl  also  provide  such 
fire  hose,  fire  extinguishers,  buckets,  axes,  fire  hooks,  fire  doors  and 
other  means  of  preventing  and  extinguishing  fires  as  the  fire  commis- 
sioner may  direct.     (Ord.,  effective  Jan.  1,  1912.) 

Adopted  November  12,  1918.    Approved  November  19,  1918. 

For  other  regulations,  see  ch.  3,  Amusements,  {{  7,  8,  9,  36;  oh.  5,  Buildiag  Code, 
arts.  23.28. 

OnKnance  Dec.  19,  1911,  amending  §  762.  Charter  and  order  of  fire  commis- 
sioner to  install  automatic  sprinklers,  sustained  and  misdemeanor  conviction  af- 
firmed.   People  V.  Kaye,  160  App.  Div.  649. 

Fire  extinguishers:  <Nder  of  m  commissioner  sustained.  Waldo  v.  Christman. 
72  Misc.  349. 

Under  §  762  of  the  Charter  an  owner  of  a  buikling  although  not  in  possession  is 
liable  to  a  fine  or  penalty  for  failure  to  obey  an  oraer  of  fire  commissioner  as  to 
perforated  pipes.    Lantry  v.  Hoffman,  55  Misc.  261,  aff'd  124  App.  Div.  937. 

The  fire  commissioner  under  this  section  must  order  specifically  the  "means** 
to  give  alarms  of  fire,  it  is  not  suflident  to  nve  a  general  order.  Hayes  v.  Bren- 
nan.  45  Miio.  413.    See  Adamson  v.  Amer.  Press,  178  N.  Y.  Sup.  823. 

§^[>-a.  Elevator  in  readiness. — ^In  every  building  exceeding  150 
feet  in  height,  at  least  one  elevator  shall  be  kept  in  readiness  for  iin^ 
inediate  use  by  the  jFIre  Department,  during  all  hours  of  the  night  and 
day,  including  holidays  and  Sundays,  and  there  shall  be  in  attendance 
at  ail  tnnes  a  man  competent  to  operate  the  elevator. 

Adopted  June  12,  1917.    Became  effective  June  26,  1917. 

121,  Watchmen;  Interior  Are  akirme:  Biagrame  of  meane  of  egreea — 
1.  IVatchmen, — ^In  every  building  used  or  occupied  as  a  hotal,  lodginc- 
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house  or  publie  or  private  hospital  or  asylum,  there  shall  be  employed 
by  the  owner  or  proprietor,  or  other  person  having  the  cdiarge  or  man- 
agement thereof,  one  or  more  watchmen  whose  exclusive  duty  it  shall 
be  to  visit  every  portion  of  such  building  at  tegular  and  frequent  inter- 
vals, under  rules  and  regulations  to  be  established  by  the  commissioner, 
for  the  purpose  of  detecting  fire  or  other  sources  of  danger,  and  giving 
timely  warning  thereof  to  the  inmates  of  the  building.  There  shall  be 
provided  a  watchman's  clock,  or  other  device,  to  be  approved  by  the 
commissioner,  by  means  of  which  th^  movements  of  the  watchman  may 
be  recorded.  The  fire  commissioner  may,  however,  in  his  discretion, 
accept  an  automatic  fire  alarm  system  in  lieu  of  watchmen  and  time 
detectors. 

2.  Interor  fire  alarms, — ^In  every  hotel,  lodging-house,  public  or 
private  hospital  or  asylmn,  department  store,  and  publio  schools, 
there  shall  be  placed  and  provided,  when  required  by  the  fire  oom- 
missioner^  an  adequate  and  reliable  dlectrioal  or  other  interior  alarm 
system,  to  be  approved  by  the  said  commissioner,  by  meaiK  of  which 
alarms  of  fire  or  other  danger  m&y  be  instantly  communicated  to  every 
portion  of  the  building.  The  fire  alarm  apparatus  and  all  other  appli- 
ances placed  or  kept  within  any  of  said  buildings  for  the  purpose  of 
preventing  or  extinguishing  fires,  or  for  affording  means  of  escape  there- 
from in  case  of  fire,  shall  be,  kept  at  all  times  in  good  working  order  and 
proper  condition  for  immediate  use,  and  any  member  of  the  nnifonned 
force  or  authorized  representative  of  the  fire  department^may  enter  any 
of  the  said  buildings  at  any  time,  for  the  purpose  of  mspecting  such 
apparatus  or  appliances.    (As. amended.) 

3.  Diagrams  of  means  of  egress. — In  amr  of  the  buildings  referred  to 
in  this  section,  when  required  by  the^  fire  commissioner,  there  shall 
be  posted  such  cards  as  the  said  commissioner  shall  direct  upon  which 
shall  be  printed  a  diagram  showing  the  exits,  halls,  stairways,  elevators 
and  fire  escapes  of  the  building,  and,  in  the  halls  and  passagewaj^,  such 
signs  as  the  said  commissioner  shall  direct  shall  be  posted  indicating 
the  location  of  the  stairs  and  fire  escapes. 

Adopted  July  17,  1917.    Became  effective  Sepiember  18,  1917. 

§  22.  Fire  driUs  in  schools;  irUerference  with, — -No  person  shall  drive 
a  vehicle  of  any  kind  through  a  line  of  children  issuing  from  or  return- 
ing to  a  public  school  during  a  fire  drill,  nor  interfere,  hinder,  obstruct 
or  impede  in  any  way  whatsoever  any  such  fire  drill.  (Ord.  March  11, 
1913.) 

§  23.  Lights. — ^All  lights  used  in  theatres  and  other  places  of  public 
amusement,  manufactories,  stores,  hotels,  lodging-houses,  and  in  show 
windows  shall  be  properly  protected  by  gloves  or  glass  coverings,  or 
in  such  other  manner  as  the  commissioner  shall  prescribe.  (Ord.  Dec. 
19,   1911.) 

§24.  Storage  of  combustHbU  fibres,  1.  Definition, — ^As  used  in  this 
section,  *' combustible  fibre"  means  any^  finely  divided  vegetable  or 
animal  fibre,  including  paper  and  cloth,  in  the  form  of  scraps  or  clip- 
pings; hay;  straw;  excelsior;  dried  moss,  excepting  moss  used  for  me- 
dicinal purposes;  grasses,   and  similar  substances. 

2.  Permit  required, — No  person  shall  store  or  keep  on  hand  in  any 
premises  any  combustible  fibre  or  material  in  excess  of  1  ton  without 
a  permit  from  the  commissioner;  provided,  however,  that  in  rural  com- 
munities outside  of  fire  limits,  no  permit  shall  be  required  for  the  storage 
of  ha^  and  straw  in  barns  or  out-of-doors  stacks  where  such  stacks  ape 
not  within  50  feet  of  a  building  pccu^ed  as  a  dwelling.  The  annual  fee 
for  such  a  permit  shall  be  for  quantities  €A  10  tons  or  more,  |1Q;  .over 
5  tons  and  less  than  10  tons,  $5;  over  1  ton  and  less  than  5  tons,  S2. 
(Amend.  July  16,   1915.) 

3.  Beseriduma.-^No  pmnit  shall  be  issued  for  such  storage  in  any 
budding  or  premises: 


nSBS  AKD   FIKE    PEETSNnOH 

(»}  Situated  within  fiO  feet  of  the  nearest  wall  of  a  buil. 
pied  as  a  school,  hospital,  theatre  or  other  place  cd  pubUo  ai 
or  anembly;  * 

(b)  Occupied  as  a  tenement  bouse,  or  hotd: 
(o)  Of  wooden  constraeljon,  exccvt  in  aparady  populated  diitrioli^ 
whWe  it  shall  be  in  the  diaoretioii  of  the  commiasioner; 

(d)  Which  is  not  equijqied  with  a  fire  extinguishing  Bystem,  ^>- 
ooer; 
es,  or  lacquers  are  manufactured,  stored 

othtf  highly  inflanunoble  nuterials  9x9 

rt  for  sale; 

,  turpentine  or  any  explonTes  are  stored 

1915.) 

ion  shall  store  upon  any  floor  of  a  build- 
cceeding  in  wught  one-third  of  the  safe 
)r,  as  certified  to  by  the  bureau  of  build- 

coTering,  v/heD  baled,  more  than  two- 
luch  floor,  and. DO  such  material  ebsll  IM 
lan  two-thirds  of  the  distance  from  the 

who  holds  a  permit,  issued  under  chap- 
business  to  wnich  the  use  of  combustible 
fibree  is  aa  incident  shall  not  be  required  to  obtain  an  additional 
pomit  under  the  provisions  of  this  article. 

6.  PaOaruts.  The  storage  of  combustible  fibres  in  any  buiiding 
used  aa  a  factory  or  worksm>p  (except  where  such  eomt>UBtible  fibre 
enters  into  the  article  or  omterial  manufactured  in  such  workshop 
Ot  factory)  is  prohibited  unless  such  combustible  fibre  does  not 
exceed  five  tons  and  is  used  and  stored  in  a  portion  of  the  premises 
separated  from  the  remainder  ol  the  building  by  walls,  fiooTs  and 
eeuin^  protected  by  fire  retarding  material  aad  with  all  floor  open- 
ingB  oumlaily  protected  and  cons&ucted  in  a  manner  approved  by 
the  fire  commissioner.  In  no  event  shall  more  than  one  permit  be 
Smnted  for  the  storage  of  combustible  fibre  in  a  single  building 
used  aa  a  factory  or  workshop.    {New  Ord.  July  16,  1915.) 

J  25.  Storage  of  empty  wooden  ■packing  hoxa,  case*  and  baireU. 
1.  Permit  required. — No  pa«on  shall  store  in  any  building,  shed, 
indoeure  or  other  structure  tmy  empty  woodm  paddng  boxes,  cases 
<K  barrels  in  a  quantity  occupying  a  apace  greater  than  2,000  cubic 
feet,  without  a  pomit  from  the  commissionn'.  The  amiual  fee  for 
such  a  ptfinit  shall  be  $5. 

2.  BeMtnetitM*.  No  pwmit  shall  be  issued  for  the  storage  of 
empty  wooden  paddng  txwee,  cases  or  barrels  in  any  lot,  shed  or 
iuoMsure; 

(a)  Which  is  not  endoBsd  by  a  subetantiid  fence  not  less  than  10 
DOT  more  than  IS  feet  in  height  above  the  street  level.  If  any  build- 
ing having  an  unpierced  fire  wall  adioins  the  encloem'e  no  fence  shall 
be  required  on  the  aide  of  such  building.  The  storage  space  shall  be 
oomiMetely  separated  from  any  window  or  door  openings  of  the 
wall  of  an  adjoinioK  building  by  a  substantial  fence  of  fire-retardins 
matwiala  of  a  hct^t  satiafact(»y  to  the  fire  oommisnoDer.  erected 
at  hut  ft  feet  from  such  opening  and  ertotded  at  least  6  feet  ofi 
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Qach  side  thereof  and  continued  to  the  sides  of  the  enclosure  or  carried 
to  the  wsSta  of  the  builduig. 

No  permit  shall  be  issued  authorising  fhe  storage  of  emoty  wocMteo 
packing  boxes  or  barrels  in  any  buiktixig  or  stnicture  the  -weSOia  of  which 
sM  not  biiUt  of  -fireproof  material  except  in  sparsely  populated  districts. 

(b)  Which  is  situated  within  60  feet  of  tne  nearest  wall  of  a  build- 
ing occupied  as  a  hospital,  school,  theatre  or  other  place  of  public  amuse- 
ment or  assembly.     (Amend.  May  25,  1915.) 

3.  Fire  jprevention. — No  per^n  shall  pile  empty  wooden  paokins 
boxes,  cases  or  barrels  to  a  neigiht  greater  than  5  inches  below  the  top 
of  the  inclosing  wall  required  by  subdivision  2  of  this'S^tion.  £^ceel- 
6ior,  sawdust,  paper  and  packing  tnaterial  shall  be  removed  from  the 
premises  at  least  once  daily;  ele<$trio  motors  shall  be  enclosed  in  an 
approved  manner;  at  least  twelve  water  buckets  of  It)  quarts  capacity 
shall  be  provided  for  eVeiy  2,500  ^uare  feet  of  floor  surface,  or  in  lieu 
thereof,  hose  of  at  least  1  mch  in  diameter,  equipped  with  a  nozale  of  at 
least  one-half  inch  in  diameter,  sufficient  in  length  to  reach  all  parts  of 
the  enclosure,  and  connected  to  an  adequate  water  supply.  (Amend. 
May  26,  1915.) 

1^26.  ModificaHona, — ^Wfaen  the  ctrounifltanoes,  conditions,  limi- 
tationtf  or  surroundings  of  any  business,  occupation,  trade,  industry 
or  pr^niaes,  r^erml  to  in  siections  24  and  26  of  tiiis  article,  are  unusual, 
or  such  as  to  render  impractical  or  be  unduly  burdensome  the  enforce- 
ment of  the  provisions  of  the  said  sections  applicable  thereto,  l^e  fire 
commissioner  may  waive  or  modify  such  provisions  to  such  eztdnt  as 
he  may  deem  necessaiy  in  the  premises  consistmit  with  public  sidbty. 
((New.  Effective  April  25,  1916.) 

§27.  Smoking. — No  person  shall  smoke  or  carry  a  lighted  cigar, 
cigarette,  pipe  or  match  within  any  room,  enclosed  space,  cellar,  base- 
ment, mt  in  any  part  of  any  premises  in  which  any  highly  combustible 
or  inflammable  material  is  manufactured,  stored  or  Kept  for  use  or 
sale.  Offices,  not  containing  highly  combustible  or  inflammable  material, 
and  separated  from  the  other  parts  of  said  places  or  premises  by  a  tight 
partition  or  a  self-closing  door,  shaH  be  exempt  from  this  pronilntion. 
(Mun.  Expl.  Reg.) 

(  28.  BoTM  and  utabiea. — No  person  shall  take  into  or  use  in  an^  bam 
or  stable  any  United  candle,  ou  or  fluid  lamp,  or  any  burning  light  of 
any  kind  whatsoever,  unless  the  same  be  inclosed  and  secured  m  a  good 
gUMs,  horn  or  other  lantern.    (Brookl.  Ord.,  §  25.) 

§29.  Ashes. — No  person  shall  deposit  asnes  on  the  wooden  floor  of 
any  building,  nor  in  any  barrel,  or  box,  or  other  wooden  vessel  staoding 
on  any  such  floor,  nor  place  any  such  barrel,  box,  or  other  vessel  con- 
taining ashes,  upon  any  such  floor.    (Brookl.  Ord.,  §  6.) 

f  30.  Chimneys  and  /!«(«#.— *If  any  chimney,  stove-pipe,  or  flue  shall 
take  fire^  the  owner  of  the  building  or  premises  to  which  such  chimney, 
stove-pipe,  or  flue  appertains  shaU  forfeit  the  sum  of  $5,  except  that, 
where  a  tenant  occupies  the  entire  building  or  premises,  the  tenant  and 
npt  the  owner  of  the  building  shall  forfeit  the  said  sum.    (Charts,  )  760.) 

§30a.  VessdB  required  tobe  equipped  wUh  spark  arresters,  «te.— 1.  It 
shail  be  the  duty  of  every  owner,  ag^t,  mast^  or  ^aptein  of  uur 
vessel  or  craft,  propelled  in  whole  or  in  part  by  steam,  or  on  which 
any  steam  enrines,  boileiB  or  stoves  are  used,  to, cover  s&ourely  each 
funnel  or  smokestack  on  such  vessel  with  an  efficient  metal  spark  ar- 
rester, the  wire  mesh  of  which  shall  not  be  less  than  four  to  the  inch, 
when  crossing  the  pierhead  line  in  approaching  an^  grain  elevator,  or 
any  pier,  in  waters  within  the  jurisdiction  of  the  City,  at  THiich  cotton 
or  naval  stores  are  being  handled  or  stored,  and  i^all  keep  the  same 
covered  the  entire  time  while  within  said  piwhead  line. 

2.  It  shall  be  the  duty  of  every  owner,  agent,  master  or  ol^^itaitk  of 
*ay  such  vend,  propdled  in  whole  or  in  psai  by  steam,  whftte  loading 
or  discharging  cotton  or  naval  stores  into  or  from  said  vessel  at  any 
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pier  in  waters  within  the  jurisdiction oC- the  city,  to  protect  or  have 
protected  all  hatch  combings  so  that  ihe  cargo  of  cotton  or  naval  stores 
so  loaded  or  unloaded  shall  not  come  in  contact  with  the  combings. 

3.  It  shall  be  the  duty  of  •vsetjt  owner,  agent,  master  or  captain 
of  any  vessel,  or  craft,  propelled  in  whole  or  in  part  by  steam,  Tjirhile 
in  waters  within  the  jurisdiction  of  the  city,  and  while  said  vessel  or 
craft  is  loading  or  discharging  a  cargQ  of  cotton  or  naval  stores,  to  couple 
its  fire  hose  and  keep  the  same  reac^  for  use  at  all  times  while  so  loadmg 
or  dischar^^g  such  cargo  at  said  wharf  or  pier,  and  it  shall  keep  sufficient 
steam  while  so  loading  or  discharging,  at  all  hours,  on  the  donkey  or 
one  of  the  main  boilers,  to  enable  a  full  stream  of  wat^  to  be  tumed  on 
in  case  of  fire  occurring  upon  or  alongside  said  vessel  or  craft;  and  to 
supply  such  vessel  with  sufficient  fire  hose  to  reach  to  each  akod  every 
hatch  of  said  vessel  or  craft. 

Adopted  December  18, 1917.    Became  effective  January  7, 191S. 

§31.  ViokUiona. — Except  as  otherwise  provided  in  this  article,  any 
I>eison  who  shall  violate,  or  refuse  or  ne^ect  to  comply  wit^,  any  pro- 
vision of  this  article  shall,  upon  conviction  thereof,  be  punshed  by  a 
fine  of  not  more  than  $500,  or  by  imprisonment  not  exceediiig  6  months, 
or  by  both  such  fine  and  imprisonment;  and  any  such  person  shall,  ^so, 
for  each  offense,  be  subject  to  the  payment  of  a  pensuty  in  the  sui;n  of 
$250,  to  be  recovered  in  a  civil  action  brought  in  the  name  of  the  com- 
missioner.    (New.  Penal  Law,  5  1937i  Charter,  §  773^) 

§  32.  No  charitable  institution  in  the  City  of  New  York,  which  serves 
the  public  free  of  charge,  shall  be  required  to  pay  any  fees  for  any  per- 
mit required  under  the  provisions  of  Chi^ter  12  of  the  Code  of  (h^i- 
nances,  provided  the  material  for  which  the  permit  is  required  is  owned 
and  used  in  connection  with  such  institution. 

Adopted  March  30, 1917.    Became  effective  April  3, 1917. 
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CHAPTER  13 

Hospitals 

Article  1.  General  provisions. 

ARTICLE  1 

OBNERAL  PBOVISIOirS 

9eo.  1.  Emergency  cases. 

I  2.  Incurables;  deaths. 

3.  Insane,  temporary  care. 

4.  Non-residents,  treatment. 

5.  City  employees  injured  in  the  course  of  duty. 

Sec.  1.  Emergency  cases. — ^Any  person  injured  or  taken  sick  in  the 
street  or  in  any  public  place,  who  may  not'  be  safely  removed  to  hia 
or  her  home,  may  be  se^t  to  and  shall  be  received  by  any  public  hospital, 
for  temporary  care  and  treatment,  irrespective  of  his  or  her  place  of 
residence.     (Charter,  { 692.) 

5  2.  Incurables;  deaw«.— Whenever  any  sick  person  in  any  pu^ic 
hospital  shall,  in  the  judgment  of  the  board  or  officer  having  jurisdiction 
thereof,  cease  to  be  a  proper  case  for  treatment  therein,  such  person 
shall  be  transferred  to  the  care,  custody  and  control  of  the  commissioner 
of  public  charities,  who  shall  forthwith  receive  and  care  for  such  person. 
In  case  any  sick  person  under  treatment  in  any  public  hospital,  not 
under  the  control  of  the  department  of  public  charities,  shall  die,  the 
officer  in  charge  of  such  hospital  may  call  upon  the  commissioner  of 
public  charities  to  receive  and  remove  the  body  of  such  person,  and 
the  commissioner  shall  forthwith  receive  and  remove  the  same  for  burial, 
or  other  proper  disposition.  The  cost  and  expense  of  such  reception, 
removal,  buri^,  or  other  proper  disposition  shaU  be  borne  and  paid 
by  the  department  of  pubUc  charities.     (Charter,  §692.) 

§  3.  Insane;  temporary  core.-r-There  shall  be  provided  and  maintained  in 
every  public  hospital  suitable  wards  or  rooms  for  the  examination  and 
temporary  care  of  persons  alleged  to  be  insane.     (Charter,  §§670,  672.) 

§  4.  Non-residents;  treatment. — ^Persons  who  do  not  reside  in  the  city 
may  be  received  and  treated  in  any  public  hospital;  provided  the  person 
so  received  shall  be  required  to  pay  such  sum  for  board  and  attendance 
as  may  be  fixed  by  the  board  or  officer  in  charge  of  the  hospital,  but 
no  such  person  shall  be  received  to  the  exclusion  of  residents  of  the 
city.  The  board  or  officer  in  charge  of  a  hospital,  receiving  non-resident 
patients,  shall  collect  and  pay  over  all  such  moneys  to  the  chamberlain 
once  every  month.  The  board  or  officer,  upon  receiving  such  payments, 
,  shall  report  the  same  to  the  comptroller,  and  the  amounts  so  collected 
shall  be  paid  into  the  general  fund.    (Charter,  §  678,  subd.  8,  §  692.) 

1 5.  City  employees  injured  in  course  of  duty. — ^Any  member  of  the 
uniformed  forces  of  the  fire  or  police  departments  who  shall  be  injured 
wMle  actually  employed  in  the  discharge  of  police  or  fire  duty,  as  the 
case  may  be,  or  while  under  orders  of  fis  superior  officers  in  the  police 
station  or  fire  house,  as  the  case  may  be,  or  who  as  the  result  of  illness 
traceable  directly  to  the  performance  of  police  or  fire  duty,  as  the  case 
may  be,  or  a  member  of  the  uniformed  force  of  the  department  of  street 
cleaning,  or  any  employee  of  the  departments  of  parks,  water  supply, 
gas  and  electricity,  docks  and  ferries  or  plant  and  structures,  who  shall 
be  injured  while  actually  employed  in  the  discharge  of  duty,  when  certified 
to  by  the  head  of  the  department,  shall  be  received  by  any  hospital  for 
care  and  treatment  at  the  usual  war  patient  rates.  The  bill  for  such 
care  and  treatment  at  such  rates,  when  certified  by  the  superintendent 
or  other  i)erson  in  charge  of  such  hospital  and  approved  by  the  head  of  the 
department  concerned  shall  be  paid  subject  to  audit  by  the  comptroller. 

Adopted  July  16,  1918.    Approved  July  26,  1918. 
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CHAPTBR  14 
Licenses 

Article    1.  General  provisions. 

2.  Billiard  and  pool  tables. 

3.  Bowling  alleys. 

4.  Dealers  in  second-hand  articles. 

5.  Dirt  carts. 

6.  Expresses  and  expressmen. 

7.  Exterior  hoists. 

8.  Hacks,  cabs  and  taxicabs. 

9.  Junk  dealers. 
9a.  Pawnbrokers. 

10.  Peddlers,  hawkers  and  venders. 

11.  Public  carts  and  cartmen. 

12.  Public  porters. 

13.  Shooting  galleries. 

14.  Street  musicians. 

15.  Massage  institutes  and  operators. 

16.  Lessees  of  tenements. 

17.  Bathing  establishments  and  bath  house  keepers. 

18.  Soliciting  contributions  in  public. 

This  chapter  conforms  to  eh.  475.  L.  1914,  amending  $1 640-641  of  the  Charter, 
which  abokshed  the  old  Bureau  of  Licenses  esatblished  by  Ord.i  Feb.  8,  18^. 
That  Bureau  was  the  successor  by  various  enactments  of  the  old  Bureau  of  Per^ 
mita,"  sec.  1  of  ord.  app^  Feb.  2,  1886,  as  limited  by  chap.  412,  Laws  of  180S.  The 
tendency  has  been  to  make  laws  uniform  throughout  we  entire  city,  and  to  con- 
centrate into  one  bureau  the  issuing  of  all  licenses.  By  the  City  Ordinances,  1850, 
all  Uoenses  were  issued  by  the  Mayor  and  separate  chapters  cover  the  different 
•ubjeet-matters,  such  as  Coaches  and  Cabs,  Pawnbrokers,  Dealers  in  Se<xmd-Hand 
Articles  and  Ke^;>ers  of  Junk  Shops,  etc.,  which  are  now  included  in  one  chapter. 
When  the  ordinances  were  revised  in  1880  a  Bureau  of  Permits  was  established. 
(R.  O.  1880,  art.  XXX.)  The  general  powers  were  further  extended  by  L.  1887, 
ehap.  417,  and  L.  1888,  chap.  115,  and  L.  1896,  chap.  36,  where  the  Board  of  Akler- 
men,  although  forbidden  to  allow  obstructions  in  the  streets  or  sidewalks,  was 
eq>ressly  allowed  to  grant  permits  for  "stands  within  the  stoop-lines"  for  certain 
purposes.   See  see.  50,  Greater  New  York  Charter,  and  notes  under  streets,  oh.  ^. 

ARTICLE  1 

GBNBBAL  PBOYIBIONB 

Sec.  X'  When  required. 

S  2.  Licensees  must  be  citizens. 

3.  How  issued. 

4.  Registration  of  licenses;  deposit  of  fees. 
,  5.  Suspension  and  revocation  of  licenses, 
S  6.  Duties  of  licensees. 

f  7.  Inspections. 

Sec.  1.  When  required: — In  addition  to  Hie  businesses,  places, 
-fcrades,  occupations  and  things  i'equired  to  be  licensed  by  statute 
or  by  other  chapters  of  this  code,  the  following  must  be  duly  11- 
oenaed  as  herein  provided,  namely: 
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■ — Billi&rd  and  pool  tables; 

b — Bowling  alleys; 

C-^Dealen  in  second-hand  articles; 

d — Dirt  carta; 

e — Drivora  or  chaufieura  of  haeka,  eabe,  tarioabs.Hnd  ej 

f — Expresses  and  eipreasnieD; 

f — Exterior  hoiats; 

£ — Hacks,  caba  and  taiieabs; 

i — Hand  orttans; 

] — Itinerant  muaicianB;  .     . 

k — Junk  dealera; 
kk — Maasaea  operators  and  institutes 

1 — Peddlers,  hawkers  and  vendera; 
m — Public  oarts  and  cartmen; 

Q — Public  porters; 

o — Shooting  galleries ; 

p — Street  musicians ; 

q — Stands  within  stoop  lines  and  Under  the  stairs  of  elevated   or 
subway  stations ; 

t — Weighera  of  hay. 

No  person  shall  engage  in.  or  carry  on  any  buainOBE,  trade  or  occupa- 
tion, or  maintain  any  place  or  thing  specified  in  tiiia  section  without  a 
license  therefor. 

d.  of  May  32.  1S9«.    Bee 

fueittl  pow«T  of 


I  2.  lAantea  vtast  be  cAizens. — No  person  ahidl  be  licensed,  nor  shall 
any  existing  license  be  renewed,  under  any  provisions  of  this  chapter  or 
of  chapters  3  and  23  of  this  ordinance,  except  a  citizen  of  the  United 
States,  or  one  who  has  regularly  declared  his  intention  to  become  a  eiti- 
■en.  The  commissioner  of  licenses  diall  revoke  the  license  of  any  person 
who,  having  declared  his  intention  of  becoming  a  oitiien,  fails  to  acquire 


ti.  113  App.  DivL  733. 
( 3.  Hoiv  XMued. — AU  apitlications  for  licenaeB  shall  be  made  to  the 
coQunisBionGr  of  licenses  in  such  form  and  detail,  as  he  shall  prescribe. 
All  licenses  shall  be  issued  on  estaUished  forms,  which  shall  be  print^ 
in  book  form  with  corresponding  stubs.  Tb^  ahall.  ba  conaeoutivelj' 
numbered,  with  suitable  blank  spaces  for  writing  in  die  name  and  resi- 
dence of  licensee,  the  kind' and  class  of  license  granted,  the  location  and 
privilegaa  allow«d  and  the  amount  of  fee  paid.  All  licenses  aliall  be 
gmuted  for  a  term  of  one  year  from  the  date  thereof,  unless  sooner 
suspended  or  revoked,  or  otJierwise  specifically  provided  by  law  or 
ordinance.    (C.  O..  !l  302,  303.  307.) 


_, Q  suitable  registere  and  ful^  iodeMd'. 

There  shall  be  kept  in  the  primapftl  office  of  the  department  and 
in  eacli  and  erery  branch  office  thereof,  a  book  for  reeorduiK  ood- 
secutirdy,  day  by  day,  each  Hceose  issued,  Bhoiring  ita  kind  and 
class,  whether  new  or  rraewal,  name  of  licensee,  reeular  numbw 
<A  blank  form  and  amount  of  fee  received  therefor.  A  daily  report 
showii^  fdl  of  the  above  details  shall  be  made  by  each  branch  oSea 
to  the  principal  office  of  the  department.  There  shall  also  be  kept 
in  the  priacipal  office  of  the  department  a  book  showing  a  statement 
of  all  licenses  issued,  and  fees  received  by  the  department  ffiid  its 
biwichcs,  tabulated  by  days,  months  and  quarters  of  the  year,  and 
compiled  araiually.  Each  register  of  Hcenses  shall  be  a  pubfic  record, 
and  extracts  therefrom  may  be  certified  by  the  commiasioTlcr  of 
fieenae&  or  a  deputy  commisi^ner  or  assistant  in  diarge  of  a  brand) 
office  (»  tiie  dqjartment,  for  use  as  evidence.  All  moneys  received 
as  ficcnse  fees  riiall  be  didy  dqxisited  in  »  designated  city  depository 
the  di^  following  thdr  receipt.    (Old.  June  29, 1914.) 


S  5.  Sve^eMotm  and  TeoocaHon  < 
licenaee  is  empowered  to  hear  ai 
licenseeB,  and  to  suspend  or  revok 
him,  under  any  provision  of  thi 
when  investigating  any  matters  p 
transferring,  renewing,  revoking, 
license,  is  hereby  authorized  in  ma  discretion  to  take  such  testimony 
as  may  be  necessary  on  wUch  to  base  official  action.    When  taking 


such  testimony  he  may  subpoena  witnesses  and  also  direct  the  pro- 
ducticMi  before  >iim  of  necessary  and  material  books  and  papers. 
The  commissioner  may,  in  his  discretion,  delMate  to  the  deputy 


oommissioners  of  licenses,  to  the  chirf  of  the  i  ..      ... 

vehiolee  and  the  chief  of  the  Brooklyn  office  of  the  department  the 
power  and  duty  of  taking  testimony,  and  the  said  officials  when  so 
dd^abed  may  subpcena  witnesses,  book  and  papers  with  the  same 
force  and  effect  as  if  subpoenaed  by  the  commissioner.  The  said 
delegated  officials  sball  have  the  testimony  taken  before  them  re- 
duced to  writing  and  transmit  the  same  to  the  commissioner  for 
final  action.  The  commissioner  or  a  deputy  commissioner  of  B- 
oensea,  the  Aief  of  the  division  of  Bcensed  vehiclea  or  the  chief 
of  the  Brooklyn  office  of  the  department  shall  have  power  to  hear 
and  determine  complaints  against  licensees  hereunder  and  impose 
a  fine  of  not  more  than  (5,  or  kss  than  SI,  for  any  violation  of  the 


_    ..  when  ooilected  shall  be  paid  into  the  Sinking  Fund  for  the 
Redemption  of  the  City  Debt.    (Ord.  June  29,  19140 

( 6.  Duties  of  licenaees.  1.  General. — Eveiy  person  holding  a 
license  issued  under  any  provisions  of  this  chapter  shall  exhibit 
the  same  upon  demand  of  any  person,  and  shall  report  to  the  de- 
partment any  change  of  residence  or  place  of  business,  within  3 
oajrs  of  Budi  diwge.    A  hcensee  shall  at  all  titties  render  any  puUic 
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e  when  called  upon,  unless  acbitllf 

.ckmaii,  whenerer  with  a  hack  or 
e  in  the  ^ty,  ereiy  licenaed  peddkc 
a  while  usms  a  hcenaed  junk  cart 
y  on  the  li^t  breast  of  the  outn 
;,  ^ze  and  style  prescribed  by  llw 
K  engraved  or  emboasad  tberaoa 
iber  of  the  licois^  together  with 

of.  AUwordSgletteraandnumben, 
led  vdiiclee,  ah^  be  ahown  p«f- 
Bftch  outside  thereof  in  colors  con- 
d,  and  not  leaa  than  2  inches  hi^ 
wmmiaeioner  of  licenaes.  and  aball 
le  at  all  times  during  uie  term  of 
ed  or  erased  upon  change  of  owno- 
\  and  no  person  shall  nave  or  use 
r  number  thereon  like  those  herein 
ithout  beii^  duly  licensed  therefor. 

i  7.  Jmvections. — All  licensed  vehidea  or  places  of  bumDces  aball 
be  r«ularly  inspected.  The  result  of  each  inspection  ^all  be  en- 
dorsed  on  the  license  therefor,  together  with  the  date  of  the  inspeo- 
tion  and  the  ewnature  of  the  inspector.  A  report  of  all  inspeetioa 
shall  be  regularly  reported  to  the  commisBioner  of  licenses.  [Ord. 
July  7,  1914.) 

ARTICLE  2 

BILLIARD  AND  POOL  TABLKS 

See.  20.  General  provisions. 
f  21.  license  fee. 

Sec.  30.  General  provisume. — Anv  pool  or  bOIiard  table  in  a  plaee 

Tm  to  the  pubhc  shall  be  deemed  to  be  included  within  the  temu 
this  ordinance,  and  every  keeper  of  a  public  place  where  there 
are  pool  or  billiard  tables  siiall  maintain  ^ood  order  and  allow  no 
persons  under  16  years  of  age  to  play  therem.    (C.  O.,  {  355.)    _ 

i2l..  Licence  fee.— The  annual  Ucense  fee  for  each  public  biOiud 
or  pool  table  shall  be  $3.    {C.  0.,  {  307.) 
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ordioancei  and  every  keeper  of  a  public  bowling  alley  shall  maintain 
good  ord^  and  allow  no  person  under  16  years  of  age  to  bowl  therem. 
(C.  O.,  S  364.) 

{31.  Licence  fee, — ^The  annual  license  fee  for  eadi  public  bowling 
alley  shall  be  $6.    (CO.,  §307.) 


ARTICLE  4 

DBALEBS  IN  SECOND-HAND  ARTICLES 

{Amend,  by  ord.  effective  March  ^4, 1916) 

See.  40.  Definition;  exceptions. 

~  41.  License;  term;  fee  and  bond. 

42.  Record  of  purchases  and  sales. 

43.  Report  to  the  police  commissioner. 

44.  Restrictions. 

45.  Ixwt  or  stolen  property. 
S  46.  Violations. 

Sec.  40.  Definition;  exceptions. — ^Any  person,  co-partnerahip^  or 
eorpcxration  dealing  in  the  purchase  or  sale  of  second-hand  articles 
of  whatever  nature,  or  dealing  in  the  piurchase  or  sale  of  any  second- 
hand manufactured  article  composed  wholly  or  in  part  of  gold,  silver, 
platinum  or  other  metals,  or  in  the  purchase  or  sale  of  old  gold,  silver 
or  platinum,  or  any  person,  co-p^nership  or  corporation  dealing 
in  the  purcnase  of  articles  or  things  comprised  of  g(^  aUver  or 
platinum  for  the  purpose  of  melting  or  refining^  or  engaged  in  melting 
precious  metals  for  the  purpose  of  selling,  or  m  the  purchase  or  sale 
of  pawnbroker  tickets  or  other  evidence  of  pledged  articles,  or,  not 
beine  a  pawnbroker,  who  deals  in  the  redemption  or  sale  of  pl^lged 
articfes,  is  hereby  defined  to  be  a  deala:  in  second-hand  articles. 
Nothing  contained  in  this  ordinance  shall  be  construed  to  appl^  to 
pianos^  books,  magazines,  rugs,  tapestries,  burlaps^  pamtmgs, 
drawii^,  etchmgs  and  engravings;  nor  to  exchanges  or,  returns  of, 
or  crecuts  on  merchandise  where  the  article  or  articles  exchanged, 
returned,  or  credited  are  accepted  in  full  or  part  payment  for  new 
merchandise;  nor  to  the  first  purchase  or  sale  in  the  City  of  New  York 
of  any  imported  second-hand  article. 

SatAk  an  ordinaiiee  should  be  strietly  construed  as  it  fimits  peisons  in  gaining  a 
_  relihood.  WhM«  a  person  who  kept  a  boolc  shop  sold  second-hand  books  as  an 
incident  thereto,  held  in  Illinois  not  to  be  a  dealer    in  second-hand  goods.'*   East- 


firelihood.    WhM«  a  person  who  kept  a  book  shop  sold  second-hand  books  as  an 
lent  thereto,  held  in  Illii 
V.  ChicAgo.  79  IlL  178. 

§  41.IAeeMe;  term;  fee  and  bond. — ^The  annual  Uoense  fee  for  each 
dealer  in  second-hand  articles  shall  be  $15,  and  every  such  dealer 
shall  give  a  bond  to  the  city,  with  sufficient  surety,  to  be  approved 
by  the  commissioner  of  licenses,  in  the  penal  sum  of  ^100,  conditioned 
for  the  due  observance  of  the  provisions  of  law,  or  ordinance  relating 
to  such  dealers. 

All  licenses  for  dealers  in  second-hand  articles  shall  be  issued  as  of 
F€l>ruafy  1  in  each  year  and  shall  expire  on  the  31st  day  of  Januaiy 
next  succeeding  the  date  of  issuance  thereof. 
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142.  Hecord  of  purchases  and  sales. — Every  dealer  in  seeond-liand 
Urtides  shall  keep  a  book  in  which  shall  foe  l^bly  written  in  Enidish, 
at  the  time  of  every  purchase  or  sale,  a  description  of  every  article  so 
purchased  or  sold,  the  number  or  numbers  and  any  xnonograma,  in- 
scription or  other  marks  of  identification  tiiat  may  appear  on  theaitiole, 
a  description  of  the  articles  or  pieces  comprising  old  gold,  silver,  platinum 
or  other  metals,  and  any  monogram,  inscription  or  marks  of  identification 
thereont  the  name,  residence  and  general  description  of  the  person  from 
whom  such  purchase  was  made  to  or  whom  sold  and  the  day  and  hour  of 
the  purchase  or  sale,  except  articles  or  things  purchased  or  received  for 
the  purpose  of  refining  or  smelting  by  persons,  firms  or  corporations 
principally  engaged  in  such  business. 

In  the  case  of  a,  purchase  or  sale  of  a  pawnbroker  ticket  or  other  evi- 
dence of  a  pigged  article  or  a  redemption  or  sale  of  a  pledged  article, 
there  shall  be  written  in  said  book  at  the  time  of  such  purchase,  sale  or 
redemption: 

1.  The  name  and  address  of  the  person,  co-partnership,  or  corpora- 
tion who  issued  the  said  ticket  or  oth^  evidence; 

2.  The  pledge  number  of  said  pawn  ticket  or  other  evidence; 

^  3.  The  name  and  address  of  the  pledger  as  it  appears  upon  said  pawn 
ticket  or  other  evidence; 

4.  The  amount  loaned  or  advanced  as  it  appears  on  said  piiwn  ticket 
or  other  evidence; 

5.  The  day  and  hour  of  such  purchase,  sale  or  redemption,  as  the 
case  may  be; 

6.  Th^  name,  residence  and  general  description  of  the  person  from 
whom  or  to  whom  the  redeemed  article  is  purdiased  or  sold,  as  the 
case  may  be; 

7.  The  sum  paid  or  received  for  such  pawn  ticket  or  other  evidence, 
or  the  sum  paid  or  received  for  the  redeemed  article  or  pledge; 

8.  Such  description  of  a  pledged  article  as  appears  on  said  pawn 
ticket  or  other  evidence  and  an  accurate  description  of  every  redeemed 
pledged  article. 

Said  book  ahall  at  all  reasonable  times  be  open  to  the  inspection 
of  any  police  officer,  to  the  commissioner  of  licenses  or  any  in^>ector 
of  licenses,  or  any  magistrate  of  the  (Hty,  or  any  person  duly  authorised 
in  writing  for  such  purpose  by  the  commissioner  of  licenses,  or  by  any 
magistr&te,  who  shall  exhibit  such  written  authority  to  the  dealer. 

§  43.  Report  to  the  police  commissioner. — ^Every  dealer  in  second- 
hand articles,  upon  b^ig  served  with  a  written  notice  so  to  do  by  a 
member  of  the  police  department,  shall  report  to  the  police  commis- 
sioner, on  blank  forms  to  be  furnished  by  the  i)olice  department,  a 
copy  of  the  records  required  to  be  kept  under  section  42  of  this  article 
of  all  goods,  articles  or  thln^,  or  any  part  thereof,  purchased,  received 
or  sold  in  the  course  of  busmess  of  the  second-hand  dealer,  during  the 
days  specified  in  such  notice. 

§44.  Restrictions,  1.  Plate^  expired  licenses. -^'So  dealer  in  aeecmd- 
hand  articles  shall  carry  on  business  without  a'  license,  or  at  any  other 
place  than  the  one  designate  in  his  license  except  that  any  dealer  in 
or  peddler  of  old  clothes  shall  have  the  right  to  purchase  or  sell  old 
dothee  from  house  to  house,  and  if  he  has  no  store,  his  home  sbaU  be 
designated  a^  his  place  of  business;  but  no  such  dealer  or  peddler  shidl 
purcnase  clothes  from  or  seU  clothes  to  a  person  or  pensons  on  the  street; 
and  such  dealer  in  and  peddler  of  old  clothes  while  soliciting  business  from 
house  to  house  shall  wear  a  badge  to  be  supi>lied  by  the  commissioner  of 
licenses  in  such  form  and  design  as  the  commissioner  of  licenses  shall  pre- 
scribe. No  dealer  in  second-hand  articles  shaH  continue  to  cany  on 
business  after  his  license  is  suspended,  revoked  or  shall  have  expired. 
•The  amiaal  lifiense  fee  to  deal  in  or  peddle  old  elothes  shall  be  $6. 

Adopted  June  19, 1917.    Became  effective  July  3, 1917. 
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2.  Prohibited  penom  and  houm.  No  dealer  in  Becond-h&nd  articles 
shall  purchase  any  second'hand  goods,  articlee,  or  tbinga  wbataoever 
from  any  minor,  apprentice,  or  servant,  Itnowing  or  having  reason  to 
beheVB  the  person  to  be  such,  or  from  any  person  or  persons  what- 
soever, between  the  hours  of  6  o'clock  in  the  evening  and  7  o'clock 
in  the  morning. 

.  3.  SaUt  by  deaien.    No  articles  or  things  except  household  furni- 
ture, curtains,  carpeta,  stoves,  kitchen  utensils,  office  furniture. 


4.  Xol  to  be  pawnbroker  or  JTink  I 
etc.  No  dealer  in  eecond-hand  art 
be  ticoised  as  pawnbroker  or  junk 
devicQ  or  subterfu^  be  displayed, 
m  second-hand  articles  in  or  about 
ia  conducted,  which  in  any  wise  n 
manly  used  by  pawnbrokers,  or  t 

pearance  that  tbe  business  conducted  on  such  premises  is,  or  is  con- 
nected with,  the  business  of  a  ^wnbtxiker  and  Calculated  to  so  mis- 
leadj  nor  shall  there  be  any  sign  displayed  which  is  calculated  to 

i  45,  Lost  or  stolen  property. — If  any  goods,  articles  ^r  thifkgSwbaU 
soever,  shall  be  advertised  in  any  newspaper  printed  in  the'i^ty  BS 
having  been  lost  or  stolen,  and  if  the  same  or  any  such  answering 
to  the  description  advertised,  or  any  part  thereof,  shall  bo  or  come 
in  the  po^ession  of  any  dealer  in  second-hand  articles,  such  dealer, 
upon  receiving  written,  printed  or  oral  notice  so  to  do,  shall  give 
information  thereof  in  writing  to  the  pohce  commissioner  atatii« 
finaa  whom  the  same  was  received.  Every  dealer  in  second-hand 
aiiicleB  who  shall  have  or  receive  any  goods,  article  or  thing  lost  ot 
stolen,  or  allied  or  supposed  to  have  been  tost  or  stolen,  shall 
eiddbit  the  same,  on  demand,  to  any  police  officer,  or  to  the  commis- 
nooer  or  any  inqiector  of  licenses,  or  any  magistrate  of  the  city,  or 
ai^  person  duly  authorized  in  writing  for  such  purpose  by  the  com- 
misnoaer  of  licenses  or  by  any  magistrate  of  the  city,  who  shall 
ezUbit  sucli  written  authority  to  the  dealer. 

140.  Vuilationa. — Any  person  who  shall  violate,  or  neglect  or 
imise  to  comp^  with  any  of  the  provisions  of  this  article,  shall,  upon 
ooDTictioD  thonof,  be  punished  by  a  fine  of  not  more  than  SlOO,  or 
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by  imtJiisoQinmit  not  exceeding  thirty  days,  or  by  both  such  fine  and 
imprisonment.     (Approved  March  24,  1916.) 
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issued  as  of  August  1,  and  shall 
It  succeeding  the  date  of  issuance 


Sec.  00.  DefiniUon. 

)  61.  Incense  fee;  dedgnation. 
I  62.  Licensed  drivers  required. 
i  63.  Proprietor's  bond. 
I  64.  Charges. 

Sec.  60.  Definition. — Every  veliicle  of  whatever  construction,  kc^ 
QT  used  for  the  conveyance  of  baggage,  packages,  parcels  and  other 
articles  within  or  through  the  dtylor  pay,  shall  be  deemed  a  public 
express,  and  tbe  owner  thereof  shall  be  deemed  a  public  expreeBnuto. 
The  term  expressman  shall  be  deemed  to  include  any  common  carrier 
of  baggase,  packages,  parcels  or  other  articles  withm  or  through  the 

dtyriero.,  S330.) 

J  61,  License  fee;  deaignatUm. — The  annual  tee  for  each  vdiioie 
used  as  a  pubhc  express  shall  be  £5,  Every  such  vehicle  shall  show 
on  the  exterior  oE  both  sides  thereof  the  word  "express,"  or  the  ab- 
breviation "Eip.,"  with  the  number  of  its  license. 

Lioeosee  for  express  wagons  shall  be  issued  as  of  October  1,  and 
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ihall  expire  on  the  30t^  day  c^  September  next  suoeeeding  the  doto 
of  issuance  thereof.     (Amend.  July  16/ 1015.) 

S  62.  Licensed  drivers  required. — ^Every  person  driving  a  licensed 
express  shall  be  Hc^ised  as  such,  and  shall  pay  an  annual  license  fee 
of  $1.  Every  application  for  an  express  dnver's  license  shall  be  en- 
dorsed, in  writing,  by  two  reputable  residents  of  the  dty,  testif3ang 
to  the  competence  of  the  applicant.  No  owner  of  a  public  express 
shall  employ  an  unlicensed  ariver  under  a  penalty  of  $10  lor  eadi 
offense. 

Licenses  for  express  drivers  i^all  be  issued  as  of  October  1,  and 
ahall  expire  on  the  30th  day  of  September  next  succeeding  the  date 
of  issuance  thereof.    (As  amend.) 

$63.  Proprietor* 8  bond.— j^very  owner  of  a  public  express  shall 
f^ye  a  bond  to  the  city,  for  each  and  every  vehicle  licensed,  in  a  penal 
sum  of  1100.  with  sufficient  surety,  approved  by  the  commissioner, 
conditioned  tor  the  safe  and  prompt  delivery  of  all  baggage,  padca^, 
parcds  and  other  articles  or  things  entrusted  to  the  owner  or  driver 
ci  any  such  licensed  express.    (C.  O.,  §  332.) 

§  64.  Charges, — The  legal  rates  for  regular  ddiveries,  unless  other- 
wise mutually  agreed,  ejiall  be  as  follows  in  the  city: 

1.  Between  points  within  any  borough — 

Not  more  than  5  miles  apart,  each  piece ^ . .  $0  40 

Not  more  than  10  miles  apart,  each  piece 55 

Not  more  than  15  miles  apart,  each  piece. 75 

2.  Between  points  in  dijjerent  boroughs:  One-half  the  above  rates  in 
addition. 

3.  Special  deliveries:  At  rates  to  be  mutually  agreed  upon.  (C.  C, 
§333.)  '^ 

ARTICLE  7 

BXTBBIOR  HOIBTB 

Sec.  70.  Licenses;  fees. 
S71.  "Danger"  sign. 

Sec,  70.  Licenses;  fees;  term, — No  person  shall  hoist  anything  what- 
soefver,  on  the  outside  of  a  building  from  the  street,  into  any  loft. or 
lower  anything  on  the  outside  thereof,  by  any  means,  without  a 
license  therefor  and  giving  an  indemnity  bond  to  the  city,  with 
sufficient  surety,  approved  by  the  commissioner.  Anyone  generally 
engaged  in  such  a  ousiness  shall  take  out  a  general  license,  and  any- 
one so  hoisting  in  front  of  certain  premises  only  shall  take  out  a 
special  license  therefor.  The  annual  fee  for  a  general  hoisting  license 
^all  be  $25.  The  fee  for  a  special  license  shall  be  $1.  (C.  O., 
§§  307.  358,  369,  as  amended  July  16,  1915.) 

All  licenses  for  ext^ior  hoists  ^all  be  issued  aa  of  January  1,  and 
shall  expire  on  the  Slst  day  of  December  next  succeeding  the  dat^ 
cf  iBBuanoe  theveof .    (Ameod.  Dec.  23,  1917.) 

S  71.  "Danger^*  sigfi.— The  holder  of  a  general  or  special  hoisting 
license,  while  engaged  in  such  hoisting  or  lowering  over  any  sidewa&, 
roadway  or  putSc  place,  shiall  give  warning  thereof  by  2  signs  dis- 
playkig  the  word  "Danger,"  in  letters  at  least  6  indbes  Icmg,  whieb 
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^mJI  bd  CQtt)t»0iioiialT  placed  at  a  flttfe  distaQce  on.  dtfaer  aide  of  the 
place  where  the  hoisting  is  being  dome..   (C.  O.,  §  36(X) 


ARTICUB  8 

HACKS,   CABS  AND  TAXICABS 

Sec.   80.  Definitions. 


8^.' 


Exetnptibns. 
Juriscuction. 

83.  License  for  vehicle,  application  for. 

84.  Inspection  before  ficensing  vehicle. 
'  86,  License  card  and  plate. 

8§.  Fees  for  licensing  vehicles;  refunds. 
87.  Register  of  licensed  vehicles. 
'  88;  Inspection  of  licensed  hacks. 
89.  Suspension  and  revocation  of  hack  licenses. 
9§.  Drivers'  licenses;  applications  for. 

91.  Examination  of  drivers.  •  - 

92.  Photograph  of  driver. 

93.  FiMrm  ana  term  of  drivers'  lic^ises. 

94.  Driver's  badge. 

95.  R^jewal  o|  orivers' licenses. 

96.  Fees  for  drivers^  ficenses. 

97.  Suspension  or  revocation  of  drivers'  licenses. 

98.  BifeoorddT^drivt^  licenses. 

99.  Hack  stands. 

100.  Regulation  of  hacks  at  stands. 

101.  Taximeters. 

102.  Rates  of  fare. 

103.  Prepa3rment  of  fiare*    •  .     . 

104.  Disputed  fares. 

105.  Over-charge. 

106.  "Cruising";  soliciting.  ^ 

107.  Articles  foi^nd  in  hacks. 

108.  Public  garages. 

109.  Violations. 

This  article  is  taken  from  the  Ord.  of  June  2, 1013,  which  was  held  valid  in  Yellow 
Taxioab  Co.  v.  Gaynor,  82  Misc.  94,  afF'd  150  App.  Div.  803;  folbwed  144  Supp. 
800.  ^ 

* 

Sec.  80.  D^iiiom, — Unless  otherwise  esmressly  stated.  whenev» 
used  in  this  article,  the  following  terms  shall  respectively  be  deemed 
to  mean: 

1.  Public  hack,  a  vehicle  plying  for  hire,  for  which  public  patroi^ 
a^  is  solicited  upon  the  streets;  any  v^ole  carrying  passenggers  for 
hire,  operating  from  or  in  a  raibnoaa  station  or  steamship  maing. 

2.  Cabf  a  public  hack  so  designed  aoid  oonafcructed  as  oomlprtAbly 
to  9mt»  in  the  o|)iiiion  of  the  commissioner  of  licenses  not  more  t)utfi 
two  prisons  inside  thereof; 

3.  Coadi^  a  pubhc  hack  so  designed  and  constructed  as  comfort- 
ably to  seat  in  the  opinion  of  the  commissions^  of  lioeoses  4  or  naore 
persons  inside  thereof;  ■    .  -  .  - 
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4.  Si^Uteeino  ear,  a  motoiHlriven  vehicle  designed  to  cany  7  or 
mote  peraoQS  from  a  fixed  locality  to  points  of  interest  about  the  city. 

5.  Taximetart  a  mechanical  instrument  or  device  by  which  the  charge 
f^r  hire  of  a  public  hack  is  mechanically  calculated,  either  for  distance 
traveled  or  for  waiting  time,  or  for  both,  and  upon  which  such  charge 
shall  be  indicated  by  means  of  figures; 

6.  LdtUe  taxicabt  a  cab  driven  by  mechanical  power  on  which  a  taxi- 
meter is  affixed; 

7.  Taxicabt  a  coach  driven  by  mechanical  power  on  which  a  taxi- 
meter is  affixed.  Any  vehicle  that  has  a  taximeter  affixed  and  uses 
the  streets  of  the  city  for  the  purpose  of  carrying  passengers  for  hire, 
shall  be  deemed  a  public  hack  and  must  be  licensed  under  this  article. 
(Ord.  June  2,  1913.) 

The  last  paragraph  of  this  section  was  an  amendment  passed  Deo.  15, 1914,  and 
sustained  in  Mason-Seaman  Transp.  Co.  v.  Mitchell,  89  Misc.^230.  As  to  taxi- 
meters, see  People  v.  Cuneen,  94  Misc.  509. 

Hotel  onmibuB  oonvejring  guests  of  a  hotel  to  aad  from  station  fvee  of  charge  is 
'  not  a  "pubfic  conveyance."    City  of  Oswego  v.  Collins,  38  Hun,  171. 

§81.  E:temption8. — This  article  shall  not  apply  to  any  omnibus 
mnning  by  authority  of  any  ordinance,  law,  or  permit  upon  a  fixed 
route  trough  the  city.    (Ord.  June  2,  1913.) 

§  82.  JwriadicHon.'^The  licensing  and  inspecting  of  public  hacks, 
the  inspecting  and  sealing  of  taximeters,  the  examining  of  applicants 
for  licenses  to  drive  such  public  hacks,  and  the  licensing  of  drivers, 
as  hereinafter  provided  in  this  article,  and  the  enforcing  of  the  pro- 
visions of  this  article,,  shsdl  be  under  the  control  of  the  commissioner 
of  licenses.  The  commissioner  is  hereby  empowered  to  appoint  such 
inspectors  as  may  be  found  necessary  to  carry  out  the  provisions  of 
this  article,  who  shall  be  paid  such  compensation  as  shall  be  fixed  by  law. 
(Old.  June  2, 1913.) 

The  powers  vested  here  in  the  Commiosioner  of  Licenses,  were  formerly  vested 
in  the  Mayor  and  the  Bureau  of  Licenses,  which  was  under  his  immediate  control. 

The  power  of  the  Mayor  to  license  vehicles  in  general  is  discretionary,  as  the 
object  of  the  ordinance  is  not  so  much  to  raise  a  tax  as  to  preserve  good  order. 
People  V.  Mayor,  etc.,  of  New  York,  7  How.  Pr.  81.  No  permit  could  be  panted 
for  hacks  to  stand  in  front  of  private  propcnty,  or  other  than  general  pubhc  hack 
stands,  without  the  consent  of  the  owner  of  the  property  affected.  McCaffrey  v. 
Smith  (Village  of  Saratoga),  41  Hun,  117.  But  where  the  own«*  o<»sents  and  there 
is  no  nuisance  created  hackmen  may  reasonably  use  the  public  highway  (Holland 
House  and  Waldorf).  People  ex  rel.  Thompson  v.  Brookfield,  6  App.  Div.  398. 
And  a  party  having  a  special  license  to  sta£4  in  front  of  a  restaurant  and  hotel 
(Rector's)  may  enjoin  others  from  using  it  as  a  hack  stand.  Odell  v.  Bretney,  62 
App.  Div.  695, 93  App.  Div.  607.  But  to  justify  issuing  such  a  special  Ucensethere 
aaA|^  be  a  special  necessitv  for  its  issuance,  Odell  v.  Bretney,  38  Misc.  603.  Where 
a  hvery  stable  keeper  in  New  Jersey  sends  cabs  to  Brooklyn  to  meet  transatlantic 
steamers  no  license  is  required.  City  of  New  York  v.  Hexamer,  59  App.  Div.  4. 
A  hackman  has  no  power  to  carry  on  his  business  in  tlra  public  streets  where  it  is 
forbidden..  People  v.  Commissioner  of  Sarato^  Springs,  90  App.  Div.  555.  The 
"special  licenses  formerly  granted  were  abolished.  Odell  v.  Bretney,  dist.;  Hef" 
feron  v.  N.  Y.  Taxicab  Co.,  146  App.  Div.  311. 

5  83.  License  for  vehicle,  application  for, — No  public  hack  shall  ply  for 
hire  upon  the  streets  of  the  city  wihout  first  obtaining  a  license  from  the 
commissoner.  Such  licenses  shall  be  issued  as  of  April  1,  and  shall  expire 
on  the  March  1  next  succeeding,  unless  sooner  suspended  or  revoked 
by  the  commissioner.  Renewids  of  licenses  issued  hereunder  shall  be 
made  as  of  the  date  of  February  1  and  to  expire  March  31  of  tlie  next 
succeeding  year,  the  fee  to  be  computed  at  the  rate  of  14  instead  of  12 
months.  Applications  for  licenses  for  public  hacks  shall  be  made  by  the 
owner  upon  blank  fomis  to  be  fumished  by  the  d^oartm^it  of  licenses, 
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and  such  applicatkniB  shall  contain  the  ftiH  name  and  oddicas  of  tbe 

owner,  the  class  of  the  vehicle  for  which  the  license  ia  deeired,  the 
length  of  time  the  vehicle  has  been  in  use,  the  number  of  pfflsons  it 
is  capable  of  carrying,  and,  if  a  motor-driven  vehicle,  the  motor  power 
thereof.    (Amend.  Jan.  27,  1921.) 

A  cab  with  flu  up  ia  "□lyizuc  for  hire"  and  must  be  HoeaoBd.    Rnple  v.  Mthw. 

ng  b^ore  liceneing  vehide. — No  vehicle  diaU  be  li- 
uts  been  thoroughly  and  carefully  inspected  and  ex- 
ind  to  be  in  thoroughly  safe  conoition  for  the  ti 


nspectors,  such  examination  and  inspection 

license.  The  commissioner  shall  refuse  a  hcense  to, 
sued,  revoke  or  suspend  the  license  of  any  vehicle 
lo  be  unfit  or  unsuited  for  pubUc  patrooage.  He 
E  any  taximeter  attached  to  any  public  hack  luid  see 
jaai  tne  same  is  accurate  before  issuing  a  hoense  to  the  hack.  The 
commissioner  is  hereby  authorised  and  empowered  to  pBtjJJi^h 
reasonable  rules  and  regulations  for  die  inspection  of  publie  hacks 
and  their  appurtenancu,  conBtruction,  and  condition  w  fitnesB. 
(Ord.  June  2,  1913.) 

I  85.  Licen»e  card  and  plate. — If,  upon  inspection,  a  putdio  batic 
is  found  to  be  of  lawful  conatrucuon  and  in  proper  eondition,  in 
accordance  with  the  provisions  of  this  article  and  the  rules  and 
regulations  established  hereunder,  and  upon  payment  of  ^e  license 
fees  hereinafter  set  forth,  the  same  shall  be  licensed,  by  defivering 
'  to  the  owner  a  card  of  such  size  and  form  as  may  be  prescribed  by 
the  commissioner.  The  card  shall  contain  the  official  license  numb^ 
of  the  hack,  together  with  the  date  of  inspection  of  the  same,  and  a 
statement  to  the  effect  that,  in  case  of  any  complaint,  the  commit 
fiioner  shall  be  notified,  giving  the  license  number  of  the  hack.  Swix 
card  shall  be  s^ncd  by  the  oommissioner  or  his  deputy,  and  shall 
contain  blank  spaces  upon  which  an  entry  shall  be  made  of  the  date 
trf  every  inflection  o!  the  vehide  by  the  inspector.  License  cards 
shall  be  of  a  distinctly  different  color  each  year,  and,  in  the  case  of 
jniblic  hacks  driven  by  mechanical  power,  the  license  number  as- 
signed hereunder  shall,  in  each  case,  be  the  same  as  that  assigned 
to  the  vehicle  for  that  year,  pursuant  to  law.  The  oommissioner,  or 
a  duly  authorized  subordinate,  shall  also  afhx,  to  a  conspicuous  and 
indispensable  part  of  each  public  back,  a  smalt  plate  not  exceeding 
6  inches  in  diameter,  which  shall  bear  the  hcenae  number  of  the  ve- 
hicle. The  defflgn  of  such  plates  shall  be  changed  annually.  (Ord. 
June  2,  1913.) 

{  86.  Fees  for  ticensing  »ehide»;  n^unda.     1.  SdteduU. — The  fol- 
lowing license  fees  shall  be  paid; 

For  each  cab »5  00 

For  each  coach  and  each  sightseeing  car 10  00 

Such  license  fees  E^all  be  in  lieu  of,  and  not  in  ai^tion  to,  fuiy 

fees  heretofore  established,  and  except  as  above  provided  no  charge 

shall  be  made.    In  the  case  of  licensee  issued  on  or  after  October  1, 

in  each  year  hereafter,  one-half  of  the  above  fees  shall  be  paid. 

2.  Refunda.     Tba  oomptroller  is  braeby  authorised  to  main  a 


■n  I»U  ni^md  1»  tliB  hirers  of  UoeoBee  the  operatioii  of  wlacdi  Mid 
Kecnacfl  waa  aupeneded  by  the  new  licensee  ismied  undo'  the  publie 
hack  ordinance  that  became  effective  August  I,  1913.  Applications 
to  r^tmd  under  this  provision  shall  first  be  presented  in  writing  to 
Hm  oonuniflsioner  of  liceoses,  together  with  the  original  Ucense  sup^- 
scded  by  the  new  license  or  satisfactory  evidence  that  the  old  license 
hu  beta  lost  or  destroyed,  and  no  refund  shall  be  made  in  any  case 
that  the  oommiaeioner  shaJl  not  first  certify  to  the  comptroller  thst 
the  ai^ticant  has  paid  the  fee  prescribed  by  law  prior  to  Augost  1. 
1913,  and  that  a  certain  specified  parii  of  the  term  of  the  Ucense  had 
not  expired  on  said  August  1,  1913,  Refunds  under  this  provision 
idiall  be  made  by  the  comptroller  from  the  Sinking  Fund  for  the  Re- 
demption of  City  Debt  No.  1,  when  authorized  by  resolution  of  the 
'-^--  -set  the  sinking  fund.     (Ord.  July  14,  1914.) 


■  4  89.  Siapenxion  and  revocatum  of  hack  licenses. — licenses,  granted 
lll^er  ttm  article,  may  be  revoked  or  suspended  at  any  time  by  the 
commissionet  if  the  vehicle  shall  not  t)e  in  good  condition  and  appear- 
ance, deaa  and  safe;  and,  in  case  of  horse-drawn  vehicles,  if  the 
horse  or  horses  are  unfit  for  use.  Licenses  when  bo  suspended  or 
sevoked  shall  not  be  reissued  until  the  vehicle  and  all  its  ^putter 
nances  shall  be  put  in  fit  condition  for  use  by  the  pubha,  to  the 
satitfaction  of  the  commissioner.     (Ord.  June  2,  1913.) 

J  90.  Driuert'  Ucenaes;  applications  for. — Every  person  driving  a 
puhlic  faadt  must  be  licensea  as  such.  Eooh  applicant  for  a  drivel's 
lieaue  must — 

ta)  Be  <rf  tiie  age  of  81  jeMS  or  over,  except  that  licensee  issued 
mcM' to  the  pBBSSigB  of  this  amendmeitt  may  be  renewed  as  heretofcue. 
(Amend.  Mwcb  1,  1921.) 

(b)  Be  of  soimd  physique,  with  good  eyesi^t  and  not  aubject  to' 
epil^y,  VBTt^,  heart  trouble,  or  any  other  iiiinnity  of  body  or  mind 
Whien  might  render  him  unfit  for  the  side  c^veration  of  a  public  hack; 

(c)  Be  ^le  to  read  and  write  the  English  languace; 

(d)  Be  clean  in  dress  and  person  and  not  be  addicted  to  tiie  van 
of  intoxicating  liquors; 

(e)  Produce,  on  formstobeptovided  by  the  department,  affidavits 
^  iAe  good'chsTBcter  from  two  imputable  citiiens  of  the  city  who  h^e 
known  him  personally  and  observed  his  conduct  durii^  one  year 


364  CODE  OF  OHDINAlICfla  OF  THX  dTT  OF  KBW  YOKK 

nazt  inneediDa  the  <Ute  o[  his  applieaUoD,  and  m  fuKlMi  t««tinonUl>  om 
»  tona  provided  for  that  purpose,  fiom  his  last  employer,  unleaa,  u 
the  efltimation  of  the  commisBioneT.  sufficient  reason  ia  g;iven  for  its 

(0  Fill  out,  upoa  a  blank  form  to  be  provided  by  the  department, 
a  statement  givrng  his  full  name,  residence,  places  of  residence  for  6 
years  previous  to  moving  to  hia  preeeot  address,  age,  oolor,  heitfit, 
eolor  (rf  eyee  and  hair,  place  of  lurth,  length  of  time  he  Ins  neidad  in 

'  :iiea  of  the  United  States,  placee  <rf  previous  aor- 

arried  or  single,  whether  he  has  ever  bean  con- 
a  misdemeanor,  whether  he  has  been  auraratmed 
IS  previously  bcpn  licensed  as  a  driver  or  chauffeur, 
license  has  ever  been  revoked,  and  for  what  cause, 
be  sipied  and  awom  to  by  the  applicant  and  filed 
a  permanent  record.  Ai^  false  statement  n 
•am  ehall  be  promptb'  reported  by  the  eon' 
;tinTiey  of  the  county  in  which  the  application  whb 

is  hereby  auUioriied  and  empowered  to  eatab- 
les and  regulations  governing  the  issue  of  drivers' 
nt  herewith,  as  may  be  necessary  and  reasonable. 

}f  drivert. — Each  applicant   for   driver's   lioenso 
i  this  article  shall  be  examined,  by  a  peison  dea- 
Bsioner,  as  to  his   knowledge  of  the  provisions  of 
regulations,  andthe  geogr^hy  of  the  city,  and, 
imination  be  unsatisfactory,  he  shall  be  refused  a 
pplicant  must,  if  required  by  the  comniisBioner, 
nd  ability  to  safely  handle  his  vehicle,  by  driving 
section  of  the  city,  accompanied  by  an  inspector 
rd.  June  2. 1913.) 
driver. — Each   applicant  for  a  driver's  lioenao. 
plication  2  recent  photographs  of  himself,  of  a 
sise  which  may  be  easily  attached  to  his  license,  one  of  which  shall  be 
attached  to  the  license  when  issued,  the  other  shall  be  filed  wiQi  the 
application  in  the  department.    The  photograph  aball  be  so  attached 
to  the  license  that  it  cannot  be  removed  and  another  photograt^  sub- 
stituted without  detection.     Each  licensed  driver  shall,  upon  demand 
of  an  inspector  of  licenses,  a  policeman,  or  a  passenger  e^bit  his  lioraiBa 
and  photograph  for  inspection.    Where  the  application  for  a  license  is 
denied,  the  photograph  ahall  be  returned  to  tiie  wplicnnt  by  the  de- 
partment.   COrd.  June  2, 1913.) 

S93.  Form  aitd  ierm»  of  driven'  Itcenta. — Upon  satEsfaotory  fulfill- 
ment of  the  foregoing  requiremeats,  there  shall  be  issued  to  the  applicant 
a  license,  which  shall  be  in  such  form  as  to  contain  the  T^otograph  and 
signature  of  the  licensee,  and  Uank  spaoee  upOn  <rtiich  a  record  may  be 
made  of  any  arrast  of  or  serious  ccmpdaint  against  him.  Any  Itoansae  who 
defacee.  removes  or  obliterates  any  of&cial  entry  made  upon  his  liomae 
shall  be  punished  by  Qie  revocation  of  his  Uceoae.  Drivers'  licenses  shall 
be  issued  as  of  April  I ,  in  each  and  every  year,  and  shall  be  valid  to  and 
including  the  31st  day  of  March  next  sucoeedina-  Renewals  of  lioeosea 
issued  hereunder  ahall  be  made  as  of  the  date  of  February  1  and  to  oi- 
pire  Mtu^  31  of  the  next  succeeding  year,  the  fee  to  be  computeij  at  the 
rate  of  14  instead  of  12  months.  ' 

Adopted  JsDuuy  IS,  1921.    Appnoved  January  27, 1031. 
i94.  Driter't   badge. — There   shall    be   deUvered    to   eaoh    lioenoed 
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ift^^  a  metal  badge,  of  such  form  and  style  as'  the  commtssiontf 
-may  prescribe,  with  his  license  nimiber  Uiereon.  which  must,  uhder 
penalty  of  revbcation  of  the  license,  be  constantly  and  conspicuous^ 
displayed  on  f^e  outside  of  the  driver's  coat  when  he  is  engaged  in 
bis  emplojrment.    (Ord.  June  2,  1913.) 

§  95.  Reneuxd  of  driver^  licenses. — 'The  commissioner  may  renew 
a  drives  license,  from  year  to  year,  by  appropriate  endorsenent 
thereon.  A  driver  in  applying  for  a  renewal  of  his  license  shall 
make  such  application,  upon  a  form  to  be  furnished  by  the  depart- 
ment,. entitlM**  Application  for  Renewal  of  License/'  which  shall 
be  filled  out  with  the  full  name  and  address  of  the  apphcant,  together 
with  a  statement  of  the  date  upon  which  his  on^al  license  was 
granted  and  the  number  thereof.    (Ord.  June  2,  1913.) 

5  96.  Fees  for  drivers*  licenses. — ^The  following  license  fees  shaB 
be  paid  for  dWvers'  licenses:  For  each  original  hcense,  $1;  for  each 
renewal  thereof,  50  cents.    (Ord.  June  2, 1913.) 

§97.  Suspension  or  revocation  of  drivers*  licenses. — Drivers'  li- 
censes may  be  suspended  or  revoked  at  any  time  by  the  maj^or, 
the  commissioner  or  any  city  magistrate.  Any  such  suspension 
shall  be  noted  on  the  license,  together  with  a  statement  of  the  reasons 
therefor^  and  the  driver  i^all  be  deprived  of  his  badge  b^  the  official 
mispendmg  or  revoking  such  license.  When  the  license  is  suspended 
or  revokea  by  an  official  other  than  the  commissioner,  the  drivm' 
badge  and  a  note  of  the  revocation  or  suspension  shall  be  forthwl^ 
forwarded  to  the  oommissicmer;  the  badge  to  be  returned  at  the 
expiration  of  the  period  for  which  the  Ucense  was  suspended.  A 
second  suspension  for  the  same  reason,  or,  in  any  case,  a  third  sus* 
pension  of  a  driver's  license,  shall  revoke  the  ucense.  No  driver 
whose  license  has  been  revoked  shall  again  be  Ucensed  as  a  public 
hack  driver  in  the  city,  unless  upon  the  presentation  of  reasons 
satisfactory  to  the  commissioner,  or  in  a  case  where  a  Hcense  has 
been  suspended  or  revoked  by  the  mayor  or  by  a  city  magistrate,  the 
apiMPOval  of  the  mayor  or  such  city  magistrate  shall  \^  neeee^air^ 
to  the  restoration  or  rdssue  of  such  Hcense.  Whenever  a  Hc^ise  is 
suspended  or  revoked  by  a  city  magistrate,  notice  of  such  suspension 
or  revocation,  with  the  cause  th«*eof,  shaU  be  forwarded  to  the 
eommissioner.  The  commissioner  shall  notify  the  i>oHce  department 
whenever  such  a  Hcense  is  revoked.   (Amend,  effective  May  9, 1916.) 

5  98.  Record  of  drivers*  licenses. — There  shafl  be  kept  m  the  de- 
partment a  complete  record  of  each  Hcense  issued  to  a  driver,  and 
of  aH  renewals,  suspensions  and  revocations  thereof,  which  record 
lEdiaU  be  kept  on  file  with  the  original  appHcation  of  the  driver  for 
a  Ucense.    (Ord.  June  2, 1913.) 

§  99.  Hack  stands.  1.  Former  stands  abolished. — ^AU  pubHc  hsuck 
stimds  heretofore  designated  by  the  board  of  aldermen  are  herdby 
abdished.  AH  special  hack  stands  are  hereby  d^lished  and  licenses 
for  the  same  shall  not  be  issued  hereafter. 

2.  DesignaHon  of  stands.  The  commissioner  is  hereby  authorized 
to  locate  and  designate,  as  pubHc  hack  stands,  the  space  alongside  the 
euib  adjacent  to  property  used  as  pubHc  parks,  pubHc  buildings, 
raibofid  stations,  steamship  and  ferry  landings,  hotds,  restaurants, 
theatres,  and  the  centre  of  any  street  where  the  roadway,  exclusive 
ci  ihe  sidewalk,  is  30  feet  in  width  or  more.    The  commissioner 
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may  aim  designate  the  aiMoe  beside  the  curb,  adjioeat  to  m^mQT 

aitrahoes  and  elevated  railway  ste^,  as  etands  tot  a  limited  mu>>- 

ber  of  public  hacks.     The  commisaioner  shall  further  deognatc 

the  number  of  euch  public  hocks  that  ahall.be  allowed  to  st^d  ^ 

any  of  the  places  desi^ated  bv  him, 

vide>a  metal  sign,  which  s^tiJl  be  at 

adjacent  to  the  said  stand,  and  on  ^ 

number  and  kind  of  vehicles  allowed 

Owners  of  any  property  may  apply 

Mtabjiahment  oE  a  public  hack  atan 

etatiag  in  said  apphcation  the  numb 

to  come  on  said  stand,  and  also  the  '. 

whether  gasoline,  electric  motor  or  1 

be  granted  solelj;  in  the  discretion  < 

be  revoked  by  liim  at  any  time.    T 

owner  of  the  property  malcing  $uch  i 

fixed  to  a  stanchion  on  the  curb  or  o 

forth  the  kinds  of  pubUc  hacks  and 

be  allowed  on  stud  stand. 

3.  Bealridion,  The  commissions  may  not  eetablisk  a  pnblio 
hack  stand  in  the  centre  of  any  Street,  opposite  to  the  prenuses 
where  the  owner  has  applied  for  and  received  the  permit  last  abov^ 
mentioned,  during  the  time  such  permit  is  in  operation.  (Old, 
June  2,  1913.) 

tt  AatooA  V.  City  of  N.  v.,  312  N.  ¥.  S7.  Tba  qieeiBi  Iwdc 
■d.  1  were  faeld  1^  in  Gly  ot  N.  V.  v.  BMnDB^aS  Miu.  129^ 
'.  Power  to  deflieoate  Atandji  muit  be  used  witb'duontiDD, 
ton  of  ft  privHie  niiimMM.    Muteiwo  v.  Short,  35  How.  Pr. 


«  of  hacks  at  alanda. — On^  public  hacksj  in-suoh 
ich  kinds  as  are  set  forth  on  the  metal  si^  may 
remmn  at  the  stand  while  waiting  for  employment,  and  only  m  sin^s 
file,  pointed  in  accordance  with  the  tra£Sc  regulations.  No  pifbuo 
hack  standing  at  the  head  of  any  such  line  shall  refuse  to  iuit> 
sny  orderly  person  f^plying  for  a  hack,  who  agrees  to  pay  the  pcepw 
rate  of  fare;  but  this  shall  not  prevent  any  person  from  BeleQUns 
any  hack  he  may  desire  on  the  stand,  whether  it  be  at  the  hewl  ^ 
ihe  line  or  not.  As  the  hacks  leave  the  line  with  paseengers,  those 
behind  shall  inove  up,  and  any  pubhc  hack,  seeking  a  space  on  th« 
stand,  shall  approach  the  same  only  from  the  rear  of  tiie  stand  ao^ 
ahaU  stop  as  near  as  possible  to  the  last  cab  already  on  tlte  lia«.  No 
public  hack  aim  1 1  stand  at  the  curb  within  15  feet  of  the  entranoa  to 
any  building  adjacent  to  a  hack  stand  located  and  deeimated  by 
the  commissioner,  in  accordance  with  the  first  sentence  of  uw  BeooatJ 
Bubdivision  of  the  preceding  section;  which  shall  be  determined  by 
measuring  15  feet  on  each  side  of  the  point  on  the  curb  oppeejta 
the  middle  of  the  entrance  to  the  adjacent  building.  No  hack  shfdl 
atand  within  5  feet  of  any  croaswalk. 

The  commiseioner  may  suspend  or  revoke  the  Ucense  of  ^y  puhU« 
back  driver  who  shall  stand  in  front  of  the  entrance  of  Bny.faiililii^ 
withm  the  prohibited  space,  after  his  paeseng^^  deairiB^  tOrlsftF* 
have  alighted,  or  who  abaJl  attempt  to  atand  tn  said  pn^utatodipan 
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^riSwtlBg  loi*  ptoBBBgers^  or  who  shall  violate  aay  of  the^ther  |myi«> 
sions  of  this  section.    (Or4.  Jutie.2,  19];3.) 

§  101.  Taximeters,  1.  TFAcn  rcgutred.— Every  public  hack  driven 
by  mechanical  power,  seating  4  passengers  or  less,  shall  have  atiSxed 
theieto  a  taximeter  o|  a  size  »m  design  a]^n?oved  by  the  commis- 
aioner.  Motor  dHven  iHQhlcke^.  with  7  passengcar  or  5  passoiger  open 
touring  car  bodies,  may  be  licensed  as  public  coaches  and  public 
e«bs,  respectively. 

2.  Inspedion,  No  hc^ise  shall  be  iasued  to  a  pubHc  hade  until  the 
taximet^  attached  thereto  shaU  have  been  inspected  and  found  to 
bMe  accurate. 

3.  Inaccuracy,  No  person  shall  use  or  permit  to  be  used  i:qx>n  any 
pubhc  hack  a  ta^dmeter  which  shall  be  in  such  condition  as  to  be  over 
5  per  cent,  incorrect,  to  the  prejudice  of  any  passenger. 

4.  Wheelroperaiedf  prdkibked.  No  taximeter  affixed  to  a  public 
kack  propelled  bv  steam,  gasolene,  dectricity,  or  other  motor  power^ 
shall  oe  op&c&tM  from  any  wheel  to  which  Uie  power  is  applied. 

fi.  lUuTninoHoiv  of  dial.  After  sundown,  the  face  of  ev^y  taxi-^ 
meter  shiJl  be  illuminated  by  a  suitable  lights  so  arranged  as  to  throw 
a  eontinttoMs,  steady  light  thereon. 

6.  Case  to  be  sealed.  No  person  shall  use  or  pennit  to  be  used,  or 
drive  for  hire,  a  public  hack  equipped  with  a  taximeter  the  case  of 
wMch  is  unsealed  and  not  having  its  cover  and  gear  intact. 

7.  False  signal.  No  driver  of  a  public  hack  equipped  with  a 
taximeter  or  other  similar  device,  while  esmrying  passengers  or  imder 
employment,  shall  display  the  signal  affixed  to  such  taximeter  or 
other  similar  device  in  such  position  as  to  d^iote  such  vehicle  is  not 
employed,  or  in  such  position  as  to  denote  that  he  is  emploved  at 
a;  rate  of  fare  different  from  that  to  which  he  is  entitled  under  the 
pixmsions  of  this  artide. 

8.  Unapproved  taximeter.  No  person  shall  drive  a  i>ublic  hack  to 
which  is  attached  a  taximeter  that  has  not  been  duly  inspected  and 
appioved. 

'  9.^  VioUUionsi  A  violation  ci  any  of  the  provisions  of  this  section 
shall  render  the  offender  or  offenders  liable,  upon  conviction  before 
aoy  cdty  magistrate)  to^a  fine  of  not  more  than  150  for  each  and  every 
oftense;  and,  in  default  of  pai^oiaiit  oi  such  fine^  he  may  be  (Commit- 
ted to  prison  until  the  same  shall  be  paid,  but  such  imprisonmenti 
diall  not  exceed  10  days.    (Ord.  June  2, 1913.) 

§  WS^  Rales  offare^ — ^The  maximum  rates  of  fare  for  public  hacks 
shall  be  as  follows: 

1.  Motor  vMdeSi  except  *^ sightseeing"  oar»^ 
For  not  more  thsax  two  passengers: 

For  tlie  first  half-miie,  or  any  fraction  thereof 10  30 

For  each  succeeding  one-quarter  mile,  or  any  fraction 

thereof 10. 

*  For  3  or  more  passengers: 

Vos  the  first  half-4nile>  or  any  fraction  thereof 40 

For  each  succeeding  onensixth  mile,  or  any  fraction  thereof . .         10 

2.  Sightseeing  oats — 

No  ra^  are  hereby  established  for  sight-seeing  ears,  but  a  schedule 
c€  the  rates  charged  for  each  trip  shall,  before  the  trip,  be  prom* 
incntly  dii^layed  upon  the  car,  and  a  charge  greater,  or  attempt  ^to 
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eh^ige  any  passenger  a  sum  i^ter  than  that  set  forth  in  said  sailed* 
ulee,  shall  be  deemed  a  violation  of  this  artiele. 

3.  Han&^rawn  vehieUg*— 
For  cabs: 

For  the  first  mile^  or  any  fraction  thereof 10  60 

For  each  sueceedmg  one-half  mile,  or  any  irastion  thereof. . .        20 
For  coaches: 

For  the  first  mile^  or  any  fraction  thereof 70 

For  each  sueceedmg  one-half  mile,  or  anv  fraction  ihenoi ...        30 

4.  Hourly  rateB  (applTing  only  to  horse-drawn  vehicles  when 
shopping  or  calling;  not  mcluding  park  or  road  driving,  nor  driving 
more  ikSm  5  miles  from  starting  point) : 

For  the  first  hour,  or  any  part  thereof $1  50 

For  each  additional  one-half  hour^ 50 

5.  MUeSf  in  ManhaUan,  In  case  of  public  ha^s  on  whidi  tax- 
imeters are  not  affixed,  when  driving  on  the  numbered  streets,  or 
numbered  and  lettered  avenues,  in  the  borough  of  Manhattan,  20 
blocks  noriii  and  south,  and  7  blocks  between  the  numbered  and 
lettered  avenues  constitute  a  mile  for  the  purpose  of  this  orduianoe; 
this  provision  shall  be  set  forth  on  the  rate  card  hereinafter  required. 

6.  Applying  genenUly: 

(a)  For  waiting  time  at  the  rate  of  $1.50  per  hour; 

(b)  For  each  piece  of  luggage  carried  outside,  20  cents.  No  charge 
shall,  however,  be  made  for  hand  bags  and  suit  cases; 

(c)  Ferriage  and  tolls  in  all  cases  to  be  paid  by  the  party  using  the 
vehicle. 

A  copy  of  the  foregoing  rates  of  fare  shall  be  furnished  by  the 
department  to  each  public  hack,  and  shall  at  all  tunes  be  pastea  in  a 
conspicuous  place  m  the  inside  thereof.  The  department  shall 
provide  each  public  hack  with  a  printed  receipt  pad,  and  every  pubUc 
hackman  shall  keep  on  hand  a  supi^y  thereof,  and  shall,  whenever 
requested,  nve  a  passenger  a  receptj  on  such  official  form,  lor  the 
fare  paid.  Nothing  herein  contained  is  designed  to  prevent  a  person 
from  making  an  agreement  with  the  owner  of  the  public  hack  to 
furnish  him  with  transportation,  at  a  rate  to  be  agreed  upon  between 
then,  for  a  day,  week  or  month.  But  the  person  with  whom  the 
owner  of  the  public  hack  makes  such  an  agreement  is  not  at  liberty 
to  hire  out  the  vehicle  to  another  person.    (Ord.  June  2,  1913.) 

§  103.  Prepayment  of  fare,-^lSMveFy  driver  of  a  puUic  hack  shall 
have  the  rifpt  to  demand  payment^  of  the  legal  fare  in  advance, 
and  may  reuse  employment  unless  so  prepaid,  but  no  driver  of  a 
public  mtck  shall,  otherwise,  refuse  or  n^ect  to  convey  any  orderly 
person  or  persons  upon  request  anywhere  in  the  city,  unless  pre- 
viously engaged  or  unable  to  do  so.  No  driver  of  a  licensed  hack 
shall  cany  any  other  person  than  the  passenger  first  ^mplayiDg  a 
hack,  without  the  consent  of  said  passenger.    (Ord.  June  2,  1013.) 

§  104.  Disputed  fares, — ^AU  dieputes  as  to  fares  shall  be  dettfmined 
by  the  officer  in  chaige  of  the  pohce  station  nearest  to  the  |dace  wha« 
the  dispute  is  had^  laikire  to  comply  with  sudi  determination  shall 
subiect  the  offending  party  to  a  cnarge  of  disorderly  conduct,  pun- 
ishable by  a  fine  of  not  exceeding  $10,  or,  in  d^ault  of  piwment 
thereof,  hy  uninrisonment  for  not  more  than  10  days.    (Ord.  June  2, 
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i  105.  Ovet'^haroe, — No  person  shall  charge  or  atteoopt  to  charge 
any  passenger  a  greater  rate  of  fare  than  that  to  which  the  public  hack 
is  entitled,  under  the  provisions  of  this  article.    (Ord.  June  2,  1913.) 

§106.  "Cruisino**!  solicUing, — No  public  hack,  while  waiting  em- 
ployment by  passengers,  shall  stand  on  any  public  street  or  place 
otb^  than  at,  or  upon  a  i)ublic  hack  stand,  designated  or  established 
in  accordance  with  this  article;  nor  shall  any  driver  of  such  hack  seek 
emplo3m[ient  by  repeatedly  and  persistently  driving  his  hack  to  and  fro 
in  a  short  space  before  or  by  owerwise  interfering  with  the  proper  and 
orderiy  access  to  or  egress  nom,  any  theatre,  hau,  hotel,  public  resort, 
railway  or  ferry  station  or  other  place  of  public  gathering;  but  any  hack- 
man  may  solicit  employment  by  driving  through  an^  public  street  or 
place  without  stops,  other  than  those  due  to  obstruction  of  traffic,  and 
at  such  speed  as  not  to  interfere  or  impede  traffic,  and  may  pass  and  re- 
•pass  before  any  theatre,  hiJl,  hotel,  public  resort,  railway  or  ferry  station, 
or  other  place  of  public  gathering;  provided  that,  after  passing  such 
public  place,  he  shall  not  turn  and  repass  until  he  shall  have  gone  a 
distance  of  2  blocks  upon  the  streets  and  highways  of  the  city,  and  no 
person  shall  solicit  passengers  lor  a  public  hack,  except  the  driver  of  a 
public  hack,  when  sitting  upon  the  dnver's  box  of  his  vehicle.  No  person 
shall  be  allowed  to  ride  on  we  box;  with  the  driver.    (Ord.  June  2, 1913.) 

i  107.  Artidee  found  in  hacks. — ^Every  driver  of  a  public  hack,  imme- 
diately after  the  termination  of  any  hiring  or  employment,  must  care- 
fully search  such  hack  for  any  property  lost  or  left  therein,  and,  any  such 
property,  unless  sooner  claimed  or  delivered  to  the  owner,  must  be  taken 
to  the  nearest  police  station  and  deposited  with  the  officer  in  charge, 
-within  24  hours  after  the  finding  thereof,  and  the  officer  to  whom  such 
report  shall  be  made,  shall  forws^  a  written  notice  to  the  department  of 
licenses,  with  brief  particulars  and  description  of  the  property.  (Ord. 
June  2,  1913.) 

§  108.  Publio  gar/igea,  1.  D^nition» — ^A  public  garage  is  hereby 
denned  as  a  place  in  which  space  is  rented  for,  or  in  which  are  stored, 
motor  vehicles  of  any  kind  whatever  to  be  let  for  hire  at  any  time. 

2*  Record  of  cars  and  chauffeurs.  Each  and  every  keeper  of  a  public 
garage  shall  record  in  a  book  kept  solely  for  such  purpose,  the  time  of 
departure  from  such  garage  of  eveiy  motor  vehicle  kept  for  hire,  givins 
the  names  and  addresses  of  the  owner  and  driver  thereof,  the  name  and 
class  of  vehicle,  the  license  number  of  the  driver  and  the  license  number 
of  the  vehicle;  and  the  time  of  the  return  to  the  garage  of  each  such 
vdiicle  shall  also  be  entered  in  said  book.  Said  record  book  shall  be  open 
for  inspection  at  all  times  to  the  representatives  of  the  police  department 
and  the  d^artment  of  licenses.  ^ 

3.  Violations.  Any  person,  either  keeper  or  acting  as  keeper  of  a 
public  garage,  guilty^  of  a  violation  of  this  ordinance,  or  any  part  thereof, 
shall,  upon  conviction  thereof,  be  fined  as  follows:  For  the  first  oSeuse 
in  a  sum  not  less  than  $10,  and  in  default  of  payment  of  such  fine  he  may 
be  committed  to  the  City  Brison,  each  day  of  such  committal  to  be  taken 
as  liquidation  of  $1  of  such  fine;  for  the  second  offense  in  a  sum  not  less 
than  $25,  and  in  default  of  payment  of  such  fine  committal  to  the  City 
Prison,  each  day  of  such  committal  to  be  taken  as  liquidation  of  $1  of 
such  fine,  or  both.    (Ord.  Sept.  24,  1913.) 

i  109,  Violations.  1.  Ovmers. — Aay  owner  or  driver  of  a  vehicle, 
not  Hcensed  and  e9uipped  in  accordance  with  the  provisions  of  this 
article,  or  of  a  vehnile  the  license  of  which  has  been  suspended  or  re- 
voked, who  engages  in  the  business  of  a  public  hack,  as  defined  hereby, 
or  attempts  to  engage  in  such  business,  or  solicits  for  hire  passengers  upon 
the  streets  shall,  upon  conviction  before  any  city  magistrate,  be  punished 
by  a  fine  of  not  over  $50,  or  imprisonment  not  exceeding  30  days,  or 
both. 

2.  Drivers.  Any  person,  not  having  been  duljr  licensed  as  a  public 
hack  driver,  or  any  person  whose  license  as  such  driver  has  been  revoked, 
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or  any  person  whose  license  has  been  suspended  and  who,  during  the 
time  of  such  suspension,  drives  for  hire  a  publio  hack  upon  the  streets, 
shall,  upon  conviction  before  any  city  magistrate,  be  punished  by  a  fine  of 
not  over  $50  or  imprisonment  for  a  term  not  exceeding  30  dajrs,  or  both. 

3.  Miacdlaneous.  Upon  the  conviction  of  any  pel«on  for  any  violation 
of  a  provision  of  this  article,  for  which  no  punishment  is  specifically 
provided,  he  or  she  shall  be  punished  as  provided  in  §  10  of  chapter  27 
of  this  ordinance. 

4.  Suspension  or  revocation  of  licenses.  In  addition  to  the  fine,  im- 
prisonment, or  both,  authorized  by  any  subdivision  of  this  section,  any 
licensee  shall  be  subject  to  the  suspension  or  revocation  of  his  license, 
upon  conviction  for  any  violation  of  this  article.  The  commissioner  may, 
in  his  discretion,  suspend  or  revoke  a  license  granted  under  any  provision 
of  this  article,  pending  or  in  advance  of  the  criminal  prosecution  of  the 
license.    (Ord.  June  2, 1913.) 


ARTICLE  9 

JT7NK  DBALBB0 

Sec.  120.  D^nitions. 

121.  License  fee  and  bond. 

122.  Restrictions. 

123.  Record  of  purchases. 

124.  Reports  to  police  department.' 

125.  Lost  or  stolen  goods. 

126.  Violations. 

§  120.  Defimtions,  1.  Junkman^  iunktihopy  junk  cariman,  junk  boat- 
man. Any  one  dealing  in  the  purchase  or  sale  of  junk,  old  rope,  old 
iron,  brass,  copper,  tin,  lead,  rubber,  paper,  rags,  bagging,  slush  or  empl^r 
bottles,  in  large  or  small  quantities,  including' junKca^rtmen  and  junk 
boatmen,  shall  be  deemed  to  be  a  junk  dealer  aind  his  place  of  busmeas 
a  junk  shop.  This  ordinance  ^all  not  s^ply  to  pereons  engaged 
exclusively  in  the  pin*chase  and  sale  in  large  quantities  of  scrap  iron 
and  steel,  or  woolen  ra^,  or  paper  stock,  but  each  said  person  shall 
annually  file  with  the  Pohce  Commissioner  and  Commissioner  of  Licenses, 
a  statement,  in  writing,  setting  forth  Uie  name  and  address  of  such 
person  and  the  character  of  the  Dusiness  thereof. 

2.  Junk  cart,  junk  boat.  Any  vehicle  in  the  streets,  or  any  vessel 
in  the  waters  of  the  city,  used  for  the  purpose  of  collecting  or  selling 
junk,  old  rope,  old  iron,  brass,  copper,  tin,  lead,  rubber,  paper,  rags, 
bagging,  shish  or  empty  bottles,  shall  be  deemed,  respectively,  a  jimk 
cart  or  junk  boat,  and  the  owner  or  owners  thereof  junk  dealers.  Any 
vehicle  used  for  the  purpose  of  collecting  or  selling  any  article  or  articles 
hereinbefore  enumerated  shall  be  furnished,  by  the  Department  of 
Licenses,  with  a  plate,  to  be  affixed  to  a  conspicuous  and  indispensable 
part  of  the  vehicle,  on  which  plate  shall  be  clearly  set  forth  the  official 
number  of  the  junk  cart  with  the  words  "Junk  Cart"  and  the  date  of 
expiration  of  the  license,  and  the  design  or  color  of  this  plate  shall  be 
changed  at  the  beginning  of  each  license  year,  and  in  the  case  of  a  junk 
boat,  the  words  "Junk  Boat"  and  the  figures  of  the  official  number 
thereof  shall  be  painted  in  white  block  letters  and  figures  respectively  at 
least  eighteen  inches  high  and  two  inches  wide  on  a  black  background  on 
the  stem  and  also  on  both  the  port  and  starboard  sides  of  the  boat,  at  the 
forward  end  thereof;  and  no  person  shall  do  such  collecting  or  selling  in 
any  other  w£^  or  manner  than  as  aforesaid.  In  the  case  of  a  junk  boat, 
there  shall  be  but  one  person  on  the  boat. 

§  121.  License  fee  and    bondt    term.    Every    junk    dealer  shall  pay 
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an  akmual  license  fee  of  $20  and  give  a  bond  to  the  City,  witii  suffi- 
cient surety  approved  by  the  commissioner  of  licenses,  in  the  penid 
sum  &t  $250,  conditioned  for  the  due  obs^^ance  of  all  provisions  of 
law  and  municipal  ordinances  relating  to  such  dealers,  excepting  in  the 
«a8e  ai  a  junk  dealer  operating  a  junk  boat,  who  shall  furnish  for  eaeh 
junk  boat  so  operated,  a  bond,  with  sufficient  surety  approved  by  the 
eommissioner  <rf  licenses,  in  the  sum  of  $1,000  conditioned  for  the  due 
observance  of  all  provisions  of  law  and  mimicipal  ordinances  relating  to 
such  dealers.  Bach  junk  dealer  <H>erating  one  or  mOTe  junk  carts  or  junk 
boats*  shall  pay  an  Annual  license  fee  of  $5  for  each  horse-drawn  or  power 
vehicle  or  for  each  boat,  and  an  annual  license  fee  of  $2  for  each  push  cart. 

AH  junk  dealers'  lioenses>  including  junk  cartmen  and  junk  boat- 
men shall  be  issued  as  of  Nov^nber  1, 4uid  shall  ,expire  on  the  31st  day 
of  October  next  succeeding  the  date  of  issuance  thereof. 

$  122.  Restrictions.  1.  Place,  No  junk  deal^^  including  junk  cart- 
men  and  junk  boatmen,  shall  carry  on  business  at  any  other  place  than 
tile  one  designated  in  the  license  therefor,  which  pBEice  of  business  shall  be 
within  the  limits  of  the  City  of  New  York,  nor  shall  he  continue  to  cany  on 
imsmess  after  such  license  has  been  suspended  or  revoked,  or  has  expired. 

-2.  Purchases.  No  junk  dealer,  including  junk  cartmen  and  junk 
boatmen,  shall  purchase  any  goods,  article  or  thing  whatsoever  fnun  any 
minor,  apprentice  or  servant,  knowing  or  having  reason  to  believe  the 
seller  to  be  such,  nor  from  any  person  between  the  hours  of  6  p.  m.  and 
7  a.  m.  .         ' 

3.  Saies  by  dealer^.  No  article  or  articles  hereinabove  enumerated, 
except  old  iron  piirc^ased  in  lots  of  one  thcnisand  pounds  or  over, 
old  paper  and  old  rags,  shall  be  sold  or  disposed  of  by  a  junk  dealer,  in- 
cluding junk  boatmen  and  junk  cartmen,  until  the  expiration  of  48 
hours  after  such  purchase  or  receipt. 

4.  Prohibition  as  to  second  hand  dealers.  No'  person,  firm  or  cor- 
poration licensed  as  a  second  hand  dealer  shall  deal  in  the  purchase 
or  sale  of  any  article  or  articles  enumerated  in  section  120  hereof,  or 
employ  or  use  a  cart,  wagon,  boat  or  other  vehicle  for  the  purpose  of 
collecting  any  such  things  or  materials. 

5.  Other  business.  No  one  licensed  as  a  junk  dealer,  including  junk 
cartmen  and  junk  boatmen,  shall  be  licensed  as  a  pawnbroker  or  dealer 
in  second  hand  articles  in  the  city. 

6.  No  Kcensed  junk  dealer,  including  junk  boatmen  and  junk  cartmen, 
shall  purchase  or  sell  any  new  goods. 

§  123.  Record  of  purchases.  Eveiy  junk  dealer,  including  junk  cart- 
men and  junk  boatmien,  shall  keep,  at  his  place  of  business,  which  place 
ishall  be  within  the  limits  of  the  City  of  New  York,  a  book  in  wluch 
shall  be  legibly  written,  in  English,  at  the  time  of  eveiy  purchase  or  sale, 
a  description  of  every  article  so  purchased  or  sold,  the  name,  residence 
and  general  description  of  the  person  or  persons  from  whom  stioh  pur- 
chase was  made  or  to  whom  such  sale  was  made,  the  day  and  hoUr  of 
such  purchase  or  sale,  and,  when  the  pin'chase  consists  of  articles  frmn  a 
scow,  coai-boat,  lighter,  tug  or  other  vessel,  the  name  of  such  scow, 
coal-ix>at,  lighter,  tug  or  other  vessel,  and  the  name  and  residence  of  the 
owner  thereof;  and  such  book  shall  at  all  reasonable  times  be  open  to  the 
inspection  of  any  police  officer,  or  the  mayor,  the  eomfmissioner  or  aiiy 
inspector  of  licenses,  or  any  magistrate,  or  person  duly  authorized  in 
writing,  for  such  purpose,  by  the  commissioner  or  any  magistrate,  who 
shall  exhibit  such  authorization  to  the  dealer. 

§  124.  Reports  to  the  police  department.  Every  junk  dealer,  including 
junk  cartmen  and  junk  boatmen,  upon  being  served  with  a  written  notice 
so  to  do  by  a  member  of  the  police  department,  shall  report  to  the  police 
comm^sioner,  on  blank  forms  to  be  furnished  by  the  police  department, 
an  accurate  description  of  all  goods,  artides  or  things  purchased  or  re- 
ceived in  the  course  of  business  of  the  junk  dealer  during  the  days  speci- 
fied in  such  notice,  stating  the  amount  paid  for,  and  the  name,  residence 
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and  gttieral  deseription  of  the  penon  from  iHiom  aueh  goods,  aitieles  or 
things  were  reoei^^. 

§  125.  Lost  or  stolen  goods.  If  any  goods,  artioles  or  thing  whatsoever, 
shall  be  advertised  in  any  newspaper  printed  in  the  city  as  having  been 
lost  or  stolen,  and  if  the  same  or  any  such  answering  to  l^e  desoription 
advertised  or  any  part  thereof  shaJl  be  or  come  into  the  possession  of  any 
junk  dealer,  including  junk  cartmen  and  junk  boatmen,  such  dealer, 
upon  receiving  written,  printed  or  oral  notice  so  to  do,  shall  give  informa- 
tion thereof  in  writing  to  the  police  commissions,  stating  from  whom  the 
same  was  received.  Eveiy  junk  dealer,  as  aforesaid,  who  shall  have  or 
receive  any  goods,  article  or  thing  lost  or  stolen,  or  alleged  or  supposed^to 
have  been  lost  or  stol^i,  shall  exhibit  the  same,,  on  demand,  to  an^  police 
officer,  or  to  the  mayor,  commissioner  or  any  inspector  of  licensee, 
or  any  magistrate,  or  any  person  duly  authorised  m  writing,  by  the 
oonmiissioner  or  any  magistrate,  who  shall  exhibit  such  authorisation 
to  such  dealer. 

§  126.  ViolaUona.  Any  person  who  shall  violate,  or  neglect,  or  refuse 
to  comply  with  any  of  the  provisions  of  this  artioie,  shall,  upon  convio- 
tion  thereof,  be  punished  by  a  fine  of  not  more  than  $200,  or  by  imprison- 
ment not  exceeding  sixty  days,  or  by  both  such  fine  and  imprisomnent. 

Adopted  Jnne  26, 1917.    Approved  July  2,  1917. 

ARTICLE  9a 
(Added  by  ord.  effective  Dee.  SI,  IBIS) 

PAWNBBOKBB8 

See.  126.  Record  of  pledges. 
§  127.  Pawnbroker's  clerks. 

1 128.  Report  to  the  police  department. 

1 129.  Violatipns. 

Sec.  126.  Record  of  pledges. — ^Every  pawnbroker  shall,  at  the  time 
of  .each  loan,  record  the  transaction  in  legible  English  in  a  book  which 
he  shall  keep  for  the  purpose,  setting  forth  in  each  instance: 

1.  A  description  of  the  goods,  articles  and  things  pawned  or  pledged; 

2.  The  amount  of  money  loaned  thereon; 

3.  Thedateof  receipt  of  the  pledge; 

4.  The  rate  of  interest  charged,  u  other  than  a  legal  rate; 

5.  The  name  and  residence  given  by  the  person  pawning  or  pledging 
such  goods,  articles  or  things. 

1127.  Pawnbroker's  clerks. — No  pawnbroker  shall  employ  a  derk 
or  other  person  under  the  age  of  16  years,  to  accept  or  receive  any  pledge. 

i  128.  Report  to  the  police  de^rtment. — Every  pawnbrokcur  shall, 
at  such  time  or  times  as  the  pohce  conunissioner  may  prescribe  in  a 
written  notice,  to  be  served  upon  such  pawnbroker  by  a  member  of  the 
police  department,  report  to  the  police  commissioner,  on  blank  forms 
to  be  furnished  fay  the  police  department,  a  description  such  as  is  re- 
quired to  be  kept  under  §  126,  subdivision  1  of  this  chapter,^  of  all  goods, 
articles  or  things,  or  any  part  thereof,  pawned  or  pledged  in  the  course 
of  business  of  the  pawnbroker  during  the  days  specified  in  such  notice, 
stating  the  numbers  of  the  pawn  tickets  issued  therefor,  the  amounts 
loaned  thereon,  and  such  identifying  marks  as  ma^.  be  on  the  goods 
pawned,  and,  if  such  notice  from  the  police  commissioner  so  prescribes, 
such  pawnbroker  shall,  from  that  time  and  until  he  is  notified  to  discon- 
tinue so  doing,  keep  and  furnish  on  such  blank  forms,  a  general  de8crii>- 
Uon  of  every  person  depositing  such  pledges,  consisting  of  sex,  color  and 
apparent  age. 

1 129.  VioUUion^ — ^Any  person  who  shall  wilfully  violate,  or  neglect 
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<lt  iftfuae  to  oompiy  with  any  of  the  provisions  of  this  ordinance,  shall, 
iipon  coiiTiction  thereof*  be  punished  by  a  fine  of  not  more  than  $100,  or 
hy  miprisonment  of  exceeding.  10  days,  or  by  both  such  fine  and  imprison- 
ment. 

ARTICLE  10 

PEDDLERS,  HAWKERS  AND  VENDBRll 


See.  130.  Definitions;  exceptions. 

!131.  License  fee. 
132.  Designation  of  vehicles. 


•> 


Sec.  130.  DeJinUums;  exceptions.  1.  Defimtiona, — ^Any  peraon 
hawking,  peddling,  vending  or  selline  merchandise  in  the  streets  of 
the  city  shall  be  aeemed  to  be  a  peadler,  and  shall  be  classified  as 
follows:  A  peddler  usine  a  motor-driven  vehicle;  a  peddler  using  a 
horse  and  wagon;  a  peddler  using  a  push  cart;  ana  a  peddler  per- 
sonally carrying  merchandise.     (Amend.  April  24,  1916.) 

See  People  v.  Meyer,  110  Misc.  439. 

2.  Newspapers.  This  article  shall  not  apply  in  any  way  to  flie 
selluig  of  newspapers  or  periodicals. 

3.  Fatmen.  Any  [Person,  owniiig  or  operatinfic  a  farm  in  the  dty 
and  selffiag,  in  the  streets,  produce  raised  on  such  farm,  shall  not  oe 
doemed  a  peddler  within  the  meaning  of  this  article.  Any  such  pei^ 
BOH  may  make  application  to  the  commissioner,  and,  upnon  affidavit 
setting  lortih  auflaeient  facts  to  entitle  him  to  this  exemption,  he  shall 
thereupon  receive  a  certificate  thereof.    (O.  O.,  §§  347,  348.) 

Ordiniaw  raqukiiiff  a  lioeOie  for  peddlers  miBtained.  Village  of  Ballston  Spa  v. 
Mafthaw,  68  Htin»  238.  As  to  power  imposed  on  Mayor  to  issue  a  licepse.  see 
Bradley  v.  Roohestw,  54  Hun,  140.  All  statutes  regulating  hawking  and  peddliiy 
aaiMt  be  stiietJy  eonstrued.  ViUa^  of  Stamfoid  v.  Fisher.  140  N.  Y.  187. .  Ordi- 
nance restricting  peddling  to  certain  hours  is  npt  unconstitutional.  City  of  Buffalo 
V.  Schleifer«  2  Mi«c.  216.  51  St.  Rep.  58,  21  N.  Y.  Supp.  913.  An  ordinance  re- 
AtiiclUng  pMi(9ing  at  pubHo  markets  sustained.  Village  of  Buffalo  v.  Webster. 
W  Ifeftd.  100.  A*  to  peddlii^  milk,  see  People  ex  rel.  Larabee  v.  MulhoUand* 
82  N.  Y.  324.  Where  a  license  is  required  and  none  is  taken  out,  the  peddler  ci^mot 
feporer  t)M  pace  of  his  goods.  Best  v.  Bauder,  29  How.  Pr.  489. 
IJR)Miri6'i6  peddle  required.  Jones  ▼.  Foster,  43  Ap|>.  Div.  33. 
,  Ordinance  prohibiting  sale  of  peanuts  and  popcorn  in  street  unless  from  wagcui 
4aiim  hy  *hdne  or  bon#s,  hald  unreasonable.    People  v.  Gilbert.  68  Misc.  48^  53. 

$  131.  lAcense  fees;  term. — ^The  annual  Ucenae  fees  payable  by 
peddkndhaU  foe,  for  each  peddler: 

Using  a  motor-driveD  vehide. 18  00 

Utingjilxtfie  and  wagon S  00 

Using  a  push  cart 4  00 

PerikHimr  eaor^ying  his  merdialidise 2  00 

All  peddler  hoenses  shall  be  issued  as  of  May  1  and  shall  ex^nre  on 
theadth  day  of  April  next  socoeeding  the  date  of  issuanoe  ihmci. 

All  peddler  licenses  now  in  force,  which  shall  not  sooner  exj^rey 
dMUTezfiitfeoathe  aotii  day  of  April,  1916,  but  all  such  lic^isesfor 
peddlers  may  be  renewed  by  ibe  ncensees,  if  presented  on  or  before 
Jidy  31st,  1916,  and  for  eaeh  full  calendar  month  of  the  unexpired 
tcian  of  the  old  license  a  pro  rata  amount  of  the  fee  paid  thmfor 
ahaH  be  appixed  toward  the  payment  of  the  new  fee.  ' 

All  peddlers  using  motor-driven  vehicles  and  operating  as  such  at  i 

the  time  this  ordioAnce  takes  dOfect  under  licenses  issued  to  them  as       ^^ 
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peddlers  using  a  horse  and  wagon,  may  oontinue  to  operate  ilBd«v 
such  license  until  April  30,  1916,  'Unless  sooner  ex^^ring,  and  upon 
such  expiration  may  be  renewed  as  peddlers  using  a  motor-driveto 
vehicle,  as  hereinbefore  provided.    (Amend.  Dec.  28,  1915.) 

§  132.  DeHgnation  of  vehicles. — ^Any  vehicle  used  in  peddling  shall 
show  on  each  outside  thereof  the  words  ''Licensed  Peddler,"  to- 
gether with  the  figures  of  its  official  number,  and  any  peddler  duly 
licensed  to  use  a  horse  and  wagon  or  a  motor-driven  vehicle  may 
employ  2  persons,  and  no  more,  to  assist  in  selling  and  delivering  the 
wares,  but  such  persons  shall  so  act  only  while  accompanying  & 

licensed  peddler.' 

« 

ARTICLE  11 

PUBLIC  CARTS  AND  CARTBf^N 

Sec.  140.  Definitions. 

§  141.  Classification. 

§  142.  Licenses,  license  plates. 

§  143.  License  fees. 

§  144.  Charges. 

Sec.  140.  Definitions, — ^Every  vehicle,  of  whatever  oonstntctioiiy 

drawn  by  animals  or  propelled  by  any  motor  power,  wMeh  is  toept  Cot 

hire  or  used  to  carry  merchandise,  househola  or  office  fuinituiie  or 

other  bulky  articles  within  the  city,  for  pay,  shall  be  deiaiBA  to- bo 

a  public  cart,  and  the  owner  t^^'eof  shall  be  deemed  to  be  apubfio 

cartman.    (Ord.  June  2,  1914.) 

An  ordinance  reqniring  a  license  to  be  taken  out  whwi  traoks  are  wad  lor  liire 
was  Jiekl  valid  in  City  of  Brooklyn  v.  Breslin,  57  N.  Y.  591.  And  it  has  bMOi  hald 
that  where  a  license  was  required,  unless  one  was  taken  out,  the  driver  or  owner  of 
carts  and  trucks  used  for  public  hire  could  not  recover  for  services  aotaally  fen* 
dered.    Ferdon  v.  Cunningham,  20  How.  I^.  154. 

§  141.  CZflwsiJKccrfwm,— Public  carts  shall  be  divided  into  two 
dasses,  namely,  motor  driven  pubhc  carts  and  hcane  drawn  piri)]ic 
carts.  ' 

1.  Horse  drawn.  Horse  drawn  public  earts  shall  be  divided  Into 
two  classes: 

A — ^To  include  all  public  carts  drawn  by  1  h<»Be  and  having  fill 
inside  floor  space  of  at  least  40  square  feet. 

B — ^To  include  all  public  carts  drawn  by  2  or  more  horaoi  and 
having  £ui  inside  floor  surf  ace  of  at  least  70  square  feet. 

2.  Motor  driven.  Motor  driven  public  carts^  ofaali  be  dMded  intd 
two  classes: 

F — ^To  include  all  motor  driven  puiiiUc  carts  having  an  imtide  floor 
inrface  of  at  least  70  square  feet. 

G^To  include  all  motor  driven  public  oarts  having  an  itiaide 
floor  surface  of  at  least  90  square  feet. 

In  all  of  Hie  above  measuremaits.  a  varifidon  of  more  Iton  5 
cent,  shall  not  be  accepted.     (Ord.  lime '29,.  1914.) 

§142.  lAeenses  and  Hcense  pfote«.— Upon  the  payment  of  the 

iiereinafter  provided  the  commissioner  shall  issue  a  license  to  tlM 
owner  of  the  vehicle,  together  with  a  plate,  to  be  affixsd  to  a  doik 
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ipioiiouA  and  jpdiiyfinaable  part  of  Much  public  eart^  on  which  shall 
be  clearly  aet  forth  the  official  number  of  the  vehicle,  with  the  words 
''Pub&c  Cart/'  The  deskn  or  color  of  the  plate  ahall  be  changed 
at  the  beginning  of  each  license  year,  which  shall  be  August  1  of 
«adi  year.    (Ord.  June  2. 1914.^ 

1 143.  License  fees. — ^The  following  annual  license  fees  shall  be 
paid: 

All  public  carts  in  class  A  shall  pay  a  fee  of $2  00 

All  pubUc  carts  in  dass.B  shall  pay  a  fee  of 2  00 

All  pubUc  carts  in  class  F  shall  pay  a  fee  of 5  00 

All  public  carts  in  class  G  shall  pay  a  f  ee  of 5  00 

Such  license  fees  shall  be  in  lieu  of  and  not  in  addition  to. any  fees 
bcsretofore  established,  and»  except  as  above  provided,  no  charge 
shall  be  made.    (Qrd.  June  2,  1914.) 

§  144.  Charges,-^!,  special  contract.  The  amount  to  be  charged 
fopr  loading,  Ixansportii:^  or  transmitting  and  unloading  of  mer- 
chandise, household  or  office  furniture,  or  other  bulky  articles,  by  a 
public  cartman,  may  be  agreed  upon  m  advance  and  such  contract 
or  agreement  shall  control  and  regulate  the  employment.  In  every 
case  where  such  agreement  is  entered  into,  it  shall  be  the  duty  of  the 
public  oartmafi  to  furnish  the  person  with  whom  he  contracts  a 
written  memorandum,  to  be  signed  by  both  parties  or  their  respour 
sible  and  authorized  representatives,  setting  forth  dearly  the  terms 
of  the  contract.  This  memorandum  shall  be  upon  blanks  to  be  ap- 
proved by  the  department. 

2.  General.  The  legal  rartes  for  transporting  merchandise,  house- 
hold or  office  furniture,  or  other  buUcy  articles  (other  than  pianos), 
induding  the  loading  and  ui^oading  thereof,  unless  otherwise  agreed 
upon  as  set  forth  in  the  foregoing  paragraph,  shall  be  as  fmlows 
(said  charges  to  commence  frcxn  the  time  of  arrival  of  vehicle  or 
vehides  at  the  place  from  which  articles  are  to  be  transported,  fuid 
to  end  when  articles  are  deUvered) : 

(a)  Where  a  vehide  di^awn  by  1  horse,  and  having  an  inside  floor 
surface  of  at  least  40  square  feet  is  used,  $1.25  per  hour,  said  vehicle 
to  be  i^ropeUed  at  not  less  than  3  miles  an  hour; 

(b)  Where  a  vehicle  drawn  by  2  or  more  horses,  and  having  an 
inside  floor  surface  of  at  least  70  square  feet  is  used,  $1.50  per  hour, 
said  vehide  to  be  i»x>peUed  at  not  less  than  3  miles  an  hour. 

.'  (o)  Where  a  motor-driv^i  vehide,  having  an  inside  floor  surface 
of  at  least  70  square  feet  is  used,  $1.75  per  hour,  said  vehicle  to  be 
pr<»elled  at  not  less  than  8  miles  per  hour; 

(d)  Where  a  motor^driven  vehicle,  having  an  inside  floor  surface 
of  at  least  90  square  feet  is  used,  $2.50  per  nour,  said  vehicle  to  be 
propelled  at  not  less  than  8  miles  an  hour; 

(e)  For  the  services  of  each  man  in  addition  to  the  operator  or 
driver^  50  cents  peac  hour. 

The  number  <A  men  to  be  engaged-  oa.  any  one  job  or  operation 
:i»  not  to  exceed  four,  induding  me  driver,  ezo^t  when  specially 
agreed  upon  by.  the  pcraon  hiring  the  pubUc  cart.  In  case  any  vdii- 
de,  while  engaged  in  the  transportat^n  of  merchandise,  household 
jOt  0^&ce  furniture,  or  other  bulky  artides^  should  breaJc  down  or 
liooome  distilled  from  any  cause,  no  charge  shall  be  made  for  the 
period  of  such  disability. 
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3.  Pianos,  (a)  Where  a  piano  is  transported  in  l^e  sc^e  pMI^ 
cart  as  other  articles  of  household  or  office  fixrniture^  an<|  is  pairt  of 
the  same  operation  or  job,  &n  additional  charge  of  no/t  exeeeding 
$1 .50  ma^  be  made  for  transporting  it. 

(b)  Where  a  piano  is  transported  as  a  separate  operation  or  job 
and  the  distance  travdied  is  3  miles  or  less,  me  charge  ther^or  snail 
not  exceed  $3,  including  labor  fuid  use  of  vehicle  therefor;  for  eadi 
additional  mile  or  part  Siweof ,  50  cents. 

(c)  For  transporting  pianos  either  up  or  down  o^e  or  moare  flints 
of  stairs,  50  cents  for  each  flight. 

(d)  For  tran^orting  pianos  up  or  down;i>y  m^ms  of  devatoar, 
$1  additional. 

(e)  Where  the  handling  of  a  piano  involves  the  use  df  a  hoist, 
tackle  and  rigging  at  either  or  both  ends  of  the  opersltion  or  job, 
a  charge^of  not  more  than  $5  additional  will  be  permitted. 

4.  Adjustment  of  dispvies.  AH  disputes  as  to  the  rate  or  amount 
of  compensation  shall  be  adjusted  by  the  police  officw  in  charge 
of  the  poUce  station  nearest  to  the  place  where  such  disput^e  is  had. 
On  failure  to  abide  by  the  decision,  the  said  load,  or  a  part  thereof 
sufficient  to  secure  chafes  thereon,  e^all  be  taken  to  a  convenient 
storage  warehouse  and  a  notice,  in  writing,  with  a  brief  statement 
of  particulars,  shall  be  sent  at  once  by  the  pul^  cartman  to  the 
commissioner  of  lic^ises.    (Ord.  June  2,  1914.) 


ARTICLE  12 

PtJBLIO  POHfTBRS 

Sec.  160.  License  required;  hotel  ninners  ^icepted. 
'  151.  License  fees. 

152.  Badge. 

153.  Impersonation  of  public  porters  and  hotel  runners. 

1 154.  Service  obUgatory. 

1 155.  Charges. 

§  156.  OverSharges. 

Sec.  150.  License  required'  hotel  runners  excepted. — No  persoa 
shall  carry,  or  use  any  whedbarrow  or  handcart  to  carry,  transport- 
or  convey  baggage,  goods,  or  other  things  from  place  to  place  for  hire, 
wages  or  pay  for  such  conveyance;  nor  be  at  any  hotel,  boardinjg 
house,  ferry,  st^unboat  landing,  railroad  staticm  or  d^>ot,  and  sohcit 
or  accept  the  conveyance  of  baggage  or  other  arttcles,  without  being 
licensed.  This  section  shall  notbe  construed  to  prevent  any  peareon, 
employed  in  an  hotel  or  boarding  house,  from  «onve3dng  any  baggage 
or  other  article  thereto  or  therefrom,  by  handcart  or  tdieelbarrow, 
provided  the  name  of  the  hotel  and  boardini;  house,  and  the  keeper 
thereof,  i^aH  be  painted  distinctly  on  both  sid^  of  ^e  vehicle,  and 
on  a  badge  worn  on  the  front  of  his  hat  or  cap,  bo  as  to  be  easily 
and  distinctly  seen.     (C.  O.,  J  329a.) 

§151.  License  fees. — Every  person  on  receiving  a  license  to  be  It 
public  portCT  shaU  pay  a  f ee  of  |l ;  and  the  sum  of  25  oents  upoa  saoh 
renewal  of  such  hcense.     (C.  O.,  {  329c.) 


All  imblic  pmter  Uc€nsM  flhall  be  iffiued  as  of  Januarv  1,  and  shidl 
expire  on  the  3lBt  d&y  of  DeoembeF  next  sacceeding  tne  date  of  i»- 
Buance  thereof. 

place 
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1 153.  Impersmation   qf^  puMie   porters   and   hold   runnwa, — No 
ptxaon  shall  wear  or  exhibit  any  badge  purporting  to  be,  reaemblins 
or  being  Niuilikr  to  the  badge  of  a  public  porter.    No  pHaaa  shaS 
represent  liimself  as,  or  wear  or  exhibit  sa-J'  badge,  inacnptioa,  eMd, 
or  device,  purporting  or  imptying  that  be  la  employM  or  authtwiMci 
by  the  keeper,  proprietor,  agent  or  f " 
house,  vesacl,  steamboat  or  nulroad  o 
convey  persona,  baggage,  or  other  thit 
boarding  house,  vessel  steamboat  oi 
or  d^fot,   without  being  actually  ai 
keepfT,  proprietor  officer  or  Ewent  so  b 

i  154.  ServUs  nUigatoq/. — No  pubUc 
neglect  or  refuse  to  transport  any  article  or  artaales  when  required  so 
to  do,  unless  he  shall  then  be  actually  and  otherwise  employed,  or 
unless  the  distance  he  shall  be  required  to  go  shall  be  more  than  2 
miles,  under  the  penaJty  of  $5  for  each  ofFense.     (C.  O.,  S  329h.) 

i  155.  Cwrtr^'— Public  porters  shall  be  entitled  to  charge  and 
receive,  for  the  canyii^  or  conveyance  <4  any  article  any  distance 
within  half  a  mile,  26  cents  if  carried  by  hand,  and  50  cents  if  carried 
on  a  wheeibarrow  or  handcart;  if  the  distance  exceeds  half  a  nile, 
one-half  of  the  above  rates  in  addition  thereto,  and  in  the  sune 
pioportioQ  tor  any  greater  distance.  No  porter  or  handc^rtman 
other  than  apubUc  porter,  wearing  his  badge  as  required  by  this  ar- 
ticle^ shall  be  entilied  to  recover  or  receive  any  pay  or  fare  from  any 
person,  for  the  transportation  of  any  article.  Upon  the  trial  of  any 
cause  commenced  for  the  recovery  of  any  prataage,  tiie  plaintiff  miul 
prove  that  his  badge  was  worn  and  the  price  fined,  acreeably  to  ^Is 
oeotion,  at  the  time  the  services  were  r^a«d  for  which  the  action 
was  broufdit.     (C.  O.,  !  329.) 

J  156.  Oatrcharge.^-Any  public  porter  who  rfiall  ask  or  demand 
any  greater  rate  of  pay  or  compensation,  for  the  carrying  or  convey- 
ance of  any  article,  t£an  is  herein  provided,  shall  not  be  entitled  to 
any  pay  for  the  service,  and  it  shall  be  deemed  a  violatiiHi  of  this 
article  for  him  to  ask,  demand,  or  receive  any  greater  pay  or  com- 
(C.  O.,  S329.) 
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hootiiiB  ^ 
icludeo  m 


B  ^Ilety,  m  •  pltM« 
Lcludedmthiu  the  tornig  of 
hootmg  gallery  shall  aain- 
-  16  yean  of  age  to  shoot 

e  for  each  publia  diootaDC 


shall  uM  <w  periorm  on  * 
WB  Buoh  hand  orgaa  ahatl 
ymeot  of  a  Ucenee  fee  of 
y  craiit  aod  issue  licensea 
em  i^oper,  not  to  exceed, 
ise  ao  B^anted  and  issued 
pon  the  front  of  the  ImumI 
I  hand  oixan  shall  soiidt, 
rmftnee  in  any  way,  diape 
ihall  use  or  perfonn  upon 
ire  the  haul  of  9  a.  to-  nor 
I  any  part  of  the  Brit  d^ 
Eiia  a  distance  of  600  feet 
},  during  school  boun  or 
tin  »,  like  (Hstsnoe  of  any 

bouM,  dwelling  hoose  or 
any  occupant  thereof  to 
g  upoB  suoh  hand  otkmi. 

U  use  or  perform  on  any 
I  unlefla  he  shall  have  been 
ter  pfovided.    Upon  tha 
I  oommi«ianer«f  liceiwM 
of  itinerant  muaoians  aa 
Uie  total  nnmbei  of  800; 
person  except  upon  the 
affidavits  of  the  applicant  and  3  other  persons,  residing  widiin  Uie  city, 
showing  that  the  applicant  has  been  a  resident  of  the  city  for  at  leaat 
1  year  prior  to  his  application  for  the  license,  and  Detting  forth  the  dif- 
ferent places  io  which  he  has  resided  therein  during  sueh  period.     Ko 
person  licensed  as  an  itinerant  musician  shall  solicit.  aA  or  nxiuest  aa^ 
money  for  hit  performance,  bb  such,  in  any  way,  shape  or  manner,  di- 
rectly or  indirectly.    No  person  shall  use  or  perform  upon  any  musical 
instrument  in  any  street  or  public  place,  before  the  hour  of  9  a.  m-  nor 
after  the  hour  of  6  p.  m.  of  any  day;  nor  during  any  part  of  the  &rat 
day  of  the  week,  commonly  called  Sunday;  nor  within  a  distance  of  200 
feet  of  any  schoolhouse  or  house  of  public  woFBhip,  during  school  houra 
or  houra  of  pubUc  worship,  respectively;  nor  within  a  lilce  mstance  of  any 
court,  public  office,  hospital,  asylum  or  other  public  institution,  nor 
within  a  distance  of  250  feet  of  any  tenement  houae,  dwalling  house  <a 
other  building,  when  directed  or  requested  by  any  occupant  thereof  to 
refrain  froni  or  discontinue  using  or  performing  upon  sueh  musical 

shall  apply  only  to  itinerant  musiciaiu 
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mnsioal'  or  reiisioufl  society  engaged  in  any  military  or  oivie  parade,  or 
to  any  musical  performance  conducted  under  a  license  from  municipal 
authority.    (Amended  by  ord.  effective  Dec.  27, 1915.) 

'  The  validity  of  licenses  to  use  musical  instruments  sustained.  Roderick  v. 
Whitson,  51  Hun,  daO;  People  v.  Garabel,  20  Misc.  127. 

{ 172.  Term  of  license.  All  licenses  for  street  musicians  shall  be 
issued  as  of  January  1,  and  shall  expire  on  the  31st  day  of  December 
next  succeeding  the  date  of  issuance  thereof. 

Adopted  December  23,  1916.    Became  effective  January  9, 1917. 


ARTICLE  16 

MAflAAOB   imSTA'rUTBB 

Sec.  175.  Definitions. 

I  176.  Qualifications,  license  fee  and  term. 
I  177.  Violations  and  pentdties. 

Sec.  175.  Definitions;  character;  institutes, — ^A  person  who  applies 
manual  or  mechanical  massalge  or  similar  treatment  to  the  human  trunk 
or  limbs  shall  be  deemed  to  be  intended  within  the  terms  of  this  ordinance 
a  massage  operator,  but  no  person  comprehended  within  the  provisions 
of  section  219  of  the  Sanitary  Code,  entitled  Nurses,  or  section  173  of 
the  Public  Health  Law,  relating  to  osteopathy,  shall  be  deemed  to  be 
intended  within  the  provisions  of  this  ordinance. 

Any  place  in  which  two  or  more  massage  operators  give  treatment 
shall  be  deemed  to  be  intended  within  the  terms  of  this  ordinance,  a 
massage  establishment  or  institute.  No  establishment  incorporated  as 
a  hospital  or  sanitarium  or  comprehended  under  section  226  of  the  Sani* 
tary  Code,  entitled  Hospitals,  or  section  340  of  the  Sanitary  Code, 
relating  to  bathing  establishments,  shall  be  deemed  to  be  within  the 
provisions  of  this  ordinance. 

§  176.  QwUifications,  license  fee  and  terms. — The  Conunissioner  of 
Licenses,  with  the  approval  of  the  Police  Commissioner,  shall  license  in 
his  discretion  such  operators  and  institutes  as  shall  have  complied  with 
the  rules  and  regulations  laid  down  by  the  Board  of  Aldermen  and  further 
any  such  rules  and  regulations  to  be  subject  at  all  times  to  amendment 
h}r  the  Board  of  Aldermen.  The  annual  license  fee  for  each  massage  in- 
stitute shall  be  $10,  and  for  each  massage  operator  $3.  All  licenses  sh^l 
belssued  as  of  December  1st  of  each  year,  and  shall  expire  on  November 
dOth  next  succeeding  the  date  of  issue  thereof. 

§  177.  Violations  and  penalties. — ^The  Commissioner  of  License,  after 
a  hearing,  shall  have  power  to  suspend  or  revoke  at  any  time  any  license 
granted  m  accordance  with  this  article.  He  shall  revoke  the  license  of 
any  massage  institute,^  the  proprietor  of  which  employs  as  an^  operator 
a  person  not  licensed  in  accordance  with  the  provisions  of  this  article, 
or  permits  the  premises  to  be  used  in  violation  of  any  of  the  provisions 
of  section  1146  of  the  Penal  Law,  entitled  "keeping  disorderly  houses" 
of  section  150  of  the  Tenement'  House  Law,  entitled  "va^tmcy,"  or 
of  subdivision  four  of  section  887  of  the  Code  of  Criminal  Procedure, 
entitled  "who  are  vagrants,'*  and  also  the  license  of  any  operator  who 
personally  violates  anv  one  of  those  sections.  For  the  puipose  of  this 
ordinance  it  shall  be  deemed  to  be  a  violation  of  these  sections  for  any 
operator  to^  treat  a  person  of  the  opposite  sex,  except  upon  the  signed 
order  of  a  licensed  physician,  osteo,  which  order  shall  be  dated  and  shall 
specifically  state  the  number  of  treatments,  not  to  exceed  ten,  to  be 
given,  except  as  such  treatments  are  given  in  the  residence  of  the  patient, 
the  office  of  a  p^rsieian,  or  in  a  hospital  or  sanitarium.  The  date  and 
hour  o^  MOh  tnatttient  given  and  the  name  of  the  <^^rator  shall  be 
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entefed  on  Biioh  order  and  the  same  shall  be  subjeot  to  inapeotion  by  the 
police. 

Every  massage  operator  and  instituto  to  whom  or  for  which  a  Uceose 
shall  have  been  issued,  pursuant  to  the  provision  of  this  section,  shall 
display  a  sign  upon  which  the  words  "Licensed  Masseur/'  "licensed 
Masseuse,"  or  "Licensed  Massage  Listituto,"  in  accordance  with  the 
license  as  issued,  shall  be  conspicuously  and  legibly  set  forth  in  English 
m  such  manner  that  the  said  words  may  be  readily  seen  by  persons 
entering  the  said  premises  where  massage  is  given.  (New.  Ord.  ap- 
proved Nov.  17,  1916.) 

ARTIOIiE  16 

LB9BB98  OF  TBNiaCBllTB 

Section  178.  Definition. 

179.  Qualifications* 

180.  Violations  and  penalties. 

Sec.  178.  IMfinUion. 

A  person,  corporation  or  partnership,  who  or  which  leases  a  tene- 
ment in  the  city  of  New  York,  having  three  or  more  dwelling  apart- 
ments, and  subleases  any  portion  or  ptut  of  the  said  tenement  to  three 
or  more  persons,  shall  be  deemed  to  oe  a  lessee  of  tenements,  intended 
within  the  terms  of  this  ordinance. 
§  179.  Qiialificationa. 

The  commissioner  of  licenses,  with  the  approval  of  the  tenement 
house  commissioner  of  the  city  of  New  York,  shall  license,  in  his  dis- 
cretion, such  lessees  of  tenements  as  £^aU  have  complied  with  the  rules 
and  regulations  laid  down  by  the  board  of  aldermen,  and  further,  any 
such  rules  and  regulations  to  be  subject  at  all  times  to  amendment  by 
the  board  of  aldermen.  The  annual  license  fee  for  such  tenement  lessees 
shall  be  $25  and  $10  additional  for  each  additional  tenement  the  said 
lessee  may  lease. 

Each  tenement  lessee  in  the  city  of  New  York  shall  on  or  before  Jan- 
uary 1st  of  each  year  procure  a  license  in  accordance  with  the  provisions 
heretofore  stated. 
i  180.  Violations  and  penalties* 

The  commissioner  of  licenses,  after  hearing,  shall  have  power  to 
su^;>end^  or  revoke  at  any  time  any  license  granted  in  accordance  with 
this  article.  An^  person,  firm  or  corporation  whose  license  has  been 
revoked  shall  be  ineligible  to  procure  a  new  license  for  at  least  three  yean 
from  the  date  of  the  revocation  of  said  license  by  the  commissioner. 

Adopted  December  Id.    Became  effective  December  30, 1919. 


ARTICLE  17 

BATHINO  B8TABLISHMSNTB  AND  BATHHOUflS  KBBFBBS 

Sec  190.  Definitions. 

191.  Licenses;  term;  fee;  bond. 

192.  Schedule  (^  charges;  filing  and  posting. 

193.  Inspection. 

194.  Suspension;  revocation* 

195.  VicHations;  penalty. 

Sec.  190.  Definitions*     Every  establishment  maintained  in  the  City 
wherein  bathing  is  permitted  for  hire  or  whecein  bathing  soits  are  hired 
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out,  or  which,  for  hire,  is  used  for  the  purpose  of  dressing  or  undressing 
in  connection  with  the  wearing,  putting  on  or  taking  off  of  bathing  suits, 
shall  be  deemed  to  be  a  bathing  establishment,  and  any  person  who  shall 
have  a  bathing  house  upon  ornear  any  beach  or  shore  of  the  ocean,  bays, 
or  rivers  within  the  jur^iction  oi  the  cil^,  shall  be  deemed  to  be  a  bath- 
house keeper,  provided  that  said  bathing  establishment  is  maintained 
for  the  accommodation  of  guests  or  6thet  persons  for  pay. 

§  191.  Liicenae;  term;  fee;  bond.  The  annual  license  fee  for  each  bathing 
establishment  shall  be  $25,  and  eveiy  bathhouse  k^per  shall  ^ve  a  bonc^ 
to  the  city  with  sufficient  s^rety  to  be  i^^proved  by  the  commissioner,  in 
the  penal  sum  of  $500,  conditioned  for  the  due  observance  of  the  provi- 
sions of  law,  or  ordinances  relating  to  bathing  establishments  and  bath- 
house keepers. 

All  licenses  for  bathing  establishments  shall  be  issued  as  of  May  15th 
and  shall  expire  on  the  14th  day  of  May  next  succeeding  the  date  of 
issuance  therebf. 

§  192.  Schedide  of  charges;  filing  and  posting.  Each  applicant  for  a 
license  to  conduct,  maintam  or  c^)erate ,  a  bathing  establishment  shall 
file  with  his  application  for  license  a  schedule  of  prices  to  be  charged 
for  the  hiring  of  suits,  rooms,  lockeis,  or  other  accommodations  in  such 
establishment,  and  upon  the  approval  of  such  schedule  by  the  colitis- 
sioner,  the  same  shall  be  posted  in  conspicuous  places  in  the  eStablvBh" 
ment,  in  full  view  of  the  public  at  idl  times.  No  charge  shall  be  made  for 
any  service  or  aoeoittBKxiation  in  any  such  establishment  in  excess  of  the 
rates  specified  in  any  such  schedule  under  penalty  of  forfeiture  of  the 
license. 

§193,  Inspection.  The  provisions  of  a  license  granted  under  this 
article  shall  not  be  construed  to  interfere  wil^  any  jurisdiction  of  the 
department  of  health  as  set  forth  in  §§  340  and  341  of  the  Sanitary 
Code,  but  permits  granted  imder  said  sections  shall  be  necessary  to  and 
part  of  the  moving  application  fat  a  license  under  the  provisions  of  this 
artida. 

§  194,  Suspension;  revooaUon.  The  commissioner  shall  license  in 
his  discretion  such  bathing  establishments  as  shall  have  complied  with 
the  rules  and  regulations  herein  provided  and  shall  have  power  to  sua? 
pend  or  revoke  at  any  time  any  license  granted  in  accordance  with 
this  article. 

§  195.  Violations;  pendUy.  Any  perton  who  shall  violate^  neglect, 
or  refuse  to  comply  with  any  of  the  provisions  of  this  article,  i^all, 
upon  eonviction  thereof,  be  poniahed  by  a  fine  of  not  hmhto  than  $200^ 
or  by  iminnonment  not  exceeding  sixty  days,  or  both  such  fine  and 
imprisonment. 

Adopted  July  19, 1030.   Api»ioved  July  22, 1920. 

ARTICLE  18 

SOLICITING  CONTRIBUTIONS  IN  PUBLIC 

(See  page  579.) 
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CHAPTER  16 

Markets 

Article  1 .  General  provisions.' 

2.  Location  and  designation  of  public  markets. 

3.  Fanners  and  market  gardeners^ 

4.  Manufacture  and  sale  of  ice. 

ARTICLE  1 

GENERAL  PROyiSIC»7S 

Sec.  1 .  Control  of  markets  and  market-palaces. 

I  2.  Transfers  of  permits  or  licenses. 
'   I  3.  Adjustment  of  controversies. 

§  4.  Water-front    property    adjoining    mark<>i4aiids;    highways 
through  or  bounding  mancet-places. 

I  5.  Market  hours. 

§  6.  Regulation  of  toilet  facilities. 

>  *       - 

§1.  Control  of  markets  and  market  'places. — All  public  markets, 
market  places,  market  lands,  existing  and  maintained  as  such,  sh^ 
be  in  the  charge  and  under  the  control  of  the  department  of  public 
markets.  The  commissions  of  pubUc  markets,  or  sueh  officer  or 
employee  in  the  department  as  he  may  designate,  shall  have  im- 
mediate charge  of  all  grounds  and  bufldihgs  for  market  purposes; 
have  charge  of  all  vehicles,  including  pushcarts,  from  which  market 
produce  is  sold;  all  auctions  conducted  in  market  places,  and  all 
auctioneers  doing  business  therein.  Rules  for  the  conduct  of  busi- 
ness of  the  department,  repair,  care  and  use  of  markets,  fees  or  stands 
and  space  in  markets,  permits  and  leases  for  business  in  the  maricets, 
shall  DC  made  by  the  commissioner. 

The  commissioner  shall  have  poweir  and  it  shafl  be  his  duty  to 
appoint  supervisors  and  such  other  employees  as  may  be  necessary 
to  regulate  the  sale  of  food  stuffs  and  other  merchandise  in  all 
public  street  markets  and  to  maintain  and  keep  such  markets  in  a 
clean  and  sanitsuy  condition. 

All  fees  for  permits  in  connection  with  market  privileges  shall  be 
paid  to  the  department  of  pubUc  markets  and  all  such  fees  shall  be 
paid  into  the  sinking  fund  for  the  redemption  of  the  city  debt. 
(Charter  §§  163  and  164;  C.  O.  §  78,  as  amended  May  7,  1921.) 

This  bureau  is  under  the  control  of  the  Finance  Department,  sec.  151,^  Greater 
New  York  Charter.  The  City  Ordinances  of  1859  i)laoed  the  Bureau  of  Markets 
in  the  City  Inspector's  Department.  That  a  municipal  corporation  has  power  to 
establish  public  markets  is  well  settled.  St.  Johns  v.  Mayor,  etc.,  of  N.  Y.,  6  Duer. 
315;  People  v.  Lowber.  7  Abb.  Pr.  168,  28  Barb.  65;  Ketchum  v.  City  of  Buffalo. 
14  N.  Y.  356,  afif'd  21  Barb.  294.  And  municipal  corporations  have  power  to  regu- 
late established  markets.  Mayor,  etc.,  of  N.  Y.  v.  Schults,  31  How.  Pr.  385;  Barry 
V.  Kennedy,  11  Abb.  Pr.,  N.  S.,  421.  As  to  power  of  Comptroller,  see  Lowenstein 
V.  Myera,  49  N.  Y.  St.  Rep.  807,  and  People  ex  rel.  Westervelt  v.  Meyer,  5  N.  Y. 
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60.~  An  onUiuaoe  requirizig  butehera  to  have  lioenses  MiBtamed.  City  of 
Bitfalo  ▼.  Hill,  79  App.  Div.  402.  The  city  cftimot,  however,  grant  pennitB  to 
erect  market  stands  in  the  public  streets.    Eb^  v.  Campbell,  59  How.  Pr.  333. 

§  2.  Trcmsfera  of  permits  or  licenses. — ^No  transfer  or  assignment 
of  any  permit  or  license  to  do  business  shall  be  made  without  the 
written  approval  of  the  Commissioner.     (New.) 

Ab  to  rights  of  assignee  see  People  ez  rel.  Daniinger  v.  Meti,  123  App.  Div.  269. 

§  3.  A€{jti8tment  of  controversies, — ^The  Commissioner  may  adjust 
and  settle  any  claims  in  controversies  in  regard  to  rents  and  other 
matters  that  appertain  to  leases  or  market  lands.    (New.) 

Adopted  May  20,  1919.    Approved  May  26,  1919. 

§  4.  Water-front  property  adjoimng  market4ands;  hightoays  tknmgh 
or  bounding  markA-places. — ^Nothing  herein  contained  shall  inter- 
fere with  me  jurisdiction  of  the  department  of  docks  and  ferries 
over  the  wateivf ront  property  in  and  around  any  market  lands,  nor 
with  the  jurisdiction  all  the  president  of  any  b^ough  over  market 
lands,  in  so  far  as  concerns  his  powers  over  highwavs.   (Charter*  §  164.) 

§5.  Market  hours, — Every  vehicle  in  whidb  artides  snail  be 
brou^t  to  market,  or  which  shall  come  within  the  limits  of  any 
maricet,  shall  be  removed  therefrom  at  or  before  12  o'clock  noon 
of  each  day,  exo^t  Saturday.  On  Saturdays,  an;^  market  may  re- 
main open  and  market  licensees  may  conduct  BosmesB  therein  until 
12  o'clock,  midnight.     (C.  O.,  §83a  revised.) 

§  6.  RegvlaHon  of  (oHet  facilities. — ^No  water^loset  or  urinal  shatt 
be  erected  or  maintained  in  any  pubUc  market,  over  or  above  any 
stidl,  stand  or  place  where  meats,  fish,  butter,  eggs,  fot^l,  game,  veg- 
etables, fruits,  or  other  articles  of  food  supply  are  kept  or  ofifered 
for  sale,  and  all  such  water-closets  and  urinals  shall,  so  far  as  prac^ 
ticable,  be  built  and  maintained  below  the  ground  floor  of  such 
market;     (Ord.  April  4,  1911.) 


ARTICLE  2 

LOCATiaK  AND  DESIGNATION  OP  PUBLIC  HAHKEI19 

Sec.  20.  Street  markets. 

§  21.  I>elancey  street  market. 

22.  Eig^h  ward  market,  Brookljrn. 

23.  Essex  market. 

24.  Gansevoort  market. 

25.  Jefferson  market. 

26.  59th  street  market. 

27.  Third  avenue  market. 

28.  Atlantic  avenue  market,  Brooklyn. 

29.  Union  Square  market. 

30.  Wallabout  market. 

31.  Washington  market. 

32.  West  Washington  market. 

33.  Jamaica  market. 

Sec.  20.  Street  markets. — The  following  designated  t^ritories  and 
streets^  or  sections  thereof,  extending  oi^  from  house  line  to  hoine 
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line  on  each  Idock  and  for  a  distance  not  inore  than  10  feet  from  £he 
curb  Knfes  to  the  centre  of  the  roadway,  unless  cftherwise  specified, 
are  hereby  set  aside  and  apart  for  public  nqiarket  purposes  for  the  sale 
of  fruits,  v^etables,  produce  or  other  commodity,  as  designated  in 
the  permits  issued  therefor  by  the  commissioner: 

In  the  Borough  of  Manhattan. — Catherine  market. — The  territory 
botmded  on  the  north  by  Cherry  street,  on  the  east  by  Market 
sUp,  on  the  soutli  by  South  street,  and  on  the  west  by  Catherine  slip; 

Peek  slip  market. — ^The  territwy  lying  between  South  and  Water 
streets,  both  sides  thereof,  for  a  distance  of  not  n«>re  than  15  feet 
from  the  curb  lines  to  the  centre  of  the  roadway; 

9th  avenue  market. — On  9th  avenue,  banning  at  dSth  street  and 
extending  to  42d  street;  and  extending  a  distance  50,  feet  east  and 
west  from  9th  avenue  on  38th,  39th,  40th  and  41st  streets; 

Lo(wer  Monroe  street  market. — On  Monroe  street,  beginning  at 
Catherine  street  and  extending  to  Market  street;  on  Market  street, 
beginning  at  Monroe  street  and  extending  to  Cherry  street;  on 
Catherme  street,  beginning  at  Monroe  street  and  e^tendmg  to  Cherry 
street;  on  Oak  stieet,  begmning  at  Catherine  street  cmd  extending  to 
Oliver  street; 

Lenox  omnv/e  market. — On  h&aox  avaiue,  beginning  at  139th 
street  and  extending  to  141st  street; 

Park  avenue  market. — ^The  entire  space  on  Park  avenue  und^- 
neath  Ijhe  structure  of  the  New  York  Central  or  the  New  York,  New 
Haven  and  Hartford  Railroad  Company,  commencing  from  the 
corner  of  111th  street  and  Park  avenue,  running  then<»  along  said 
Park  avenue  to  116tli  street  and  covering  the  territory  from  the 
east  side  <^  Park  avenue  to  the  west  side  t£ereof ; 

Park  anfemfi  market,  (south),— On  Park  avenue,  beginning  at  99th 
street  and  extending  to  106th  street;  and  extending  on  102d  and 
103d  streets  from  Park  avenue  to  Madison  avenue; 

Canal  street  market. — On  Canal  street,  beginning  at  Rutgers  square 
and  extending  to  Chrystie  street; 

Hester  street  market. — On  Hester  street,  beginning  at  Clinton 
street  and  &^«siding  to  Fon^h  street,  and,  extending  on  Suffolk 
street  from  Hester  street  to  Grand  street; 

Grand  street  market.— On  Grand  street,  beginning  at  Clinton 
street  and  extending  to  AUen  street; 

Orchard  street  market. — On  Orchard  street,  beginning  at  Hester 
street  and  extending  to  East  Houston  street; 

RwingUm  street  market. — On  Rivington  street, .  beginning  sA,  Goerck 
street  and  extending  to  Eldridge  street;  and  extending  pn  Columbia, 
Willet  and  Ridge  streets  from  Delancey  street  to  Stanton  street; 

Lower  1st  avenue  market. — On  1st  avenue,  beginning  at  East 
Houston  street  and  extending  to  14th  street  and  including  the  terri- 
tory on  11th  and  12th  streets  between  1st  and  2d  avenues; 

East  Houston  street  market. — On  East  Houston  street,  besnnning 
at  Essex  street  and  extending  to  Chrystie  street;  and  extending  on 
Allen  street  from  Rivington  street  to  Stanton  street; 

Stanton  street  market  (east). — On  Stanton  street,  b^^ning  at 
Eldridge  street  and  extending  to  Essex  street; 

Stanton  street  market'  (west). — On  Stanton  street,  beginning  at 
Forsyth  street  and  extending  to  the  Boweiy; 


SuffoOc  dr^eH  market, — On  Suffoft  street,  beglmiBig  mt  Rhringtim 
street  and  extending  to  Stanton  street; 

Elizaheth  street  moarket^'-Otk  Elisabeth  street,  beginning  at  Spring 
street  and  extending  to  Bleecker  street;  ahd  extending  on.ranoe 
sf^reet,  from  Mott  street  to  the  Bolvery; 

Mulberry  street  mark^.—^Oh  Mulberry  street,  begixming  at  Park 
street  and  extending  to  Hester  street;  aim  on  Hester  stteet,  between 
M^iiIbCTry  and  Mott  streets; 

101st  stre^  market.' — On  lOlst  street,  beginning  at  First  avenue 
and  jractending  to  Second  avenue;  . 

PAt  street  market.-^-Chi  Pitt  street,  beginning  at  Broome  street 
and  extending  to  Staiiton  street; 

Amsterdam  avenue  market.-'^n  Amsterdam  av^iue,  beginning 
at  62d  street  and  extending  to  QBtk  street; 

Upper  Monroe  street  market. — On  Monroe  street,  beginnmg  at 
Pike  street  and  extending  to  Clinton  street :  on  Rutgers  street,  be- 
ginning at  Cherry  street  and  extending  to  Madison  street;  on  Jeffer- 
son street,  beginning  at  Monroe  street  and  extending  to  Madison 
street;  on  Clinton  street,  beginning  at  Monroe  street  and  extending 
to  Madison  street 

Scammel  street  market. — On  Scammd  street,  beginning  at  Chwry 
street  and  extending  to  Madison  stree^  on  Monroe  street,  beginning 
at  Jefferson  street  and  extending  to  Gouyemeur  street; 

Avenue  C  morfce/.— On  Avenue  C,  bednning  at  3d  street  and  ex- 
tending to  lOUi  street,  thence  west  on  10th  street  tQ  Avenue  B; 

Upper  First  avenue  market, — On  First  avenue,  beginning  at  106th 
stt^et  and  extending  to  1164h  stieet;  on  106th,  107th,  108th,  lOMi, 
110th,  111th,  113th,  115th  and  116th  streets,  a  distance  35  feet 
west  of  First  avenue;  on  112th  street,  a  distance  200  feet  west  of 
First  avenue,  and  on  14th  street,  from  First  avenue  to  Second  avenue; 

Second  avenue  market.— On  Second  avenue,  beginning  at  99th 
street  and  ext^iding  to  105th  street; 

8ih  avenue  market. — On  8th  avenue,  beginning  at  139th  street  and 
extending  to  145th  street;  and  extending  a  distance  50  feet  east 
frran  8th  avenue  on  140th,  141st,  142d^  143d  and  144th  streets; 

Upper  2d  avenue  market.— Oix  2d  avenue,  beginning  at  118th 
street  and  ext^iding  to  122d  street  and  including  territory  on  121st 
street  between  2d  and  3d  avenues; 

Second  avenue  central  market.-^n  Second  avenue,  beginning  at 
70th  street  and  extending  to  77th  street; 

iS9ih  street  market. — On  29th  street,  beginning  at  2d  avenue  and 
extending  to  3d  avenue; 

Thompson  street  market.^^n  Thompson  street,  beginning  at 
Spring  street  and  extendii^  to  Bleecker  str^t; 

Mott  street  market. — On  Mott  street,  beginning  at  Hester  street 
and  extending  to  Broome  street; 

6th  avenue  market.— On  5th  av^ue,  beginning  at  133d  street  and 
e3^|iding  to  136th  street; 

In  the  Borough  of  The  Bronx — Arthur  avenue  market. — On  Arthur 
avenue,  beginning  at  Crescent  avenue  and  extending  to  188th  street; 

East  lS7th  street  market  i— On  East  137th  street,  beginning  at 
St.  Ann's  av^iue  and  extending  to  Brook  avenue; 

In  tH  Borough  qf  Brooklyn — Columbia  street  market, — On  Columbia 
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Btnet,  boginniBg  at  Hamilton  Avenue  and  extouliiig  to  Hjurison 

Bfnie  onmue  market.— On  BUke  ftvenue,  be^nning  at  Pwiwyl- 
vsnia  avenue  and  extending  to  Snediker  avenue; 

Prospect  jdcce  market.—Oa  Prospect  place,  beginning  at  Saratoga 
avenue  and  eictending  to  a  point  200  feet  distant  in  a  southerly 
diractkm  to  the  intersectkin  oi  Howard  avenue  with  Prospect  place; 

Belmont  avenue  market. — On  Belmont  avenue,  beginmog  at  JaniDr 
street  and  extending  to  Rockaway  avenue  and  including  300  feet 
north  and  south  on  Thodford  avenue,  Osbom  street,  Watkins  street, 
Stone  avenue,  Christopher  avenue,  Sackmaik  sl^^et  and  Powell  street; 

DuTnoni  avenue  market.— Qa  Dumont  avenue,  beginning  at  Osbom 
street  and  extending  to  Sat^man  street; 

Ddmonvx  place  market. — On  DeJnmnico  place,  banning  at  Fluahing 
avenue  and  caitetiduig  to  Park  avenue;  and  eitendins  on  BUary  street 
and  Park  avenue,  imia  Deltnonico  place  to  Tompkins  avenue; 

Blh  asen-ae  market.^yn  5th  avenue,  beginning  &t  16th  street  and  ei< 
tending  to  22d  atreet;  and  eitending  a  diatanoe  100  feet  west  from  6th 
avenue  on  Prospect  avenue,  16th,  17th.  18th,  19tli,  20tb,  21at  and  23d 

Cinelaruf  ond  Blake  anenues  markd. — On  Blake  avemie,  begJDning  at 

iia  and  extending  to  Elton  street; 

market.— Oa  13th  avenue,  bexinnins  at  3Sth  street  and 

le  market. — On  Myrtle  avenue,  beginning  at  Gold  street 
to  Raymond  sticct. 
(  marie!.— On  the  W 

t  and  extending  to  81. , , 

lands,  pedlars  with  push  cuts  and  pedlaia  with  bone  and 

Adopted  Novsnber  Ifi,  1921;  ApinoTed  Norsmber  21, 1921. 

f  21.  Ddaruey  glreet  market. — The  space  under  the  Witliamsbuix 
Bridge  between  Ri(%e  and  Cohimbia  streets,  in  the  Borou^  <J 
Manhattan,  shall  be  set  aside  and  e,patt  for  a  public  maricet,  and 
shall  be  known  as  the  Delancey  Street  market.  (As  amended  by 
ord.  approved  July  20,  1916,) 

{  22.  Ei{i?ith  ward  market,  BrooUyn. — So  much  of  the  lands  in  the 
borou(^  of  BlDokl^  as  are  bounded  and  described  as  foUowB,  to  wit: 

Beginning  at  point  on  the  westerly  line  or  aide  of  Second  avenue, 
where  the  same  intersects  the  northerlj-  side  of  39th  street,  running 
thence  westerly  along  the  northerly  aide  of  39th  street,  1,323  feet, 
thence  in  a  northwesterly  direction  45  feet;  thence  northerly  paralld 
to  Second  avenue  about  123  feet;  thence  westerly  parallel  with  the 
northerly  side  of  39th  street  to  the  pierhead  line  established  by  the 
Secretary  of  War,  March  4,  1890;  thence  in  a  northeasterly  direotioD 
along  the  said  pierhead  line  W  a  point  116  feet  north  of  the  northerly 
side  of  3eth  street  if  the  same  were  extended;  thence  easteriy  uid 
parallel  with  the  said  northerly  side  of  3Gth  street  to  the  westerly  side 
of  Second  avenue  and  thence  southerly  along  the  said  westerly  line 
of  Second  avenue  to  the  northerly  side  of  Mth  street  the  point  or 
place  of  beginning. 

(23.  Biisex  market.— 9io  much  of  the  lands  in  the  borough  of 
Manhattan  as  are  bounded  and  described  as  follows,  to  wit:  The 
premises  located  on  the  northwest  comer  of  the  blind  alley  or  lane, 
and  Essex  atreet,  situated  between  Grand  and  Brooioe  streets,  here- 
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tofore  known  aod  uasd  ae  the  "Essex  Market  Court  House,"  tlf^ 

preroises  located  and  bounded  by  Grand  street,  Ludkiw  street,  ths 
blinil  alley  and  Esaex  street,  now  occupied  as  a  public  school  and 
formerly  known  as  the  Old  h^aex  Market,  and  also  the  said  blind 
alley  or  lane  situated  between  Grand  and  Broome  streets,  and  nm- 
ning  from  Ludlow  to  Essex  street,  in  said  borough,  shall  bs  set  aside 
and  apart  for  a  public  market,  ana  shall  be  known,  as  Eeeei  Market. 
(Ord.  effective  May  20,  1913.) 

i  24.  Gansevoort  morfoi.— The  lands  b 
Little  West  12th  street,  on  the  south  by 
east  by  Washington  street,  and  on  tbe 
10th  avenue,  are  hereby  declared  to  be  a 
subject  to  the  provisions  of  §  205  of  tbe  cb 
exclusive  use  of  farmers  and  market  gaidi 

5  25,  Jefferaon  market. — So  much  of  the 
by  Sixth  avenue,  Greenwich  avenue  and 
borou^  of  Manhattan,  as  are  now  used  fc 
set  aside  and  apart  for  a  public  marke 
Jefierson  market.    (New,) 

\  26.  B9th  street  bridge  market.—Qo  much  of  lands  in  the  Borou^ 
of  Manhattan  as  are  bounded  and  described  as  foUows,  to  wit: 
Bounded  on  the  east  by  the  westerly  side  of  First  avenue;  bounded 
on  the  south  by  the  northerly  line  or  curb  of  East  59tb. street  to  t, 
point  at  right  angles  to  the  easterlv  mai^  of  a  driveway,  whi<A 
driveway  extends  under  the  Queensooro  bridge  from  59th  street  to 
60th  aticet,  parallel  to  and  west  of  First  avenue  and  parallel  to  and 
east  of  Second  avenue;  thence  running  northerly  on  a  line  parallel 
to  First  avenue,  to  the  southerly  line  or  curb  oif  East  60th  street; 
thence  easterly  aloi^  tbe  line  or  curb  of  East  60th  street  to  the  west- 
erly hne  or  curb  of  first  avenue,  the  same  bein 
beginning,  are  hereby  declared  to  be  a  pubUc  m 
the  "  59tb  street  bridge  market,"  and  shall  I 
purposes  during  the  pleasure  of  tbe  board  of  akl< 
rulesand  regulations  concerning  fees,  the  hours 
the  general  management  of  said  market  as  i 
commissioner  of  public  markets. of  the  City  ol 
by  ord.  appd.  Feb.  3, 1919.) 

$27.  Third  avenue  market. — All  space  beneath  and  under  the  Third 
avenue  bridge  at  129th  street  and  Tlurd  avenue,  bounded  by  the 
interior  walls  under  said  bridge  on  the  east  uid  west  from  the  bulk- 
head hne  at  the  north,  Third  avenue  wd  East  130th  street  on  the 
south  to  the  curb  lines  thereof,  is  hereby  declared  to  be  a  public 
naarket  and  shall  be  set  aside  for  such  purposes  during  the  pleasure  of 
the  board  of  aldemien  subject  to  such  rules  and  regulations  concern- 
ing fees,  the  hours  of  doing  business  and  the  geneniL  management  of 
said  market  as  may  be  made  by  the  commiasiorKr.  (Oid.  effective 
Jan;  4, 1915.) 

,f'28.  Atioxlic  awenva  tnarket,  Brooklyn. — So  much  of  lands  in  the 
Tweaty-eixth  ward,  borough  of  Brooklyn,  as  are  bounded  and 
deecribed  as  follows,  to  wit :  Bounded  on  the  east  by  Miller  avenue, 
thoiae  running  westerly  along  Atlantic  avouie  and  under  a  piteseni 
elevated  structure  of  tbe  Loag  Island  Railroad  to  Pennsylvania 
wepa^,  bmng  i^t  present  an  uiq>aved  section  of  the  street  between 
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tfce  morth  md  douth  pa^fr^cT  driveways  and  apptbximatelj^  forty  feet 
wide,  are  hereby  declared  to  be  a  public  market,  to  be  known  aa  the 
"Atlaiitfc  avenue  public  market,"  and  shiall  be  set  aside  for  such 
puiposes  during  the  pleasure  of  the  board  of  aldermen,  subject  to 
such  rules  and  r^ulations  ooncetning  fees,  the  hours  of  doing  busi^ 
ness  and  the  general  management  of  said  market  as  may  be  made  by 
the  commissioner  of  public  markets  of  the  city  of  New  York.  (Added 
by  ord.  appd.  July  17,  1919.) 

§  29.  Union  square  ??MwA^f  .-^-So  mudi  of  the  lands  in  the  boroudi 
of  Manhattan  as  are  bounded  and  described  as  follows,  to  wit: 
Beginning  at  a  point  on  the  northeast  line  of  Union  square;  running 
thence  northerly  and  parallel  with  Fourth  avenue,  about  98  feet  to 
the  southerly  house  Ime  of  17th  Street;  thence  westerly  along  the 
^utherly  house  Hue  to  17th  street  about  218  feet  to  Broadway; 
thence  ^utherty  and  paralld  with  Fourth  aVenue  about  98  feet  to 
the  northerly  hue  or  Union  square;  and  thence  ej^terly  along  lAie 
northerly  line  of  Union  square  about  218  feet  to  the  place  of  begin- 
ning, in  said  borough,  shall  be  set  aside  and  apart  for  a  public  market 
for  the  sale  of  plants  and  flowers,  and  shall  be  known  as  the  Union 
square  maiket.    (Ord.  effective  June  17,  1913.) 

§  30.  WaJMnrnt  market. — 1.  So  much  of  the  lands  lying  between 
the  following  boundaries  in  the  borough  of  Brooklyn:  On  the  north, 
flushing  avenue;  on  the  south,  Wallabout  Creek;  on  the  west, 
East  avenue;  on  the  east,  Clinton  avenue,  with  the  exiception  of  the 
portion  of  land  already  set  aside  by  ordinance  for  the  use  of  the  de- 
partment of  dbdcs,  and  lands  leased  or  controlled  by  the  Pennsyl- 
vania Railroad  company. 

2.  Farmers*  smiare.  The  portion  of  Wallabout  market  in  the 
borough  of  Brooklyn,  commonly  known  as  "Farmers'  square,"  shall 
be  k^t  for  the  exclusive  use  of  farmers  and  market  gardeners. 
(Charter,  §164.) 

3.  Leases.  The  commissioner  shall  have  the  sole  pow^  to  lease 
any  portion  of  the  Wallabout  market  lands  and  renew  existing  leases, 
on  such  terms  and  such  rentals  as  may  be  agreed  upon  between  him 
and  the  lessees  or  holders,  subject  to  the  following  provisions  as  to 
the  rd-te  of  rent:  In  case  the  amount  of  rent  for  any  renewal  term  <rf 
any  lease  be  not  a^'eed  upon,  as  aforesaid,  by  the  1st  day  of  January 
preceding  the  expiration  of  the  previous  term,  the  same  shall,  if 
either  the  commissioner  or  the  lessee  or  holder  shall  so  elect,  be  fixed 
as  now  provided  by  law,  except  that  the  rent  may,  in  the  discretion  <rf 
tie  commissioner  be  reduced.  The  rents  for  such  renewal  terms, 
whether  agreed  upon  as  above  provided,  or  fixed  as  now  provided  by 
law,  shall  not  be  less  than  an  amount  equal  to  2-3  of  the  rent  of  the 
preceding  term,  nor  exceed  an  amount  eoual  to  the  rent  of  the  pre- 
ceding term  and  1-3  Hiereof  in  addition  tnCTeto.  The  commissicMiw 
may  at  any  time  with  the  consent  of  the  lessee  or  holder,  vary  or 
modify  any  of  the  provisions  of  any  lease  of  such  lands. 

§81.  Washingt&n  vutrkeL — ^The  lands  contained  in  the  bloc|c 
bounded  by  Washington  street.  Fulton  street.  West  street  and  Vesey 
street,  in  the  borough  of  Mannattiein,  shall  oe  set  aside  and  apart 
for  a  public  market,  and  «hall  be  known  as  Washington  market. 
(New.) 

§32.  West  Washington  marfcc^— The  lands  hi  the  borough  of 
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MaoJbattan  bomided  on  the  north  hy  i^mSeld  street  and  tb0 
north  side  of  West  14th  street,  on  the  south  by  the  south  side  (k 
Gansevoort  street,  on  the  west  by  13th  avenue,  lOih  avenue,  and 
marginal  street,  from  West  13th  street  to  West  14th  street,  and  on  the 
east  by  0th  avenue,  are  hereby  dedicated  to  market  purposes,  and 
shall  be  used  and  occupied  as  such,  in  the  manner  that  may  be  aesigf 
nated  and  prescribed  by  the  commissioners  of  the  siting  fund, 
who  shall  have  full  power  and  authority  in  respect  thereto.  iThe 
commissioners  may,  m  their  discretion,  lease  any  of  said  lands  for 
such  term  of  years,  with  such  covenant  and  for  such  annual  rentals, 
as  in  their  judgment,  shall  be  for  the  best  int^:estgf  of  the  city,  or 
continue  the  use  of  the  same  as  a  public  market,  (Amended  by 
ord.  appd.  Oct.  26,  1917.) 

§  33.  Jamaica  markei."-^  much  of  the  lands  in  the  Borou^  of 
Queens  bounded  and  described  as  follows,  to  wit:  Beginning  at  a 
point  in  Jamaica,  Borough  of  Queens,  kaown  as  Archer  avenue 
(Twombly  place)  where  said  Archer  avenue  (Twomblv  place)  m 
intersected  from  the  north  by  Twombly  place  (TwcMnbly  place); 
running  thence  westerly  on  Archer  avenue  (Twombly  place)  on  the 
northerly  side  of  and  parallel  to  the  Long  Island  Railioad,  approxi- 
mately 900  feet  to  a  point  where  Archer  avenue  (Twombly  place) 
is  intersected  from  the  norUi  by  15lst' street*  (Division  street)  and 
between  the  house  lines  of  said  Archer  avenue  (Twombly  place)  in 
said  borough  be  set  aside  and  s^part  between  the  hours  of  4  a.  m.  and 
10  a.  m.  daoly,  for  the  purpose  of  a  wholesale  terminal  curb  market, 
for  sale  of  fruits,  vegetables  ^d  produce  and  shall  be. known  xui 
Jamaica  market.    (Ord.  appd.  Dec.  17, 1919.) 

Adopted*  June  14.  1021. 
Approved  June  22, 1921. 

ARTICi;jE3 

FABMGKS,  AV^D  MABKBT-QABDBNBBS 

Sec.  50.  License  required. 
§51.  Market  w;i^pons« 
§52.  Removal  bfobstructions. 

Sec.  50.  License  required, — ^Any  farmer  or  market  gardener,  desii^ 
ing  to  use  any  public  market,  may  present  to  the  collector  of  dty 
revenue  and  superintendent  of  markets  on  affidavit  stating  Ins 
name,  residence,  occupation  and  a  general  description  of  the  commod- 
ities which  he  desires  to  sell  in  mim  market,  together  wiUi  a  request, 
that  a  license  be  issued  to  him  for  market  privileges.  On  the,  filing  of 
auch  affidavit,  and  the  payment  of  a  nommal  fee  sufficient  to  dwray 
the  cost  of  issuing  the  license,  the  collector  of  city  revenue  and 
superintendent  of  markets,  if  satisfied  that  the  appUcant  is  a  r^>- 
utable  person,  shall  issue  to  nim  a  license  to  use. such  market  for  a 
period  not  to  exceed  one  ^rear;  All  licenses  issued  under  this  section 
shall  be  numbered  and  registered,  in  the  office  of  the  collector  of  dty 
revenue  and  siq)^rintendent  of  markets,  and  there  shall  be  issued  to 
each  licensee  a  market  tag  or  plate,  in  such  form  and  design  as  shall 
be  prescribed  by  the  oon^ptroUer^  upon, which  the  number  of  the 
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lioense  tshsAl  oon^uiuou^  appear.  No  unlfcenised  farmer  or  market 
cardener  efeaU  be  permitted  to  iise  any  public  market,  and,  while  anj 
Bcensed  farmer  or  market  gardener  snaU  be  exercising  market  privi> 
leges,  he  shall  at  all  times  cause  to  be  displayed  consmcuouslv  the 
t«^  or  plate  oontaiiiing  the  number  of  his  license.  (Charter,  §  163, 
in  part.) 

5  51.  Market  wagons, — ^The  owner  of  every  cart  or  other  vehicle, 
wed  for  the  purpose  of  bringing  meat,  garden  produce  or  other  thing 
to  any  of  the  public  markets  to  be  sold,  shaft -cause  his  name  to  be 
painted  in  a  plain  manner  and  on  a  conspicuous  part  of  such  cart  or 
vehicle.    (CO.,  |83e.) 

§52.  Removal  of  obatrucHons. — ^AH  vehicles,*  boxes,  basdcets, 
market  produce  and  other  articles  and  things  brou^t  into  any  mar- 
ket or  market  place,  or  placed  upon  a  street  or  sidewalk  adjacent  to 
any  maiket,  shall  be  removed  therefrom  by  the  licensee,  or  other 
person  responsible  for  such  obsUnction,  at  the  close  of  market- 
nours^  or  sooner,  tf  required  by  the  collector  of  city  revenue  and 
mroermtend^t  <n  markets  or  his  authorized  subordinate.    (C.  O., 


ARTICLE  4 

MANUPACTURB  AITO  SALE  OP  ICE 

8ec.  60.  Application  for  license;  domestic  use  defined;  standard  fixed. 
§  61.  License;  fee. 

§  62.  Metal  plates  to  be  attached  to  vehicles;  removal. 
§  63.  To  be  weighed  when  sold;  avoirdupois  weight  or  standard 

measurement  pre9Cribed. 
§  64.  Prohibited  sources  of  supply. 
§  65.  Duty  of  commissioner;  inspections  required. 
§  66.  Ice  for  domestic  use;  restriction  of  sale. 
§  67.  General  penalty^ 

Sec.  60.  Application  for  license;  domestic  use  defined;  standard  fixed, 
— ^Every  person  or  corporation  desirmg  td  engage  in  the  business  of 
manufacturing,  harvesting,  retailing  and  selling  any  ice  in  the  City 
of  New  York,  from  house  to  hduse,  or  to  hotels,  restaurants,  pur- 
veyors of  ice  cream  and  beverages,  or  other  places  where  sucli  ice 
so  Isold  and  delivered  may  be  used  in  contact  with  articles  of  food 
or  tifink  (which  use  is  hereinafter  referred  to  as  "doniestic  use"); 
or  where  such  ice  13  to  be  used  solely  for  oooling  purposes,  shaU, 
b^ore  enga^g  in  such  business,  file  a  written  apphcation  with 
the  commissioner  of  public  markets  for  a  license  therefor,  stating 
in  such  application  the  place  or  places  where  Isuch  ice  is  to  be  or 
haj9  been  cut,  manufactured,  or  gathered,  the  means  of  delivery, 
the  location  of  the  depots  or  places  in  the  City  from  which  such  ice 
id  to  be  delivered^  and  the  Quality  of  tJie  ice  intended  to  be  sold. 
Such  application  shall  be  verined  by  the  oath  of  the  applicant,  or, 
if  the  api^cant  is  a  corporation,  b3r  the  oath  of  some  officer  thereof. 

All  ice  to  be  sold  or  delivered  within  the  City  for  domestic  use  as 
af dresaid  riiall  be  pure  and  healthful  ice,  f i«e  from  mat^  deleterious 
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to  healtb;  and  sack  ice  is  hereby  defined  to  be  ioe  which  upon  oh^iu- 
cal-  and  oacteriological  examination  shall  be  found  to  be  free  from 
nitrates  and  pathogenic  bacteria  and  to  contain  not  more  than  nine 
one-thousandths  of  one  part  of  free  ammonia  and  nine  one-thou- 
sandths of  one  part  of  albuminoid  ammonia  in  eadi  one  hpndred 
tliousand  parts. 

§  61-  lAcense;  fee* — ^The  commissioner  shall  ^Kamine  such  applica- 
tion, and  if  it  ^lall  appear  to  him  therefrom  that  the,  ice  intended  to 
be  sold  is  such  ice  as  may  under  this  article  be  lawfully  sold  and  de- 
livered in  the  City,  for  domestic  use  as  aforesaid,  the  commissioner 
shall  issue  such  application,  condition^  that  the  applicant  shall 
comply  with  all  the  ordinances  relating  to  the  cutting,  manufactur- 
ing, storing,  selling  and  delivery  of  ice,  and  with  all  lawful  rules  and 
regulations  of  the  department  of  public  markets  and  the  depart- 
zn^t  of  health,  touclung  the  ice  business  and  touching  the  protec- 
tion and  care  of  articles  of  drink  and  food  materials,  and  that  the 
applicant  will  not  sell  or  give  away  anv  ice  containing  any  substance 
deleterious  to  health  during  the  period  of  his  licaise,  except  as  here- 
inafter provided.  Upon  receipt  of  such  application,  if  such  appUcai- 
tk)n  shall  be  approved  by  the  commissioner,  he  ^ball  issue  or  cause 
to  be  issued  to  such  applicant  a  license  authorizing  the  applic^t  to 
engage  in  the  business  of  retailing  and  selling  ice,  either  for  domestic 
use  solely  or  lor  |)acking  or  cooling  purposes  solefy,  or  for  l]^th  pur- 
poses, for  and  during  the  period  of  suQh  hcense; 

Such  license  shall  be  issued  for  an  annual  period  beginning  on.  the 
first  day  of  May  in  each  year.,  and  the  fee  therefor  shall  be  <|5  for 
each  period  or  fraction  thereof,  payable  in  advance,  and  from  each 
applicant  operating  more  than  one  vehicle  the  fee  shall  be  M  the 
same  annual  and  proportionate  rate  for  each  vehicle  so  employed. 

§  62.  MelaL  pUihs  ta  be  aUacked  to  vehideB)  r^Ttpvo^.-^Every  person 
or  corporation  licensed  under  the  provisions  of  this  article  shall 
have  securelv  fastened  on  each  side  of  the  outside  of  the  box  of  each 
wagon  or  other  vehicle  used  by  him  or  it,  in  and  about  the  business 
of  v^ding  or  distributing  ice,  a  metal  plate  not  less  than  ten  inches 
long  and  six  inches  wide,  havingstamped  or  plainlv  marked,  thereon 
the  words  '^New  York  City  Ice  Dealer"  and  a  number  corresponding 
to  the  number  of  the  license  of  the  ice  dealer  owning,  oontroUinff  or 
)iaing  such  wagon  or  vehicle.  Such  plate  shall  also  have  marked 
thereon  the  year  or  period  for  whidi  such  license  is  issued.  Such 
plate  shall  be  furnished  by  the  commissions*  and  shall  be  of  a  dif- 
fep:«nt  color  and  design  for  each  year. 

No  pason  or  corp<nration  licensed  under  the  provisions  of  this 
article  ahall  use  or  cause  to  be  used  in  and  about  the  business  of 
vending,  or  distributing  ice  in  the  City,  any  wagon  or  other  vehicle 
which  sh^U  not  have  attadied  thereon  metal  plates,  in  accordance 
with  the  provisions  of  this  section,  and  it  shaU  be  the  duty  of  such 
person  or  corporation,  at  the  expiration  of  the  license  year  or  period 
f oiT  which  Slim  metal  plates  were  issued,  to  remove  or  cause  to  be 
r^noved,  sudi  plates  uom  such  wagon  of  other  vehicle,  or  destroy 
the  same^  and  no  such  metal  plates  shall  be  used  on  any  wagon  or 
other  vehicle  at  any  time  other  than  during  the  period  ory^ar  for 
which  siM^  plates  were  issued. 

§63.  To  be  weighed  when  90ld;  (woirdupoia    weight  or  stcmdard 
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measurtment  prescribed, — Every  person  or  oorpsoration  seSMng  foe 
or  ofiFering  ice  for  sale,  at  the  time  of  deMvery  of  any  ice  soldTshall 
wei^  the  quantity  of  ice  delivered,  and  for  that  purpose  shall  be 
provided  with  a  steel-yard  balance  or  other  apparatus  for  weighing 
such  ice,  which  shall  have  been  duly  adjusted  and  sealed  by  an  in- 
spector of  weights  and  measures,  in  accordance  with  the  provisions 
cf  this  ordinance,  <^  should  be  sold  standard  cubic  measurement, 
and  all  ice  sold  within  the  City  shall  be  sold  by  avoirdupois  weight 
or  standard  measurement. 

Any  person  or  corporation  selling  or  offering  for  sale  ice  within, 
or  delivering  ice  to  any  person  within  the  City,  who  shall  violate 
any  of  the  provisions  of  ttds  section,  shall  be  fined  not  1^  than  $25 
nor  niore  than  $100  for  each  offense,  or  have  his  license  revoked  at 
the  discretion  of  the  commissioner. 

§  64.  ProhibUed  stmrcea  of  supply.  No  person  or  corporation  sh^ 
sefi  or  deliver  in  the  City  any  ice  for  domestic  use,  as  aforesaid, 
which  shall  have  been  taken  or  gathered  from  any  stagnant  or  pol- 
luted part  of  the  Hudson  River,  or  any  of  its  branches,  or  from  any 
body  of  water  which  is  stagnant,  or  in  whidi  refuse,  industnal  waste, 
garbage,  sewage  or  any  other  material  tending  to  destroy  tlie  purity 
of  the  ice  cut  or  obtamed  from  such  water,  and  no  ice  shall  be  sold 
or  delivered  in  the  City  for  domestic  use,  as  aforesaid,  which  shall 
have  been  taken  from  any  lake,  pond,  river,  stream  or  other  body 
of  water,  where  ever  located,  which  is  defiled  by  sewage,  garbage, 
ashes,  decaying  vegetation,  refuse  or  waste  ftom  any  mdustry,  or 
by  any  oth^  substances  tending  to  make  the  ice  cut  or  obtamed 
from  such  water  impure  and  unhecdthful,  according  to  the  standard 
fixed  by  this  article  for  ice. 

(  65.  DtUy  qf  commissioner;  inspections  reqtdredj  to  make  rules  and 
regndations. — It  shall  be  the  duty  of  the  oommissioner  to  examine  or 
eause  to  be  examined,  from  tkne  to  time,  the  places  where  ioe  is 
gathered  or  is  to  be  gathered,  or  has  be^n  gatheml,  for  s£^  and  de- 
livery, as  af(»resaid.  and  aU  places  where  such  ice  may  be  stored  or 
kept,  and  every  venide  in  wmch  the  same  may  be  delivered  on  any 
t>art  of  its  route  from  the  place  where  it  is  gathered  to  tlie  consumer, 
and  to  examine  and  cause  to  be  examined,  frcmi  time  to  time,  ioe 
so  sold  or  delivered,  or  to  be  sold  or  delivered,  so  far  as  he  may  dean 
necessary  or  expedient,  to  ascertam  whether  sudi  ioe  is  pure  and 
h^thful  and  free  frcmi  matter  deletrious  to  h^th,  acoordin^^  to 
the  standard  fixed  in  this  article;  and  tf,  from  such  examination, 
it  shall  be  found  that  any  person  or  con>oration  has  acM  or  dis- 
tributed, or  is  selling  or  delivering,  any  ice  for  domestic  use,  as 
aforesaid,  below  the  said  standard  or  any  ice  contrary  to  the  pro- 
visions of  1^  artide,  such  person  or  corporation  may  be  fined  not 
less  than  $25  nor  more  than  $100  for  each  offense,  and  at  the  dia- 
cretion  of  the  eonumssioner,  for  repeated  offaise  may  have  his 
license  revoked. 

The  commissioner  shall,  fr(»n  time  to  time,  make  etadk  reasonable 
rules  as  to  the  storing  and  delivery  and  inspection  of  icfe  to  be  sokl 
or  delivered  for  domestic  use,  as  aforesaid,  as  will  prevoit  the  dis- 
tributing for  domestic  use,  as  aforesaid.  <rf  any  impure  ioe  or  iee 
containing  deleterious  substances  according  to  said  standavd. 

The  oommissioaer  shall,  from  time  to  time,   when   neconmryy 


make  investigatioii  of  the  manufacturing,  harvesting,  storing  and 
delivery  of  ice  to  be  sold  or  delo^i^Kkfor  fyo^estic  use,  and  shall  have 
the  power  to  make  such  reasonable  rules,  and  enforce  the  same,  as 
will  prevent  profiteering  ,49.  the?  4i3tributioii  Of  ice  for  domestic 
use. 

§  66.  Ice  for  domestic  usfs;  restriction  of  sale* — Ko  ice  delSi^isiJkid> ' 
or  intended  to  be  sold,  offered  for  sale  or  detivi^ted  for  dcmiestie  use, 
shall  be  sold,  offered  for  sale  or  delivered  from  any  wagon  or  other 
vehicle  used  in  vending  or  distdbiitingiof  ice  to  be  used  for  packing 
or  cooling  piuposes. 

§67.  General  penalty, — Axxy^peeaon  orooiffdration  violating  any 
of  the  provisions  of  this  article  ^lall  be  fined,  where:  no  other  pen^ty 
is  herem  expressly  proviaed  for,  in  a  sum  of  tiot  less  than  $25  nor 
more  than  $100  for  each  offense.  The  judgi^ent  may  also  direct 
that  a  person  so  fined  be  iin][)risoned  tmtil  the  fine  be  satisfied,  speci- 
fying tne  €Xtent  of  the  imprisonm^t,  which  cannot  exceed  one  day 
for  every  one  aollar  of  the  finq.  The  license  of  a  person  or  corpora- 
tion so  fined  inay  be^  revoked,  at  the  discretion  of  the  commissi(wer. . 
The  provisions  en  this  article  shall  not  be  construed  to  curtail,  limit 
or  affect  any  of  the  powers,  jurisdicticm  or  authority  of  the  board  of  . 
health  in  the  department  of  nealth  o^  the  city  of  New  York* 

Aaopted  June  28, 1921;  approved  Ju^  5,  1921. 


■  .1 


384      CODE  OF  ORDINANCES  OV  9BE  etTT  OF  NEW  TORE 

CHAPTER  16 

Municipal  Civil  Service 

Artide  1.  Gei»»rBl  provisions. 
2.  Special  provisions. 

ARTICLE  1 

GENERAL  P90VI8I0NB 

Sec.  1.  Officers  and  empbyees  to  be  residents. 
I  2.  Vacations. 
I  3.  Hours  of  service  during  July  and  August. 

Sec.  1.  Officeta  and  employees  to  he  reaiderUa. — ^No  person  hot  a  citi- 
zen and  an  actual  resident  and  dweller,  in  good  faith,  in  the  state  of 
New  York  shall  be  eligible  to  appointment  or  einplo3rment  in  any 
of  the  departments,  boards,  bureaus,  or  branches  of  the  government 
of  the  city,  except  in  institutions  which  care  for  the  side  and  infirm, 
and  in  clinics  or  dispensaries  which  furnish  medical  or  surgical  advice 
or  treatment,  and  in  laboratories  offering  facilities  for  the  diagnosis 
of  disease  or  the  analysis  of  food  and  drugs.  Any  person  who  now 
is  or  who  shall  become,  after  such  appointment  or  emplo3rment,  a 
citizen,  resident  or  dweller  outside  the  state  of  New  York,  shall 
thereby  forfeit  his  said  appointment  or  employment  and  shall  be 
removed  therefrom.  The  provisions  of  this  section  shall  not  apply 
to  appointments  or  employments  for  services  or  work  ,to  be  per- 
formed for  the  city  outside  the  state  of  New  York;  nor  to  a  tem- 
porary appointment  or  employment  for  a  specific  service  or  work, 
where  peculiar  or  exceptional  qualifications  of  a  scientific,  profes- 
sional or  educational  character  are  necessary.  Prior  to  such  tem- 
porary appointment  or  employment,  evidence  in  writing  shall  be 
f umished  that  the  services  or  work  to  be  performed  cannot  be  well 
done  by  any  citizen  and  actual  resident  of  the  state  of  New  York 
who  is  available,  and  that  the  non-resident  person  proposed  to  be 
appointed  is  generally  recognized  as  one  possessing  such  exceptional 
qualifications  in  a  mgh  degree.  No  appointment  or  employm^it 
under  this  section  shall  be  valid  unless  the  consent  of  the  mayor 
shall  be  first  obtained.  He  may  require  the  municipal  civil  service 
commission  to  pass  upon  the  matter  and  certify  whether  such  ap- 
pointment or  employment  be  necessary,  and,  also,  whether  the  non- 
resident person  proposed  therefor  be  competent  and  necessary,  for 
lack  of  a  citizen  and  actual  resident  of  the  state  of  New  York  ^o 
is  available  for  appointment. 

Adopted  April  2, 1918.    Approved  April  6,  1018. 

§2.  Vacations.  1.  Salaried  employees. — ^The  executive  heads  of 
the  various  departments,  and  the  bureaus  thereof,  of  the  city,  includ- 
ing the  department  of  education,  shall  grant  a  vacation  ca  not  lees 
than  2  calendar  weeks  in  each  year  to  every  employee  for  \dKun 
provision  is  made  for  continuous  or  yearly  service;  provided,  that 
if  any  emptoyee  has  been  less  than  1  year  in  the  service,  it  shall  be 
within  the  discretion  of  the  executive  head  of  the  department  or 
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bureau  having  jurisdiction  to  grant  such  vacation.  Vacations 
authorized  by  this  subdivisio!i>  may  be  (?}rtended  for  such  period  of 
time  as  the  duties,  length  of  service,  and  other  qualifications  of  the 
employee  may  warnmt. 

2.  Per  diem  employees, — ^A  vacation  shall  be  granted  during  the 
months  of  June,  July,  August  and  September  of  each  year  to  each 
per  diem  employee,  who  has  been  in  the  service  of  the  City  for  at 
least  six  months  prior  to  each  June  first  and  who  shall  waive  all 
claims  to  any  rights  or  privileges  imder  chapter  121  of  the  Laws  of 
1913.    Such  vacation  shall  consist  of  two  weeks. 

TTiis  subdivision  shall  not  apply  to  per  diem  employees  who  are 
engaged"  to  furnish  professional  or  expert  services  at  a  per  diem  rate. 

Adopted  June  3,  1919.    Approved  June  10,  1919. 

3.  Time  of  vacation. — ^The  heads  of  the  various  departments  and 
bureaus  may  fix  the  time  when  vacations  shall  be  given,  except  that 
per  diem  employees,  other  than  those  of  the  board  of  water  supply, 
department  of  parks  and  the  department  of  water  supply,  gas  and 
electricity  shall  be  given  vacations  only  during  the  months  of  June, 
July,  August  and  September.    (Effective  Jime  20,  1916.) 

4.  Compensation. — ^For  all  vacations  granted  imder  this  section, 
the  same  compensation  shall  be  allowed  as  if  the  recipient  were  ac- 
tually employed.     (Ord.  June  6,  1914.) 

§  3.  Hours  of  service  during  Jidy  and  August. — ^Four  hours  upon 
any  Saturday,  during  the  months  of  July  and  August,  shall  consti- 
tute a  full  day^  work  for  all  employees  of  any  department  or  bureau 
of  the  city.  The  head  of  a  d^artment  or  bureau  shall  have  power 
to  employ  his  subordinates  upon  any  legal  holiday,  or  may  employ 
them  upon  any  such  Saturday  in  excess  of  the  legal  day's  work  above 
prescribed,  paying  them  compensation  therefor  at  the  rate  of  their 
usual  wages  or  salaries.  The  provisions  of  this  section  shall  apply  to 
and  include  per  diem  employees,  but  shall  not  apply  to  the  imif  ormed 
forces  of  the  police  and  fire  departments.    (Ord.  June  24,  1913.) 

ARTICLE  2 

SPECIAL  PROVISIONS 

Sec.  10.  Employees  of  fire  or  police  departmoit;  reinstatement. 

Sec.  10.  Employees  of  fire  or  police  department;  reinstatement. — 
Employees  of  the  fire  or  police  department,  not  entitled  to  a  trial 
before  dismissal,  and  who  were  given  an  opportimity  to  explain 
charges  before  tney  were  removed,  may  apply  to  the  mayor,  within 
one  year  from  the  date  of  the  order  separatmg  them  from  the  service, 
for  a  further  opportimity  to  explain,  setting  forth  the  reasons  for 
such  action.  Tte  mayor  may,  m  his  discretion,  grant  the  ^plica- 
tion. The  fire  or  police  commissioner  shall,  thereupon,  afford  a 
further  opportupity  to  the  dismissed  employee,  to  explam  tne  charges 
^filed  agamst  hSn,  on  which  the  removal  was  based.  Thereafter, 
the  fire  or  police  commissioner  may,  in  his  discretion,  reinstate  the 
dismissed  employee  or  reaflSrm  the  previous  removal;  but,  prior  to 
any  reinstatement  under  this  section,  the  former  employee  shall 
file  a  written  statement  waiving  all  claim  or  claims  for  back  salary 
and  damages  of  any  kind  whatsoever.    (Ord.  Mar.  4,  1914.) 
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CHAPTER  17 

Parks,  Parkways  and  Park-Streets 

Artldel.  G^ieral  provisions. 

2.  Traffic  regulations. 

3.  Building  and  other  projections. 

4.  MisceUsmeous. 

The  power  of  the  Board  of  Aldermen  to  pass  Pakk  Ordtfianoe»  is  pt«toribed  in 
the  Greater  New  York  Charter  (L.  1897,  ch.  378»  sec.  47),  and  the  Revised  Charter 
(L.  1901.  ch.  466,  sec.  43). 

By  Laws  1904,  chapter  678.  section  1,  amenc&ig  section  610,  Laws  1901,  chap- 
ter 466,  the  Park  Rules  in  force  May  1, 1904,  were  made  a  chapter  in  the  City  Ordi- 
nances and  amendments  when  adopted  by  the  Park  Board  became  effective  when 
co^es  were  filed  with  the  City  Clerk. 

The  following  is  taken  from  the  Park  Ordinaaoea,  adopted  March  18. 1912. 

ARTICLE  1 

GENERAL  PROVISI(»rS 

Sec.  1.  Definitions. 

§  2.  Interfering  with  lands  or  improvements  thereon. 
§  3.  Sub-surface  disturbances. 
§  4.  Over-head  wires. 

5.  Destruction  of  or  injury  to  park  property. 

6.  Preservation  of  lawns  and  grass  plots. 

7.  Bringing  trees,  plants  and  flowers  into  parks. 

8.  Use  of  roller  sKates. 

9.  Rubbish  and  refuse  matter. 

10.  Processions;  drills;  music. 

11.  Public  meeting. 

12.  Sales  or  exhibitions. 

13.  Posting  bills  or  placards. 

§14.  Bathing,  fishing,  boating  and  skating. 

1 14a.  Campmg. 

§  15.  Protection  of  animals,  birds  and  reptiles. 

§  15a.  Baseball  and  other  games. 

§  16.  Anknals  at  large. 

§  17.  Disorderly  conduct. 

§  18.  Custodian  of  minors. 

Sec.  1.  Definitions, — ^Unless  otherwise  expressly  stated,  whenever 
used  in  this  chapter,  the  following  terms  shall  respectively  be  deemed 
to  mean: 

1.  Commissumer,  or  the  commissioner,  the  park  commissioner  having 
jurisdiction  of  a  particular  park,  or  park-street,  as  hereinafter  defined; 

2.  Park,  any  park,  parkway,  square,  circle,  or  concourse,  or  part 
thereof,  under  the  jurisdiction  of  the  park  department; 

3.  Park-street,  &  street,  avenue,  boulevard  or  other  highway, 
under  the  jurisdiction  of  the  park  department; 

4.  Permitf  a  written  authorization  for  the  exercise  of  a  specified 
park  privil^e,  issued  by  the  park  commissioner  having  jurisdiction. 

§2.  Interfering  with  lands  or  improvements  thereon, — No  person 
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shall  modify,  alter  or  in  any  maimer  interfere  with  the  line  or  grades 
of  any  park  or  park-street,  nor  take  up,  move  or  disturi>  any  curb, 
goiter  stone,  flag^g,  tree,  tPee45ox,  railing,  fence,  sod,  soil  or  gravel 
thereof,  except  by  direction  of  the  commissioner  or  iina«»  his  permit. 

§3.  Sviyfwface  disturbances, — No  person  dilall  open,  expose  or 
interfere  with  any  water  or  ^  pipe,  hydrant,  stopcock,  sewer,  b^in 
or  other  ccmstrucdon,  withm  or  upon  any  park  or  park-street,  nor 
make  any  connection  therewith,  except  tmder  the  authority  of  a 
permit,  and  upcm  the  deposit  of  such  sum  of  money  as  may  be  re- 
quired by  the  commissioner  to  insure  the  restoration  of  the  sdl, 
plants,  shmbs,  trees,  sidewalk,  pavement,  curb,  gutter  and  flagging 
disturbed  in.  the  making  of  sucn  connection. 

§  4.  Overhead  wires. — No  person  shall  attach  or  string  any  electric 
<Mr  other  wne,  or  adjust  or  carry  the  same  into  or  over  any  park  or 
park*«treet,  except  under  a  permit. 

S  5.'  Destruction  of  or  injurp  to  park  property. — No  person  shall 
cut,  break  or  in  any  wa^  injure  of  deface  any  tree,  snrub,  plant, 
srass,  post,  railing^  emun^  lamp,  lamppost,  bench,  tree-guard, 
building,  straetureor  other  property  in  or  upon  any  park  or  park- 
street,  nor  shall  any  fallen  branches  be  cut  or  removed  without  a 
permit.  It  shall  be  tinktwful  also  to  bring  into  anv  park  any  tool  or 
instrument,  such  as  a  hatchet,  axe  or  saw  intended  to  be  used  for 
the  cutting  of  branches  of  trees,  or  trees  or  other  propwty. 

§  6.  Preservation  of  lawns  and  ^ass  pfofe.^No  i^erson  unless  he 
shall  hdid  a  ^lecial  permit  th^:efor  or  unless  a  special  permit  there- 
fcv  shall  have  be^i  issued  to  a  group  of  which  he  is  a  member  shall 
-go  upon  any  lawn  or  grassj^ot  in  any  park  or  parkway  except  when 
permission  th^:efor  shall  have  been  given  to  the  pubhc  by  me  com- 
missioner. 

§7.  Bringing  trees,  pkmts,  and  flowers  into  parks. — ^No  person 
ahsJil  bring  into  or  carry  within  aporic  any  tree,  shrub,  plant  or 
flower,  or  newly  plucked  part  thereof,  without  a  permit. 

§  8.  RoUier  dcates.—^No  perscm  shall  use  roller  skates,  push  mobiles 
or  any  similar  device  upon  any  sidewalk,  foot-path  bridle  path  or 
driveway,  nor  in  any  bmlding  or  pkce  of  public  assembly,  exom>t 
upon  such  walks  and  during  such  hours  as  may  be  deragnated  by  tne 
commissioner. 

§9.  Rubbish  and  refuse  matter. — No  person  shall  throw,  cast  or 
lay,  or  direct,  suffer  or  permit  any  servant,  agent,  employee  or  person 
in  his  or  her  charge,  to  throw,  cast  or  lay,  any  ashes,  offal,  ve^ 
tables,  garbage,  dross,  cinders,  dbdls,^  straw,  diavings,  paper,  dirt, 
fiHh  or  rubb&  of  any  kind  whatso^er  in  any  park,  or  in  any  IsJse, 
lawn,  path^  walk,  road  or  drive  thereof,  or  in  any  park-street;  pco- 
cidea  that  m  the  mormng  before  8  o'clock,  or  before  the  first  sweep- 
ing of  the  roadway  of  any  park-«treet  by  thQ  street  cleaners,  dust 
from  the  ddewalk  may  be  sw^t  into  the  gutter,  if  there  piled,  but 
iK3t  otherwise. 

§10.  Processions;  drills;  music. — ^No  parade,  drill  or  manoeuver 
of  any  kind  shall  be  conducted,  nor  ^all  any  person  play  upon  a 
musical  instrument  or  display  any  flag,  bamiCT,  tar^t,  sign,  placard 
or  transpar^icy  in  any  paric,  nor  shall  any  civic  or  other  procession 
fonn  or  move  therein,  witlwut  a  permit;  but  no  such  permit  shall 
be  neoesBary  for  Hie  use  of  the  parade  ground  adjacent  to  Proiq)ect 
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Paark,  Borough  of  Brooklyn,  by  oigftnisatioiis  of  the  National  Guard 
(rf  the  State  of  New  York. 

§  11.  Pvblic  meetrnga. — No  person  shall  ^rect  any  structure,  stand 
or  platform,  or  hold  any  meeting,  or  perform  any  ceremony  or  make  a 
q)eech,  address  or  haran^e  in  any  park  withoiut  a  permit  from  the 
commissioner  having  jurisdiction. 

§  12.  Permits  for  saleSf  exhiSniiona,  etc. — No  person  shall  exhibit, 
sdl,  or  offer  for  sale  anything  whatsoev^,  or  take  any  photograph, 
or  perform  any  personal  service  or  hire  in  any  park  or  parkwav,  or 
in  any  street,  square,  or  public  place  imd^  the  jurisdiction  of  the 
deparbnent  of  parks  except  und^  a  permit  from  the  commissioner 
of  parks  of  the  borou^  in  which  such  park  or  parkway,  street, 
square,  or  public  place  is  situated  or  otherwise  than  in  accordance 
with  the  terms  of  such  permit,  provided^  however,  that  the  provisions 
of  this  section  shall  not  apply  to  pubhc  hack  stands  maintained  in 
streets  adjacent  to  public  parks,  pursuant  to  section  99,  article  8, 
chapter  14  of  the  Code  of  Ordinances. 

i  13.  Posting  bills  or  placards;  distribuHng  cards,  circulars  or  pamn 
pMets. — No  person  shall  post  any  bill,  pilaeard,  notice  or  other 
paper  upon  any  structure,  tree,  rock,  article  or  thing  within  any 
park  or  upon  any  park-street,  nor  paint  or  affix  thereon,  in  any 
other  way,  any  advertisement,  notice  or  exhortation,  except,  under 
a  permit  and  in  strict  conformity  therewith.  No  person  shall  db- 
trioute,  hand  out  or  cast  about  any  card,  circular,  pamphlet  or 
other  printed  matter  within  any  paric  or  upon  any  park^reet.  The 
placing,  or  using  for  anv  other  purpose  than  reacung,  of  newspapens, 
or  other  papers,  on  the  lawns  or  benches  oS  public  puks,  isforbiaden. 

Ai  to  posting  plaoarcl8''on  prirate  property,  aee  People  v.  Green,  85  App.  Div. 
400. 

§  14.  Bathina^  fishing^  boating  and  skaHna, — No  person  shall 
bathe  in,  nor  disturb  in  any  way  the  fish  in,  the  waters  or  fountains 
of  any  park,  nor  cast  any  substance  Uierein;  except,  that  in  the 
waters  adjacent  to  Pelham  Bay  Park  bathing  and  fishing  shall  be 
permitted,  subject  to  the  rules  and  regulations  presoribra  by  the 
ocnnmissioner.  Fishing  may  also  be  allowed  in  the  lakes  of  Prospect 
Park  and  Kissena  Park,  imder  permits.  No  person  shall  be  per- 
mitted to  appear  in  bathing  costume  or  in  any  other  than  customary 
street  attire  m  any  paric  or  parkway,  exc^t  on  the  beaches  in  Pel- 
ham  Bay,  Seaside.  Dreamland,  Jacob  Riis  and  Rockaway  Paries. 
No  boat  or  vessel  snail  be  placed  upon  any  of  the  waters  of  any  park. 
except  by  special  permit.  No  skating  or  sledding  shall  be  allowea 
on  any  park  lakes,  imtess  and  until  the  ice  is  declared  to  be  in  a 
suitabte  condition  by  the  commissioner. 

§  14a.  Camping. — No  person  shall  tent  <»r  camp  or  erect  a  tent 
or  camp  in  a  public  park,  or  public  place  under  the  jurisdiction  tk  a 
Park  Commissioner,  without  a  penmt. 

§  15.  Protection  of  animals^  birds  and  reptiles. — No  person  shall 
hunt,  chase,  shoot,  trap,  discharge  or  throw  missiles  at,  or  tinol^ 
or  diisturb  in  any  way,  any  animal,  bird,  or  reptile  in  any  park. 

{ 15a.  Baseball  and  opier  games. — No  person  shall  throw,  cast, 
catch,  kick  or  strike  with  any  implement  whatever,  any  baseball, 
golf  ball,  foot-ball,  basket  ball,  bean  baj,  or  other  object  in  or  upon 
any  park  or  paricway,  or  any  square,  circle,  concourse,  playground, 
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street,  avenue,  boulevard  or  other  highway  under  the  jurisdiction 
of  the  park  department,  or  on  any  recreation  pier,  without  a  perrpit 
therefor  issued  by  the  commissioner  or  his  supervisor  of  recreation 
nor  otherwise  than  in  aQcorda^ce  with  the  terms  of  such  permit. 

§  15b.  GW/.^—Caddies  shall  not  be  brought  by  players  upon  any 
of  the  golf  courses  under  the  jurisdiction  (^  any  commissioner, 
without  permission  of  the  conunissioner  or  his  representative  in 
charge. 

§  16.  Animals  at  large. — No  horse  or  other  animal  shall  be  al- 
lowed to  go  at  larce  in  any  i)ark  or  upon  any  parknstreet,  except  dogs 
that  are  restrained  by  a  cnain  or  leash  not  exceeding  6  feet  in  length. 

§  17.  Disorderly  conduct. — No  person  shall,  in  any  park: 

1.  Use  threatening,  abusive  or  insulting  language; 

2.  Do  any  obscene  or  indecent  act; 
3»  Throw  stones  or  other  missi^; 

4.  B^  or  publicly  solicit  subscriptions  or  contributions; 

5.  Tell  fortunes: 

6.  Play  cards  or  other  games  of  chance,  or  use  or  operate  any 
gaming  table  or  instnunent; 

7.  Climb  upon  any  waU,  fence,  shelter,  seat,  statue  or  other 
erection; 

8.  Fiiie  or  cany  any  firearm,  firecracker,  torpedo  or  fireworks; 

9.  Make  a  fire; 

10.  Bnter  or  leave  except  at  the  established  entrance-ways; 

11.  Loiter  at  ni^ht  where  there  is  no  light,  in  automobile,  or  other 
vehicle,  or  otherwise.  It  shall  be  u^wful  after  12  o'clock  midnight 
to  loiter  in  an^  park,  under  any  circumstances,  unless  general  or 
special  permission  shall  be  given  by  the  Park  Commissions. 

12.  Do  any  act  tending  to  a  breach  of  the  public  peace; 

13.  Bring  into  any  park  or  consume  publicly,  any  beverage  con- 
taining alcohol; 

14.  Bring,  laiid  or  ,cau8e  to  descend  or  alight  any  seroplane,  air- 
ship, flying  machine,  balloon,  parachute  or  other  instrumentality 
for  aviation  in,  on  or  upon  any  park  or  parkway,  without  a  permit; 

15.  The  Commissioner  of  Parks,  Borough  of  The  Bronx,  may,  in 
his  discretion,  fix  the  hours  for  entering  or  leaving  Hunter  Idand 
aiid  Twin  Island,  Pelham  Bay  Park,  and  when  so  fixed,  suitable 
si^pos  may  be  place^l  at.  points  deemed  appropriate  by  the  said  com- 
nussioner. 

All  persons  doing  any  act  injurious  to  a  park  ^laU  be  removed 
therefrom  by  the  park  keepers  or  by  the  police.  When  necessary 
to  the  protection  of  life  or  property,  the  officers  and  keepers  of  the 
park  may  remove  aU  persons  from  any  designated  part  thereof. 

§  18.  No  parent^  guardian  or  custodian  of  a  minor  gdiall  per- 
mit or  allow  such  mmor  to  do  any  act  pi;ohibited  by  any  provision 

of  this  chapter. 

Paris  MdinftDoes  must  b«  reasonable.    Matter  of  Wright,  29  Him  357;  Baldwin  v. 
Park  Cknun.,  N.  Y.  Daily  Jaegister.  April  8, 1891. 
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ARTICLE  2 

TRAFFIC  RBaUt4A'nONS 

Sec.  30.  Use  of  drives  and  bridle  paths. 
§  31.  Parking  vehicles. 
§  32.  Towing  vehicles. 

33.  Restrictions  on  certain  vehicles. 

34.  PubHc  hacks,  cabs  and  automobiles. 

35.  Carriers  of  offensive  refuse  or  heavy  materials. 

36.  Smoky  motor  vehicles. 

37.  Park^reets. 
_  38.  Harlem  River  driveway. 
§  39.  Oc^an  Boulevard,  Bay  Parkway,  Eastern  Parkway,  Brooklyn 

^eedway.    Ocean    Parkway,  Bushwick  Avenue,  Fort 

Hamilton  Parkway. 
I  40.  Bicylists. 

I  41.  Coney  Island  cycle.paths. 
§  42.  Instruction  in  drivmg  motor  vehicles  or  bicycles. 

Sec.  30;  Use  of  drives  and  bridle  paihs, — In  all  parks  and  parkways, 
the  drives  ^all  be  used  only  by  persons  in  pleasure  v^cles,  on 
bic3rcles  or  on  horseback;  the  bridle  paths  only  bv  persons  on  horB&> 
ba<!k.  Animals  to  be  used  on  either  shall  be  weU  broken,  and  con- 
stantly held  in  such  control  that  they  may  be  easily  and  quickly 
turned  or  stopped.  No  person  shall  <^rate,  drive  or  propel,  and 
no  owner  thereof  riding  thereon  or  therein  shall  cause  or  permit  to 
be  operated  driven  or  propelled,  on  any  park  drive,  paricway  or 
park-street,  any  bicycle,  tricycle,  vebdpeae,  motor-cyde,  motor- 
tricycle,  motor  delivery  wa^n,  or  motor  vehicle,  however  propdled, 
or  any  vehicle  drawn  oy  horses  or  other  attimals,  remessly^or  negli- 
gently, or  at  a  speed  or  in  a  manna:  so  as  to  endsmger,  cm*  to  be  likely 
to  endanger  the  life  or  property  of  any  i)erBOn.  A  rate  of  speed  ex- 
ceeding mteen  miles  per  hour  is  prohibited  in  any  park,  parkway, 
street  or  other  place  under  the  jurisdiction  of  any  Park  Commi»- 
sioner.  When  an  officer  on  duty  snail  direct,  by  gesture  or  otherwise, 
that  the  speed  oi  an  animal  or  vehicle  shall  oe  checked,  or  that  it 
shall  be  stopped,  or  its  coiurse  altered,  such  direction  snail  be  im- 
mediately obeyed.  No  horse  or  other  beast  of  burdmi,  nor  any 
automobile,  diall  be  driven  or  suffered  to  stand  anywhere  except 
on  the  drive  or  bridle  path.  On  all  driveways  and  parkways  wh^ 
grass  plots  divide  the  way,  all  vehicles  and  h^nsemen  muftt  keep  on 
the  right  hand  drive  or  bridle  path. 

§  31.  Parking  vehidesj—No  owner  or  op^ator  of  a  motOT-cycle, 
automobile  or  horse-drawn  vehicle  shall  stop  near  any  of  the  music 
stands  pi;  other  places  in  or  about  a  pai^,  parkway,  plasa,  ooocourse, 
circle  or  square,  where  any  conaiaerable  number  of  penons  are 
accustomed  to  congregate,  or  where  such  motor-cycles,  automo- 
biles or  vehicles  would  be  a  source  of  danger  to  life  and  limb, 
except  by  permission  of  the  commissioner.  Automobiles  shall  not  be 
parked  inAny  place  in  any  park  after  10  P.  M. 

§  32.  Towing  vehicles. — No  vehide  of  any  kind,  in  tow  of  another 
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Ydiicle  ormftofaine',  shall  foe  attowed  to  enter  aay  park  or  ^to  prooeed 
along  any  parkway,  but,  in  oaae  of  break-down,  within  a  paric  or  park-* 
wav,  the  (usabled  yehide  may  be  towed  to  the  nearest  point  of  exit. 
idZ.  Begtrictiona  &n'cerUun  vMdes.  I.  H^araes. — ^No  hearse, 
or  other  vehide  or  person  carrying  the  body  of  a  dead  person,  6hm 
enter  or  be  allowed  in  aoy  pi^  of  a  park,  except  by  perniit. 

2.  Garners. -^"^o  motor  <^le,  motor  vehicle  or  horse-drawn  ve- 
hieJe  shail  be  tised  on  the  park  or  parkway  drives  for  the  sole  or 
part  purpose  of  earrjring  or  carting  merchandise,  ^oods,  household 
or  other  furniture,  tools,  rubbi^  or  other  material,  except  upon 
tniffio  roads  foovided  for  trucks^  wagons  and  other  thsm  pleasure 
vehicles,  exc^t  by  pennissicm  of  Hie  Paric  Commissicm^. 

3.  Fire  aqmaralus, — ^No  fire  engine  or  other  apparatus  on  wheds 
tot  wtinguiMung  fire  shaU  enter  or  be  allowed  upon  any  part  of 
the  park,  exSoept  the  transverse  and  traffic  roads. 

§'84.  PMie  hadki^  cabs  and  aiUomobiles,  1.  Special  permUs. — ^1. 
No- automobile,  stage  or  other  vehicle  shall  be  allowed  to  cany 
passengers  for  hire  over  or  upon  any  park  or  parkways,  except  upon 
traffic  roads,  without  a  permit. 

2.  AvxuHng  fares,— ^No  vdiicles  for  hire  shall  stand  within  a  park, 
parkway  or  park-^street  for  the  purpose  of  takmg  up  pass^gers, 
oihtr  than  those  whom  it  has  brou^t  in,  without  a  pemiit. 

3.  J^oUoUin^  passengers, — AH  dnvers  or  attendcmts  of  vehicles 
f Qlr  hire,  standing  in  Central  Park,  EhaXL  remain  in  dose  proximity 
to  tJ^eir  vehicles,  while  so  standmg,  and  iio  pereon  shall  in  any  way 
soHcit-  a  passeneer  for  any  vehicle  for  hire  in  Central  I^k  without 
a  permit,  and  the  Paric  CommissicHier  may  make  a  diarge  for  sUoh 
permit. 

S  35.  Carriers  cf  cffensi)oe  r^use  or  h&ufy  materials, ^^'i^o  garbage, 
ashes,  manure  or  other  offensive  material  shall  be  ciuried  over  any 
parkway  or  through  anypark,  except  upon  the  traffic  roads  set 
apart  for  the  purpose.  When  such  refuse  is  to  be  removed  from 
residences  fronting  on  any  park  or  park-street,  the  vehicle  cdlecting 
the  same  must  leave  the  park  or  street  as  soon  as  the  c(^lection  has 
been  accomplished,  and  within  the  time  prescribed  by  the  caror 
missioner.  No*  earth,  sand  or  broken  stone  ^lall  be  carried  over 
any  parkway  except  on  traffic  roads,  without  a  permit. 

1 36.  Srrmy  meUfr  v^ncles, — No  person  shall  be  permitted  to 
run  a  motor  vehide  which  onits  ofifensive  quantities  of  smoke  or 
gas  or  disagreeable  doors  from  its  eodiaust,  or  muffler,  in  a  park  or 
paric-street. 

{37.  Park*slreets,  1.  GenemZ.-— No  animal  or  vehide  i^iall  be 
permitted  to  istand,  nor  shall  any  incumbrance  of  any  kind  be  al- 
lowed to  remain  vqpon  any  street  adjacent  to  or  bouncung  upon  any 
park,  witiiout  a  permit;  except  that  vehicles  may  be  permitted  to 
take  up  and  set  down  passengers,  and  to  load  and  unload  merchandise 
in  the  usual  manner,  and  may  occupy  the  street  a  reasonable  time 
for  the  purpose;  provided,  however,  that  they  shall  not,  while  so 
doing,  unnecessarily  incumber  the  street  or  obstruct  travel  therein. 
Business  vehicles,  heavy  or  light  trucks,  delivery  wagons,  automo- 
biles carrying  goods,  etc.,  may  be  prohibited  from  using  any  road- 
way or  pcortion  of  roadway  imder  the  iurisdiction  of  the  Department 
c^  Parks-,  City  of  New  York,  or  any  branch  thereof,  which  may  be 
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d)a0%(i^ted  by  the  oommiasioiiar  having  jurisdiotion,  by  afipropriate 
signs  being  placed  thereon  or  otherwise. 

2*  Spedal.-— -The  delivery  of  supplies  to  the  residences  on  River- 
side Drive  and  Mc^ningsiae  avenue,  West,  in  Msmhattan,  and  the 
Shore  Road  in  Brookljm,  will  be  permitted  m  the  forenoon,  but  no 
business  vehicles  shall  enter  upon  or  pass  over  said  parkways  aft^* 
the  hour  of  noon,  exeept  by  special  permit.  In  passmg  over  any  of 
said  streets,  business  vehicles  mu^  ^o  directly  to  the  plaoe  of  de* 
livay  and  must  leave  such  street  without  unnecessary  delay,  and 
by  the  shortest  route — ^the  plaoe  of  entry,  if  possible.  The  park- 
streets,  ^ecified  in  this  subi-division  must  not  be  used  to  enable 
business  vehides  to  reach  places  exterior  to  such  streets. 

§  38.  Harlem  Rwer  driveway.  1.  Speedway  reatricUd: — ^The  use  of 
the  ^)eedway  is  restricted  to  horse-drawn  |deasure  vehicles  ^oept  as 
otherwise  determined  by  the  Commissioner  of  Barks  for  the  Borougji 
of  Manhattan  under  the  provisions  of  Chapter  102,  Laws  of  1919. 

2.  Crossing  roadway. — Pedestrians  must  not  cross  on  the  Speed- 
way; subways  are  provided  for  that  purpose. 

§39.  Ocean  Botdeoardy  Bay  Parkway,  Eastern  Parkway  and  the 
Speedway  in  Brooklyn,  1.  Business  vdlides. — Wagons,,  tru^,  and 
oth&c  business  vehicles,  heavy  or  light,  are  prohibued  from  us- 
ing the  main  driveway  of  the  Ocean  Parkway  and  must  use  the 
west  traffic  road  at  all  times;  and  from  using  ^  Bay  Parkway,  be- 
tween 80th  Street  and  Gravesend  Bay;  and  from  usmg  the  central 
pavement  on  the  main  roadway  of  fiastem  Parkway,  urang  either 
the  block  pavement  on  the  main  roadway  adjoining  the  central 
pavement  or  the  side  traffic  roads.  Pleasure  vehides,— -On  Eastern 
Parkway,  from  the  Plaza  to  Ralph  Avenue,  pleasure  vehicles,  auto- 
mobiles, carriages,  etc.,  shall  use  the  central  pavem^it  on  the  main 
roadway  and  are  prohibited  from  using  the  heavy  traffic  side  roads, 
except  when  main  roadway  is  not  open  for  use. 

la.  It  shall  be  unlawful  to  drive  am^  vehicle  over  the  easterly 
side  road  or  brkile  road  of  the  Ocean  Parkway,  between  Prospeet 
Park  and  ib&  Coney  Island  Concoiurse,  or  to  park  any  aut(HnobiIe 
along  the  ciu*b  line,  except  as  it  mav  be  necessary  for  vehicles  to 
use  the  bridle  road  for  the  purpose  of  conveying  supplies  and  mate- 
rials to  or  from  resid^Qces  or  sites  for  residences,  and  as  it  may  be 
necessary  for  automobiles  to  approach  or  leave  residences  ot  sites 
for  residaices,  or  as  it  may  be  necessary  to  park  automobOes 
in  front  of  residences  or  sites  for  residences  pending  their  uso,  in 
accordance  with  the  traffic  rules  of  the  Police  Department  of  the  City 
of  New  York.  In  all  cases,  however,  vehicles  must  enter  scdd  road 
from  the  nearest  street  intersection,  in  the  direction  of  traffic  and  leave 
said  road  by  the  nearest  intersecting  street  in  the  direction  of  traffic. 

2.  Use  of  Speedway  area. — ^The  Speedway  section  of  Ocean  Paik- 
wa^,  between  Bay  Parkway  and  Kings  Highway,  is  no  longer  re- 
stricted to  the  use  c^  light  harness  dnving  and  eqieeding  puproses 
during  any  hour  of  the  day.  on  any  day  of  the  T^ek,  but  diiall  be 
open  for  the  use  of  automobiles  and  other  pleasure  vdiides  at  all 
times,  the  same  as  other  sections  c^  the  main  roadway,  and  the 
Con^nission^  of  Parks  for  the  Borough  of  Brooklyn  is  herelnr  au- 
ttiorized  to  regulate,  grade,  curb  and  pave  this  section  of  the  Ocean 
Parkway  main  roadway,  between  Bay  Parkwaty  and  Kings  Highway, 
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with  a  permanent  or  other  smtable  tjrpe  of  pavement  for  general 
automobile  and  pleasure  vdiicfe  use. 

3.  Ocean  Parhvdy  restriction.  Southerly  end. — ^The  main  roadway, 
cycle  paths,  bridle  road  and  traffic  road  of  Ocean  Parkway,  from 
the  southerly  side  of  Sea  Breeze  Avenue  southerly  to  Coney  Island 
Concourse,  including  the  Concourse  at  the  water  front,  is  restricted 
to  the  use  Off  automobiles,  pleasure  vehicles,  equestrians,  etc.  Busi- 
ness wagons,  trucks,  auto  trucks,  trailers,  etc.,  will  not  be  permitted 
at  any  time  on  this  section  of  Ocean  Parkway,  except  for  purposes 
of  defivery  to  business  places  or  residence  located  on  the  easterly 
side  of  the  bridle  road  on  this  section  of  the  Parkway. 

4.  Bushwick  Avenue — Parkway  restrictions. — ^Business  vehicles, 
heavy  or  l%ht,  tracks,  trailers,  delivery  wagons,  etc.,  are  prohibited 
from  using  the  se(Jtion  of  Bushwick  Avenue  between  the  southerly 
curb  line  of  Myrtle  Avenue  and  the  northeasterly  curb  line  of  Xa- 
maica  Avenue;  this  section  being  hereby  restricted  to  the  use  of 
automobiles,  pleasure  vehicles,  etc.,  with  the  exertion  of  vehicles 
making  deliveries  to  business  or  residential  places  located  along  the 
roadway,  in  which  case  vehides  must  approadi  and  leave  roadway 
by  the  nearest  intersecting  street. 

5.  Fort  Hamilton  Parhmy. — ^Wagons,  trudcs  and  other  business 
vehicles  are  prohibited  from  using  Fort  Hamilton  Parkway  for  its 
length  from  Ocean  Parkway  to  the  Shore  Road,  Borough  of  Brook- 
lyn; exc^t  as  it  may  be  necessary  for  the  purpose  of  conveying 
supplies  or  materials  to  or  from  residences  ind  business  premises 
along  Hie  parkway.  In  all  cases,  however,  such  vehicles  must  enter 
tf)on  said  parkwav  from  the  nearest  intersecting  street  in  the  direc- 
tion of  trstec  and  leave  said  parkway  by  the  nearest  intersecting 
street  in  the  direction  of  traffic  in  accordance  with  the  traffic  regular- 
ti6ns  of  the  Police  Department  of  The  City  of  New  York. 

6.  No  pe<*8on  shall  operate  an  automobile  on  that  part  of  the 
Eastchestear  Bay  Shore  Koad,  beginning  at  the  northerly  approach 
to  the  bridge  over  Eastchester  Bay  at  its  junction  with  the  Eastern 
Boulevard,  and  running  thence  easterly  and  thence  northerly,  fol- 
lowing a  winding  course,  approximately  parallel  to  the  shore  line 
of  Eastchester  Bay  for  a  distance  of  approximately  4,450  feet  to  a 
point  on  the  City  Island  Road,  126  feet  west  of  Glovar's  Rock,  nor 
upon  that  pk)rti(Hi  of  the  Shore  Road  known  f  amiliarty  as  the  Orchard 
Beach  Shore  Road,  beginning  at  a  point  on  the  City  Island  Road 
435  feet  east  of  Glover^s  Rock,  running  thence  in  a  winding  course 
approximately  parallel  to  the  shore  line  of  Pelham  Bay,  through 
the  camp  reservation  at  Orchard  Beach,  and  for  a  distance  approx- 
imately 4,800  feet  to  the  City  Island  Road  where  it  joins  the  westerly 
approach  to  the  City  Island  fridge. 

§  40.  Bicydists. — ^No  person  shaU  ride  a  bicycle  upon  the  foot- 
patlis  in  any  park  or  parkways.  Bicyclists  walking  upon  a  foot- 
patli  may  pui^  their  wheeb  along  the  path,  but  in  no  case  shall  the 
machine  be  taken  upon  the  tui^. 

§41,  Coney  Island  Cyde-'paths.  1.  Reserved- for  cyclists. — ^Horses, 
wagons,  carriages,  automobiles  and  pedestrians  must  not  use  bicycle 
paws. 

An  ordinance  forbidding  bicycles  in  the  parks  cannot  be  called  unreasonable,  as 
matter  of  law.    Matter  of  Wnght,  29  Hun,  357. 
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2.  Going  and  returning. — Gydists  nmst  use  the  west  path  wh^i 
going  toward  Coney  Island,  and  the  east  path  in  Fetuming. 

3.  Speed  limit. — Cyclists  and  motoir  cyclists  must  not  exceed  a  speed 
of  eighteen  miles  an  hour  on  the  bicycte  paths.  Racing  on  the  bicycle 
paths  is  prohibited,  except  by  special  penmssion  of  the  commissioner. 

§  42.  Instruction  in  driving  motor  vehicles  or  bicycles. — Instruction 
in  operating  automobiles,  motor  cycles,  bicycles^  tricycles,  velooi- 
pedes  or  other  vehicles  of  propulsion,  is  prohibited  in  parks  and 
parkways  at  all  times. 

ARTICLE  3 

PROJECTIONS    X7FON    PABKS,    PABKWATS    OR    PARKH3TRBBTS 

Sec.  60.  Genend  provisions. 

i  61.  Fifth  Avenue,  Manhattan. 

62.  Riverside  Drive. 

63.  Ocean  Parkway. 

64.  Restricted  areas,  Ocean  Parkway,  Eastern  Parkway,  Haea 
Street. 

1 65.  Bu^widc  Avenue  Boulevard,  Court  Yard  Regulations,  etc. 

1 66.  NewsHstands,  Borough  of  Majihattan. 

Sec.  60.  General  provisions,  1.  Jurisdiction. — ^Eaoh  commissioner 
may  grant  permits  for  the  erection  and  maintenance  of  projections 
on  any  pask  or  paricway,  within  his  jurisdiction,  and  on  all  streets 
and  avenues  within  a  distance  of  350  feet  from  the  outer  boundaries 
tliereof ,  upon  such  terms  and  conditions  and  ujion  the  making  of 
such  compensation  to  the  Cit^r  as  in  his  discretion  he  may  deter- 
mine, with  respect  to  the  particular  locality. 

2.  Correction  of  defects. — ^Whfere  permits  have  heretofore  been 
granted  upon  the  making  of  compensation  and  a  new  permit  is 
desired  to  correct  any  irregularitv,  defect  or  supposed  want  of 
jurisdiction  in  the  granting  of  such  permit,  a  new  permit  may  be 
granted  without  further  ocHnpensation. 

3.  Curb  and  surface  construction. — Each  commissioner  may  de* 
termine  the  line  of  curb  and  the  surface  constructions  of ,  all  streets 
and  avenues,  lying  within  any  park  or  parkway,  in  his  jurisdiction, 
or  within  a  distance  of  350  feet  from  the  outer  boundaries  thereof, 
as  he  may  deem  advisable,  according  to  the  particular  locality,  ana 
best  calculated  to  maintain  the  beauty  and  utility  of  such  park  or 
parkway* 

4.  House  projections. — ^All  applications  for  the  privilege  of  erecting 
bay  windows  or  other  house  projections  shaH  be  made  to  the  com- 
missioner in  whose  administrative  jurisoiotion  the  paric  or  parkway 
affected  lies,  who  may,  in  his  discretion,  grant  the  sam^  upon  pay- 
m^it  of  a  fee  to  be  determined  in  each  case  by  him.  Working  plans 
in  duplicate,  drawn  to  a  scale  of  one<|uarter  inch  to  the  foot,  shall 
be  required  to  accompany  each  application,  showing  the  elevation, 
phms  and  vertical  sections  of  extent  of  projection,  one  copy  of 
which  shall  be  filed  in  the  office  of  the  commissioner,  and  another 
shall  be  returned  to  the  applicant,  for  filing  in  the  appropriate 
bureau  of  buildings,  upon  the  approval  of  the  commissioner.     No 
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pennit  will  be  granted  to  cover  ptojectioiia  that  do  not  comply 
with  the  Building  Code. 

But  permanent  enoioaehments  or  proleotions  CMinot  be  made  beyond  l^e  btdld- 
iag  linet.    Qty  of  N.  Y.  v.  Bice,  198  N.  Y.  124;  Ackerman  v.  True,  175  N.  Y.  353. 

§61.  Fif(k  Avenue  J  ManiuxtUm, — Owners  of  property  <m  the 
easterly  side  of  Fifth  Avenue,  betwe^i  58th  and  111th  Streets,  in 
the  Borou^  of  Manhaittan,  or  upon  any  ,of  the  streets  or  av^ues 
surrounding  Central  Park,  within  the  boundaries  first  above  men- 
tioned, shall  not  undertake  any  work  on  stoops,  rsulings  or  other  pro- 
jections, or  areas  or  courtyards  beyond  the  building  line,  until  the 
plan  thereof  has  been  sutoitted  to  and  approved  by  the  said  oom- 
miEisioner. 

§62.  Rivemde  Drive.  1.  Genertd  prvwisum^.-^No  structure  or 
construction  of  any  description,  nor  any  part  thereof,  ehall  be 
placed  or  permitted  on  or  under  Riverside  Drive  until  working  plans 
m  duplicate,  drawn  to  a  scale  H  inch  to  the  foot,  sAiall  have  been 
filed  with  the  Department  of  Paries,  with  an  application  for  the 
erection  or  construction  of  the  structure;  said  orawings  to  show 
elevations,  floor  plans  and  vertical  sections  of  the  extent  of  projeci- 
tions,  and  that  the  applicant  has  received  permission  to  erect  the 
said  projection,  as  shown  on  dra¥angs  from  the  department. 

2.  iSulheurface  constrticHon. — No  vault  or  other  construction 
below  the  siaewalk  shall  be  built  except  in  such  manner  as  aheJl 
leave  the  sewers,  gas  and  water  pipes,  or  space  proposed  to  be  oc- 
cupied by  the  same,  free  and  uninclosed  and  in  safe  condition,  nor 
in  any  case  to  extend  in  the  clear  beyond  the  curb  line. 

The  ezcluinve  jurisdiction  of  the  Department  of  Parks  over  Riverside  Drive  was 
sustained  in  Ackerman  v.  True,  175  N.  Y.  353. 

§63.  Ocean  Parkway,  1.  Veranda,  porch,  piazza  or  portico  pro- 
jections beyond  cotaiyard  restriction  line. — ^All  appUcations  for  pro- 
jections of  verandas,  prches,  piazzas,  etc..  beyond  the  thirty  (30) 
foot  restriction  line  m  Ocean  Parkway  shall  be  accompanied  by  blue 

? lints  of  plan  of  proposed  projection,  drawn  to  a  scale  of  one-quarter 
^)  of  an  inch  to  the  foot,  showing  restriction  Une,  lot  lines,  plan  and 
section  or  plan  and  elevation  of  projection.  The  projection  shall  not 
exceed  fifteen  (15)  feet  beyond  the  restriction  line  at  any  point,  and 
shall  be  of  open  construction,  with  roof  supported  by  columns  or  piers. 
§64.  Restricted  areas  on  Ocean  Parkway,  Eastern  Parkway  and 
Plaza  Street, — ^Ilie  restricted  areas  on  these  parkwajns  shall  be  re- 
scorved  strictly  for  the  purposes  set  forth  in  the  respective  laws 
governing  same  and  shall  not  be  used  te^iporarily  or  permanently 
Kir  any  of  the  following  purposes:  advertising  signs,  contractors' 
tool  houses  or  shanties,  cusposal  of  garba^,  refuse,  rubbish  or  other 
waste  materials,  dumping  ground  for  filling  material,  garage  build- 
ing!^ news-stands,  gasoline  stations;^  moving  picture  houses  or  pur- 
veymg  stands.  No  use  or  occupancy  of  any  nature  whatsoever  shall 
be  made  of  these  restricted  areas  without  a  permit  ha^g  been 
preyioudv  secured  from  the  commission  of  parks  having  jurisdiction. 
§65.  Bttshtoick  Avenue  Boulevard,  Court  Yard  Regulations.  1. 
Structures. — No  person  or  persons  shall  erect  or  construct  upon  the 
twenty-foot  courtyard  on  each  side  of  the  Bushwick  Avenue  Boule- 
vai^,  by  law  set  apart  to  be  used  as  courtyards  only,  any  piazza, 
veranda,  covered  or  enclosed  porch,  platform  or  structure  other  than 
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stoops,  steals  or  platforms  mih  open  sides  or  railings  not  to  exceed 
seven  feet  in  height,  or  to  extend  upon  said  courtyards  more  ihan 
seven  feet  or  a  greater  width  than  is  necessary  for  the  purpose  of  a 
convenient  passageway  into  houses  or  building  to  which  the  same 
shall  be  attached;  nor  shall  any  person  or  persons  build  or  construct 
any  area  or  sui^ace  or  sub-eui^ace  structure  in  said  coiui^jrards, 
exce0  upon  the  approval  of  the  oonmiissioner  of  parks  having  juris- 
dLction.  No  super  structure,  surface  structure  or  sub-structure  of 
any  nature  whatsoever  i^iaU  be  built  in,  placed  or  constructed  upon 
said  court}rards  without  receiving  a  permit  from  the  park  commis- 
sioner having  jurisdiction.  Plans  of  such  encroachments  shall  be 
drawn  to  the  scale  of  one-quarter  of  an  inch  to  the  foot  and  shall  be 
filed  wit^  said  commissions  for  his  approval  at  the  time  of  applica- 
tion for  permit. 

2.  Trees  and  ahrubbery. — ^The  planting  of  trees  and  shrubs  within 
the  courtyard  areas  shall  be  subject  to  the  written  approval  of  the 
commissioner  of  parks  having  jurisdiction. 

3.  Signs. — ^Advertising,  busmess,  or  signs  of  any  and  all  descrip- 
tions are  hereb}^  prohibited  from  being  placed  within  the  courtyard 
areas  of  Bushwick  Avenue  Boulevard,  This  regulation  shall  be  in 
effect  as  of  the  date  of  transfer  of  said  Bushwick  Avenue  Boulevard 
from  the  jurisdiction  of  the  President  of  the  Borough  of  Brooklyn 
to  the  jurisdiction  of  the  Commissioner  of  Piurks  for  the  Borou^  of 
Brooklyn. 

4.  Rvbbishf  litter,  etc, — No  rubbish,  Utter,  garbage,  ashes  or 
obnoxious  or  ofifensive  matter  of  any  kind  whatsoever  shall  be 
placed  on  or  allowed  to  remain  upon  said  courtyard  areas. 

§  66.  News-stands  in  the  Borough  of  Manhattan  shall  be  operated 
in  accordance  with  the  following  rules  and  regulations: 

1.  All  news-stands  shall  be  pamted  green,  of  a  shade  prescribed 
by  the  Chief  Engineer,  Borough  of  Manhattan.  No  stand  shall 
bear  any  lettering  not  approvedby  said  Chief  Engineer. 

2.  The  sale  of  all  charts,  circulars,  leaflets,  envelopes,  ete.,  pur- 
porting to  give  information  as  to  the  condition  of  race  horses,  their 
past. performances,  and  the  probabilities  of  their  winning  at  future 
racing  events,  is  prohibited.  The  violation  of  this  provision  shall 
be  cause  for  the  forfeiture  of  the  Park  Department  s  license. 

3.  Holders  of  news-stand  permits  paying  a  license  fee  of  less  than 
$200  a  year  must  personally  attend  their  stands  during  two-thirds  of 
the  time  of  each  day  when  such  stands  are  transacting  business. 

4.  All  persons  employed  by  permit  holders  as  helpers  in  the  sale 
of  newspapers  must  take  out  Park  Department  licenses  for  the  sale 
of  new4)apers  from  the  arm.  The  employment  as  a  helper  in  the 
sale  of  newsi)apers  of  a  person  unsatiaactory  to  the  department 
shall  be  sufficient  cause  for  the  revocation  of  a  permit. 

5.  No  newsHstand  adjoining  a  grass  plot  snail  exceed  in  heijght 
the  OTdinary  pipe  rail  fence  of  the  Department  of  Parks  against 
which  such  stand  is  placed.  All  newsrstands  adjoining  grass  plots 
shall  have  their  top  covers  fully  removable.  On  such  news-stands 
there  shall  be  no  display  either  above  the  level  of  the  pipe  rail  fence 
or  to  the  left  or  right  of  the  stand  adjoining  the  grass  plot,  "^olar 
tions  of  this  order  will  result  in  the  cancellation  of  that  portion  of 
the  ^rmit  allowmg  the  sale  of  periodicals,  and  will  restrict  the 
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offender  in  the  future  to  the  sale  of  daily  publicatioas  only.    No 
newsstand  adjoining  a  grass  plol;  shall  exceed  six  (6)  feet  in  length. 

6.  NewsHStands  on  park  walls  not  adjoining  grass  plots  shall  not 
exceed  ten  (10)  feet  in  length,  nor  shall  any  sucn  stand  have  a  total 
width  of  more  than  three  (3)  feet.  In  cases  where  the  distance 
between  the  rear  of  such  stands  and  the  nearest  curb  line  is  less  than 
ten  (10)  feet,  such  etonds  shall  not  exceed  two  (2)  feet  in  width. 

7.  Stands  not  adjoining  grass  plots  shall  not  exceed  seven  (7) 
feet  in  heii^t.  * 

8.  Electncity  shall  be  the  only  oceans  for  night  illumination  of 
news-stands.  The  use  of  any  other  illiuninating  material  is  cause 
for  a  revocatipn  of  the  permit. 

9.  When  news-stands  on  Park  Department  territory  adjoining  car 
tracks  no  part  of  such  stand  parallel  to,  but  not  immediately  ad- 
joining a  protective  railing  shall  exceed  five  feet  in  height.  When 
such  stand  adjoins  a  protective  railing  no  part  of  such  stand,  ad- 
joining such  railing  shall  extend  beyond  the  furtherest  point  of  such 
protective  railing.  No  part  of  any  stand  adjoining  such  protective 
railing  shall  be  more  than  four  and  a  half  (4}^)  feet  in  height. 

10.  All  hoensees  for  the  sale  of  newspapers  shall  keep  the  park 
walks  in  vicinity  oi  the  territory  assigned  to  them,  which  shall 
include  a  radius  <3i  fifteen  (15)  feet  be^^ond  each  position  for  the  sale 
of  newspapers  from  the  arm,  and  witmn  a  radius  of  twenty-five  (25) 
feet  from  the  position  assigned  to  neWs-stands,  free  from  rubbish 
and  litter  of  all  kinds.  Failure  to  comply  with  this  condition  will 
result,  first,  in  a  suspension  of  the  privilege,  and  on  the  second  offense, 
in  its  cancellation. 

ARTICLE  4  Ull^.., 

mSGELLANBOnS 

Sec.  70.  Trees  and  shrubs  in  streets 
§  71.  New  York  Botanical  Garden. 

Sec.  70.  Trees  and  shrubs  in  streets.  1.  PlarUing. — No  shade  or 
(»mamental  tree,  or  shrub,  shall  be  planted  in  any  street  until  a 
nermit  has  been  granted  bv  the  commissioner  having  jurisdiction. 
No  hole  or  excavation  shall  be  prepared  for  planting  any  tree  or 
shrub,  unless  sufficient  mould  of  satisfactory  quality  shall  be  used, 
and  the  conditions,  such  as  the  absence  of  poisonous  gas  and  dele- 
terious substances,  have  been  made  satisfactory. 

2.  Cutting,  breaking  or  disturbing. — No  stem,  branch  or  leaf  of 
any  such  tree  or  shrub  shall  be  cut,  broken  or  otherwise  disturbed, 
nor  shall  the  root  of  any  such  tree  or  shrub  be  disturbed  or  inter- 
fered with  in  any  way,  by  any  individu£d  or  any  officer  or  employee 
of  a  public  or  private  corporation,  until  a  permit  shall  have  been 
issued  therefor.  The  surface  of  the  ground  within  three  (3)  feet  of 
any  such  tree  or  shrub,  shall  not  be  cultivated,  fertilized,  paved  or 
given  any  treatment  wnatever.  except  under  a  permit. 

3.  Misuse. — No  person  shall  cut,  deface,  mutilate  or  in  any  way 
misuse  any  such  tree  or  shrub,  nor  shall  any  horse  or  other  animal 
be  permitted  to  stand  in  a  manner  or  position  ^ere  it  may  cut. 
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deface  or  mutilate  the  same.  Nd  building  material,  or  other  nmterial 
or  debris  of  any  kind,  shaH  be  piled  or  maintained  against  any  tree  6r 
shrub.  No  guv  rope,  cable  or  other  contrivance  shall  be  attached 
to  any  tree  or  shrub,  nor  shall  any  tree  or  shrub  be  used  in  connection 
with  any  banner,  transparency  or  any  business  purpose  whatever, 
except  under  a  permit. 

§  71.  New  York  Botanical  Garden, — All  provisions  of  this  chapter, 
respiting  the  government  of  parks,  sh^  be  applicable  to  the  New 
York  Botanical  Garden;  provided  that  in  any  case  in  which  the 
commissioner  is  authorized  to  issue  a  permit  for  the  exercise  of  a 
park  privilege,  the  pennit,  if  authorizing  the  exercise  of  such  a 
privilege  in  the  New  York  Botanical  Garden  shall  be  recommended 
or  approved  by  the  Director-in-Chief  of  the  Garden. 

§  72.  ViolatUms. — ^Tlie  Park  Ordinance  providing  penalties  for 
violations  was  repealed  by  the  Board  of  Aldermen,  August  8,  1916, 
being  rendered  superfluous  by  the  language  of  Section  610  of  the 
Greater  New  York  Charter,  as  follows: 

"Any  person  vi<rfating  any  ordinances  relating  to  the  parks  or 
other  property  mentioned  in  this  section  shall  be  guflty  of  a  misde- 
meanor, and  shall  on  conviction  before  a  Cit;^  Magistrate,  be  pun- 
ished by  a  fine  not  exceeding  fifty  dollars,  or  in  d^ult  of  payment 
of  such  fine  by  imprisonment  not  exoeeding  thirty  days/' 

Adopted  March  18, 1921. 
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CHAPTER  IS 

Police  «ad  Fke 

Article  1.  Boiler  inspectkm. 
2.  Uniform^  force. 

ARTICLE  1 

boii;bb  inspection 

Sec.  1.  Regulation  of  minor  steam  vesselB. 
§  2.  Persons  to  be  licensed  as  enginews. 

• 

Sec.  1.  Regulation  of  minor  steam  vessels, — ^All  boilers  in  vessels 
now  used  on  the  water  in  and  around  the  city,  not  coming  under 
the  jurisdiction  of  the  United  States  government,  shaXi  be  under 
the  jurisdiction  of  the  police  department,  which  is  hereby  authorised 
and  empowered  to  t€»t  said  boilers^  and  examine  the. persons  operat- 
ing the  same  as  to  their  qualiEcations  as  engineers  and  firemen. 
Such  tests  of  boilers,  and  tne  examination  of  persons  operating  the 
same,  ^ball  be  conducted  in  accordance  with  such  provisbns  of  the 
charter  and  laws  of  the  State  of  New  York  as  are  applicable  to  boilers 
operated  on  land.    (C.  O.,  §  563.) 

§2.  Persons  to  he  licensed  as  engineers, — ^No  person  shall  take 
charge  of  or  operate  any  ice  machine  or  gas  compressor  of  thirty  tons 
or  greater  capacity,  nor  any  machine  for  hoisting  purposes  or  oable- 
wavs,  irrespective  of  motive  power,  used  for  construction  work, 
unless  such  person  is  duly  licensed  as  an  engineer,  in  accordance  with 
the  provisions  of  §  342  of  the  Greater  New  Yorfc  Charter  and  such 
Laws  of  the  State  as  may  be  applicable  thereto.  Any  person 
who  shall  assume,  charge  or  act  as  engineer  in  contravention  of  any 

groyisions  of  this  section  shall  be  fined  in  a  sum  not  to  exceed  $25  or 
y  imprisonment  not  to  exceed  25  da3rs,  or  by  both  such  fine  and 
imprisonment.  All  fines  imposed  and  fees  collected  hereunder  shall 
be  credited  to  the  pension  fund  of  the  Police  Department. 

Adopted  March  8,  1921. 
Approved  March  18,  1921. 

ARTICLE  2 

UNIFORMED  FOBCB 

Sec.  5.  Members,  dismissed  or  reduced;  hearing  or  rehearing  of 
chtu^es  or  causes  ther(^or. 

Sec.  5.  Members f  dismissed  or  redttced;  hearing  or  rehearing  of  charges 
or  causes  therefor. — ^Wlien  a  member  of  the  police  department  or  the 
fire  department  shall  have  been  dismissed  or  reduced,  after  trial  by 
the  police  Commissioner  or  the  fire  Commissioner,  as  the  case  may 
be,  frpm  the  position  or  rank  theretofore  held  by  him,  Or  when  a 
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probationary  member  of  the  police  department  or  the  fire  depart- 
ment shall  have  been  dismissed,  the  person  aggrieved  may  make 
written  application  to  the  mayor  setting  forth  the  reasons  for  de- 
manding a  hearing  or  rehearing  of  the  Charges  or  causes  upon  whidi 
he  was  dismissed  or  reduced,  and  provided  that  such  dismissed  or 
reduced  member  or  probationary  member  shall  waive  in  writing  all 
claim  againsi}  the  city  for  back  pay,  the  mayor  may,  in  writing,  con- 
sent to  such  hearing  or  rehearing,  stating  the  reasons  why  sudi 
charges  should  be  hcSrd  or  reheard.  Such  application  ior  a  hearing 
or  rehearing  shall  be  made  within  one  year  after  this  ordinance  takes 
effect,  or  within  one  year  from  the  date  of  the  dismissal  or  reduction, 
if  sucn  dismissal  or  reduction  occurs  after  this  ordinance  takes  effect. 
Such  hearing  or  rehearing  shall  be  had  before  the  police  commissioner 
if  the  applicant  was  a  member  or  probationary  member  of  the  police 
department,  and  before  the  fire  commissioner  if  the  applicant  was  a 
member  or  probationary  menber  oi  the  fire  department,  and  if  such 
commissioner,  as  the  case  may  be,  shall  determme  that  such  m^nber 
or  probationary^  member  has  been  illegally  or  imjustly  dismissed  or 
reduced  from  his  position  or  rank,  such  commissioner,  as  the  case 
may  be,  may  restore  him  to  the  position  or  rank  from  which  he  was 
dismissed  or  reduced  and  allow  him  the  whole  of  the  time  since  any 
such  dismissal  or  reduction  to  be  applied  on  his  time  of  service  in 
his  department,  or  for  such  other  and  further  relief  as  such  com- 
missioner, as  the  case  may  be,  may  determine  just,  or  affirm  the 
dismissal  or  r^uction  as  he  may  determine  from  the  e\  idence.  If 
the  applicant  be  a  probationary  member  of  the  police  or  the  fire 
department,  the  commissioner,  as  the  ease  may  be,  may  allow  him 
the  iime  already  served  as  a  probationary  member  to  count  as  time 
served,  but  shaU  not  allow  the/time  between  the  date  of  his  dismissal 
and  his  restoration  to  count  as  service  in  his  department. 
Adopted  July  16,  1918.    Approved  July  26,  1918. 
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CHAPTER  19 

Railroads 

Article  1.  Elevated  railroads. 

2.  Street  railroads.  ' 

Z.  Trunk  line  railroads. 

The  creation  of  the  Public  Service  Qommission  by  the  Lesislature,  took  from  the 
Board  Df  Aldermen  many-  powers  I6rmerly  exercised  by  tnem,  and  many  of  the 
former  ordinances  were  repealed  by  this  revision.  Where  the  Public  Service  Com- 
nuasion  had  fixed  a  15  minute  interval  for  running  street-cars,  an  ordinance  chang- 
ing that  to  10  minutes  was  not' valid.  City  of  Troy  v.  United  Traction  Co.,  134  App. 
Div.  756,  aflf'd,  202  N.  Y.  333. 

Ordinances  must  be  reasonable  and  evidence  should  be  Received,  when  ofiFered, 
to  show  them  unreasonable.  Mdyoiveto;,  v.  Dry  Dock  East  Broadway  R.  R.  Co., 
133  N.  Y.  104.  See  Mayor  v.  N.  Y.  Harlem  R.  Co.,  10  Misc.  417.  Where  fenders 
were  required  on  the  front  platforms  of  Brooklyn  cars,  held  to  be  unreasonable. 
City  of  Brooklyn  v.  Nassau  ElMtrio  Co.,  38  App.  Div.  365. 

Unreasonable  to  require  conductor  as  well  as  driver  for  care  of  oar.  Brooklyn 
Croastown  R.  Co.  v.  City  of  Brooklyn,  37  Hun,  413. 

ARTICLE  1 

fiLEVATED  RAILROADS 

Sec.  1.  Protection  of  streets  below  structures. 
§2.  Receptacles  for  expectorations. 
§3.  Violations. 
§  4.  Passengers  riding  on  rear  end  platfosms«    . 

Sec.  1.  Protection  of  streets^hdow  structures. — ^No  officer,  agent  or 
employee  ol  any  elevated  railroad  shall  permit  any  oil,  grease,  water, 
oosJs,  scraps  of  iron,  tools,  or  other  liquid  or  solid  substances,  to 
fall  or  be  dropped  or  be  thrown  from  any  engine,  car,  track,  depot, 
structure,  or  other  part  or  portipn  of  an  elevated  railroad,  into  or 
upon  any  street  or  public  place. 

§2.  Receptacles  for  expectorations. — ^All  elevated  railroad  com- 
panies or  other  companies  operating  elevated  railroads  in  the  city 
shall,  within  two  months  from  the  aate  of  the  passage  of  this  ordi- 
nance, provide  proper  receptacles  for  expectorations  cm  all  the  ele- 
vated railroad  stations  and  properly  keep  and  maintain  same,  and 
that  for  a  violation  of  this  section  each  elevated  railroad  company 
or  other  company  op^^ting  such  railroads  shall  be  liable  to  a  penalty 
of  not  less  tnan  $10  for  each  day  of  such  violation,  and  the  action 
to  recover  such  penalty  shall  be  brought  in  the  name  of  the  city  of 
New  York.    (Ord.  Aug.  8, 1916.) 

§  3.  Violations. — ^Any  person  being  the  president,  superintendent, 
or  a  director  or  other  officer,  or  employee  oi  an  elevated  railroad  com- 
pany who  shall  violate  any  provision  of  this  article  except  J  2  thereof, 
shall,  upon  conviction  iJierefor,  be  punished  by  a  fine  of  not  more 
than  $50,  or  by  imprisonment  for  not  exceeding  30  days,  or  by  both 
such  fine  and  imprisonment. 

Many  of  tbe  old  ordinanbes  have  been  dropped  from  this  code  as  being  super- 
aeded  by  the  Public  Service  Commission. 

•  §  4.  Passengers  riding  on  rear-end  platforms  of  trains. — No  pas- 
senger on  any  elevated  railroad  train,  whether  operated  over,  upon 
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or  under  the  surface,  in  the  City  of  New  York,  shall  ride  on  the  rear 
platform  of  the  rear  car,  ^mere  sudi  rear  platform  is  not  enclosed  by 
vestibule.  Provided,  however,  that  the  term  ''passenger''  shall  not 
include,  or  be  construed  to  iMude,  any  officer,  agent  or  employee 
of  such  elevated  railroad,  or  any  publiC' officer  orpuln^cemi^c^ee, 
whose  duties  may  require  the  riding  on  a^y  such  rear  platform.  Any 
person  who  shall  violate  any  provijsipn.of  this  seoticm  s]biall,  upon 
conviction  therefor,  be  punished  by  a  fine  of  not  more  than  $10,  or 
by  imprisonment  for  not  exceeding  10  days^iHrbyboth  suahifine  and 
imprisonn^ent. 
Adopted  November  12, 1918.   Approved  November  19. 191& 

ARTICUJ  2 

8TBBET  BAILBOADS 

Sec.  10.  Head-lights. 

§  11.  Licenses. 

•  §  12.  Transfers. 

Sec.  10.  Head4ight8*-^E/u!ik  xbSiqbA  company  whose  cars  are 
propelled  or  driven  within  the  limits  of  the  borou^  of  Manhattan 
shim  provide  every  passenger  ear,  baggage  ear,  freight  car.  or  otlier 
vehicte,  operated  by  said  company  upon  their  tracks  <»  trade  <rf  other 
companies  used  by  them,  with  a  good  Ught  or  laHtem,  Tdiich  shall 
be  placed  in  a  conspicuous  positf^on  the  front  of  ^le  car,  be- 
tween sunset  and  sunrise  of  each  day.  Any  such  company  which 
shall  refuse  or  neglect  to  conform  to  the  provisions  of  this  sec- 
tion shall  be  subject  to  a  penalty  of  $100  for  each  and  every  trip, 
or  part  of  a  trip,  made  by  a  car  that  is  not  provided  with  the  re- 
quired light. 

§  11.  Licenses.  1.  Manhattan, — ^For  each  passenger  railroad  car 
running  in  the  borough  of  Manhattan,  there  shall  be  paid  into  the 
dty  treasury  the  sum  of  $50  annually  for  a  license;  except  the  one- 
horse  passenger  cars,  and  the  cars  of  the  Ninth  Avenue  Railroad 
Company,  which  shall  each  pay  the  sum  of  $25  annually  for  said 
Hcense  as  aforesaid,  and  except  such  as  pay  the  sum  of  3  per  cent, 
or  over  on  their  gross  receipts,  or  where  the  franchise  has  been  sold 
at  public  sale  to  the  highest  oiader. 

2.  Brooklyn,  The  amount  to  be  paid  to  the  city  by  the  railroad 
companies  in  the  borough  of  Brookljoi,  for  the  privilege  of  running 
their  cars,  shall  be  calculated  on  the  average  number  of  cars  running 
annuallv  on  each  route  respectively,  excluding  the  extra  cars  run 
on  holidays. 

3.  Long  Island  City.  For  every  street  or  surface  car,  operated 
within  the  limits  of  that  section  of  the  city  formerly  known  as  Long 
Idand  City,  there  shall  be  paid  to  the  Comptroller  a  license  fee  of 
$15.   (C.  O.,  §§  56-68,  Manh.  Ords.) 

As  to  small  one-horse  cars,  see  Mayor,  etc.,  N".  Y.  C.  v.  Twenty-third  St.  R. 
Co.,  03  Hun,'  M5.  Where  a  Uoense  was  required  for  horse  cms  frcmi  a  eompany 
which  was  liable  to  pay  license  fees  by  the  terms  of  its  charter,  neH  vi^d.  Magror, 
etc.,  of  N.  Y.  V.  Bioadway  and  Seventh  Ave.  R.  R.  Co.,  97  N.  Y.  275,  -dlit'i^Mayor 
V.  Second  Ave.,  32  N.  Y.  261.  and  Mayor  v.  Third  Ave,,  33  N.  Y.  42.  Afl  toTui:5fity 
of  Eighth  Avenue  Raifroad  to  pay  fioenae  fees  for  cars  aecoRyns  to  ilB  airoement 
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with  the  dty,  fee  Mayor,  «tc.,  of  N.  Y.  v.  Kichth  Ave.  R.  R.  Co..  118  N.  Y.  389. 
Coaoh,  as  n^ed  in  the  old  ordulahoe,  must  be  reasonably  interpreted  to  inchide 
can  now.    Mayor,  etc.,  of  N.  Y.  v.  Third  Ave.  R.  R.  Co.,  117  N.  Y.  404,  and  where 

car,  no  matter  what 
»  R.,  Greenbaum,  J., 
statute  the  practical  con- 
stmction  in  ^ect  for  yeart  will  be  considered  where  there  is  ambiguity.  City  of 
N.  Y.  V.  N.  Y.  City  Ry.  Co.,  193  N.  Y.  643;  124  Aw?.  Div.  936  (3  ca8e8)v  aff'd. 
Also  see  193  N.  Y.  679.  680,  affirming  cases  in  126  App.  Div.  36,  39,  42.  City  of 
N.  Y.  V.  N.  Y.  City  Ry.  Co.,  Nd.  1, 138  App.  Div.  131. 

§12.  Tranters. — ^Every  car  owned,  operated,  managed  or  con- 
trolled by  a  street  surface  or  elevated  railroad  company  in  the  streets 
or  hi^ways  of  the  city  shall  carry  throughout  its  route  on  the  out- 
side, m  front  arid  on  top  of  each  and  every  ear  so  operated,  a  sign- 
board or  placard,  upon  which  shall  appear  conspicuously  the  destina- 
tion of  the  said  car.  Every  such  company  shall  carry  for  a  sin^e  fare 
upon  such  car,  without  change  therefrom,  each  and  every  passenger 
to  any  regul^  stopping  place  desited  by  him,  upon  said  car's  route, 
in  the  direction  of  me  destination  so  designated;  and  for  every  viola- 
tion of  this  section  the  company  so  ofi^nding  shall  be  liable  to  a 
p«ialty  in  the  sum  of  $100,  recoverable  in  an  action  to  be  brought  in 
the  name  of  The  City  of  New  York;  but  this  section  shall  not  apply 
to  a  transfer  made  to  a  connecting  line  going  in  a  different  direction 
from  that  in  which  such  car  may  be  going,  nor  where  by  reason  of  any 
accident  compliance  with  this  section  is  rendered  impossible. 

Amended  February  .11,  1919.    Approved  February  20,  1919. 

This  is  the  so-called  "car-ahead'^  ordinance.  Held  within  the  powers  conferred 
on  the  Board  of  Aldermen  and  that  State  Railroad  Act  was  not  intended  to  deprive 
city  authorities  from  regulating  similar  matters  within  precincts  of  the  city.  City 
of  New  York  v.  In^rurban  Street  Ry.  Co.,  86  N.  Y.  Supp.  673,  43  Misc.  29.  See 
also  City  of  New  York  v.  N.  Y.  &  Queens  Co.  R.  R.  Co.,  89  App.  Div.  442. 


ARTICLE  3 

TRUNK-UNB  RAtliROADB 

Sec.  30.  Park  avenue  tunnel. 
§  31.  Long  Island  railroad. 

1 32.  Grade  cros^gs. 

1 33.  Obstruetion  of  streets. 
§34.  Violatbns. 

Sec  30.  Park  Avenue  ttmnd;  Manhattm%4-^No  railroad  ocnnpany  or 
ocMnpameS'  using  any  tunnel  in  Park  avenue,  in  the  borough  of 
Manhattan,  nor  any  manager,  employee  or  servant  of  such  eon^pa^y 
shall  permit  bituminous  ooal  smoke  to  escape  from  any  locomotive 
while  in  or  running  through  said  tunnel.    (§  70,  Manh.  Ords.) 

§  31.  Long  Island  railroad, — No  freight  or  passenger  car  detached 
from  an  engine  of  the  Long  Island  railroad  company  shall  remain 
k>nger  than  10  minutes  in  any  public  street.  Bitummous  coal  shall 
not  be  used  on  any  engine  running  upon  said  railroad.  Wlienever 
platforms  are  placed  in  the  streets  for  accommodation  of  passengers, 
the  said  company  shall  at  its  own  expense  keep  the  entire  street 
between  the  platform  and  the  curb  in  a  cleanly  and  passable  condi- 
tion.   This  shall  be  construed  to  apply  to  each  station  and  each 
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platform  wherever  erected  by  said  company  withm  the  city.    (S  70, 
Brookl,  Ords.  revised.) 

'1 32.  Orade  croasings.  I.  The  Bronx, — Every  peisOD,  companv  or 
corporation,  operatinjg  or  controUing  any  isilroad  in  the  borougn  of 
The  Bronx,  upon  which  cars  are  drawn  by  locomotive  en^es,  other 


Elatbuah  avenue,  in  the  borough  ofTlrooklyn,  men  shall  be  con- 
stantly stationed,  at  all  hours  of  the  night  and  day  when  trains  are  m 
motion,  and  all  crosswalks  between  such  street  crossing  shall  be 
properly  guarded  by  strong,  heavy  gatea  at  least  20  feet  in  width,  at 
eacn  street  crossing,  which  shall  be  closed  before  the  passage  of  any 
engine  or  train.    (§  70,  Brookl.  Ords.) 

3.  Disregard  o^  doud  gates.  No  person  shall  attempt  to  cross- the 
tracks  of  anv  railroad  at  any  street  crossing,  while  the  gates  for  the 
protection  of  such  crossings  are  closed,  or  bemg  closed,  and  the  poUce 
shall  arrest  any  person  so  ofTending.    (J  29,  Brookl.  Ords.) 

1 33.  Ob^TucHon  of  atreeta. — No  train  of  cars,  nor  any  part  thereof, 
including  the  locomotive  and  tender,  shall  remain  or  be  left  across 
or  upon  any  street  or  sidewalk,  so  as  to  obstruct  or  prevent  free 
travel  along  the  same  for  a  longer  period  than  5  minutes,  during  any 
period  or  during  any  hour,  unless  the  same  shall  be  unavoidable. 

5  34.  Violations.^ Any  railroad,  or  the  manager  or  any  agMit  or 
employee  thereof,  who  shall  violate  any  provision  of  this  article,  or 
who  shall  permit  the  same  to  be  violat«i  shall  be  liable  to  a  penalty 
of  SIOO.  Any  person  who  shaH  violate  the  provisions  of  subdivision  3 
of  S  32  of  this  article  shall,  upoti  conviction  thereof,  be  punisbed  as 
provktod  in  S 10  ctf  chapter  27  of  this  ordinanoe. 
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CHAPTER  90 
The  Sanitary  Code 

Article   1.  Definiiions. 

2.  Animals. 

3.  Births^  mari:iage8  and  deaths. 

4.  Buildings. 

5.  Cold  storage. 

6.  Coroners. 

7.  Diseases. 

.  8.  Drugs  and  medicines. 

9.  Food  and  drink. 

10.  General  provisions. 

11.  Midwifery  and  care  of  children. 

12.  Miscellaneous  provisions. 

13.  Offensive  materials. 

14.  Plumbing,  drainage,  ventilation  and  sewage. 

15.  Passenger  cars. 

16.  Street  conditions. 

17.  Trades,  occupations  and  businesses. 

18.  Vessels  and  seamen. 

i 

Notes.  By  L.  1904.  ch.  628,  sec.  3,  the  Sanitary  Qnle  in  force  on 
May  1.  1904,  was  made  a  chapter  of  the  Code  of  Ordinances  of  the 
City  oi  New  York,  and  while  the  Board  of  H^th  has  sole  power  to 
pass  the  Sanitarv  Code,  all  provisioQs  relating  thereto  must  be  filed 
with  the  City  Clerk  and  do  not  become  effective  until  they  are  filed 
with  the  aty  Clerk,  §  1172,  Charter. 

PenaUiea, — ^The  usual  remedy  for  a  violation  of  a  provision  in  the 
Sanitary  Code  is  a  suit  to  recover  a  penalty  of  fifty  dollars  under 
Laws  1897,  chapter  378,  sec.  1172.  The  revised  charter,  L.  1901, 
ch.  466,  sec,  1172,  icontinued  this  provision  in  force.  By  the  same 
sections  any  violation  of  the  Sanitary  Code  nqay  be  treated  and 
punished  as  a  misdemeanor.  The  penalty  for  violating  an  order  of 
the  Department  of  Health  is  $250,  and  the  wilful  refusal  is  a  misde^ 
meanor.  L.  1901,  ch.  466,  sec.  1262.  All  suits  must  be  brought  in 
name  of  the  "  Dept.  of  Health  of  The  City  of  New  York."  L.  1901, 
ch.  466,  sec.  1192.  Permission  granted  by  an  inspector  without 
authority  will  not  excuse  a  violation.  N.  Y.  Health  v.  Hannon, 
4  Misc.  602. 

There  may  be  prescribed  for  the  same  offense  a  civil  remedy  as 
well  as  a  criminal  remedy.  Pec^e  v.  Meakins,  133  N.  Y.  J214;  City 
N.  Y.  V.  Alhambra,  136  App.  Div.  509;  People  v,  Snyder,  90  Aj^. 
Div.  422. 

Police  power, — It  is  well  settled  in  this  and  other  States  that  the 
Legislature  has  the  power  to  delegate  to  municipal  authorities  the 
right  to  pass  ordinances  to  promote  the  pubUc  health  and  safety. 
Polinsky  V.  People,  73  N.  Y.  65.  Cases  cited  in  Ford  v.  N.  Y.  Ceu- 
tral  R.  It.  Co.,  33  App.  Div.  at  p.  478.    As  to  the  police  powers  in 
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mieral,  see  Matter  of  Jacobs,  98  N.  Y.  98,  and  Health  Dept.  v. 
Rector,  etc..  Trinity  Church,  145  N.  Y.  32;  Cronin  v.  People,  82 
N.  Y.  318;  People  ex  rd.  Knobknch  v.  Warden.  216  N.  Y.  162;  Qty  of 
Rochester  V.  McCanley-Fien  N.  Uo.,  m'N.  Y.  207;  People  v.  Hugh 
Jones,  164  App.  Div.  894. 

The  power  to  pass  ordinatiee&  to  regulate  the  preservation  of  the 
public  health  is  vested  in  the  Board  of  Aldermen  b^  tbs  Revised^ 
Charter,  L.  1901,  ch.  466,  sec.  43.  Also  discussion  (MTcoiistitrvitidcLia- 
question  in  Tenement  House  Dept,  of  N.  Y.  Cfty  v.  Moeschen, 
179  N.  Y.  326.  Also  see  Met.  Board  of  Health  r.  Heibter,  37  N.  Y. 
661:  People  ex  rel.  Cox  v.  Special  Sessions,  7  Hun,  2^4*^  Health  Dept. 
V.  iCnoU,  70  N.  Y.  530.  For  powers  granted  tb  Department  of 
Health,  see  Chapter  XIX,  L.  1901,  ch.  466.  The  SanitM-y  Code  has 
legislative  sanction.  People  ex  rel.  Lieberman  v.  Vand^ca^r,  175 
N.  Y.  440,  ard  199  U.  S.  552;  Vird  v.  Grout,  106  App.  Div.  159. 

See  also  general  notes  after  §  362,  infra. 


ARTICLE  1 

---  DEFINITIONS 

Sec.  1.  Definitions, — Unless  otherwise  expressly  stated,  whoever 
used  in  the  Sanitary  Code,  t&e  following  terms  shall  be  taJ^n  to 
mean  and  include: 

** Ashes**:  cinders,  coal,  and  every  other  substance  which  is  left 
uncoin&lmi^ked  by  fii'e  in  stoves,  furnaces,  ranges,  fire-pots,  fire-places, 
and  other  such  places. 

f  2.  **  Bakeries** :  all  buildings,  rooms,  or  places  used  or  occupied 
for  the  purpose  of  making,  preparing,  or  baking  bread,  bisimit^, 
paitty,  cake,  doughnuts,  crull^s,  noodles,  inacaroni,  or  spaghetti, 
to  be  sold  or  consumed  on  or  off  the  premises,  except  kitchens  ill 
hotds,  restislurants,  boak^in^houses,  or  private  resiaences  wherein 
such  products  are  prepared  to  be  used  and  are  used  exclusively  on 
the  premises. 

ja  ''Board**  and  *' said  Board** :  the  Board  of  Heahh  of  the  Be- 
paTMent  of  Health  of  the  City  of  New  York. 

§  4.  '* Boarding-house** :  every  building  or  part  thereof  other  thftn 
a  hotel,  inn,  or  lodging-house,  wherein  meals  or  lodging,  or  both, 
may  be  Obtained  for  hire  (customarily  by  the  week). 

§  5.  *' Butcher**:  whoever  is  engaged  in  the  business  of  keeping, 
driving,  or  slaughtering  cisittle,  or  in  selling  any  meat. 

1 6.  ** Cattle**:  all  animals,  except  birds,  fowl,  and  fish,  of  which 
any  part  of  the  body  is  used  as  food. 

1-7,  *'CeWir^:  every  basement  or  lower  story  of  any  building  or 
house  of  which  said  basement  or  lower  story  one-half  or  more  of  the 
heigjhtc  from  the  floor  to  the  ceiling  is  below  the  level  of  tiie  street 
adjoining,  or  the  surface  of  the  adjacent  yard,  court,  or  sround. 

}  S.  *'  Department**:  the  Department  of  Health  of  the  City  of  New 
York. 

§9.  "Dire";  natural  soil,  earth, 'gravel,  sand,  and  loose  pieces  of 
broken  stone. 

ilO.** Factory**   and   ** manufactory**:  any   mill,  workshop,    or 
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Other  manufacturing  ot  business  establiihment,  and  all 

shops,  and  structures,  or  other  places  used  therefor  or  in  cenneotwn 

therewith,  where  one  or  more  persons  are  employed  at  labor. 

§  11.  "Fish**:  evety  part  of  any  animal  that  hves  ini  water  ot  the 
fleni  of  which  is  not  meat. 

§  12.  **Food":  all  substances,  except  drugs,  used  or  intended  to  be 
used  for  human  consumption,  including  meat,  fish^  vegetables, 
drink,  confections,  luid  condunents,  whetn^  simple,  nuxed,  or  com- 
pound. 

( 13.  '*Gathaffe":  swill  and  every  accumulation  of  both  aMmal 
and  vegetable  matter,  liquid  or  otherwise,  that  attends  the  prefutra- 
tion,  decay,  and  dealing  in,  or  storage  oi,  meats,  fish,  fowls,  bkds, 
or  vegetables. 

f  14.  "InfecH&us  disease**:  all  diseases  of  a  communicable,  con- 
tagious, or  pestilential  nature. 

1 15.  "Light''  or  "liffkted*':  natural,  external  light. 

§  16.  " Lodffin(f^house** :  any  house  or  building  or  portion^ereof , 
in  which  persons  are  haibored,  or  reo^ved,  or  lodged^  for  hire  for  a 
single  night,  or  for  less  than  a  week  at  one  time,  or  any  part  of  which 
is  let  for  anv  person  to  sleep  in,  for  any  term  less  Uian  a  week. 

f  17.  "Meat**:  every  part  of  any  land  animal,  and  eggs  {whether 
nuted  or  not  with  any  other  substance). 

§  18.  "Permit**:  the  permission  in  writing  of  the  Board  xA  Hedth. 
issued  according  to  the  provisions  of  tliis  Code,  of  any  statute,  or 
of  t^e  Regulations  of  the  Board  of  Health. 

§19.  "Person**:  every  individual,  corporation,  firm,  and  joint- 
stock  asaociation. 

f  20.  '^Physician**:  every  person  ^o  hblds  himself  out  as  being 
able  to  diagnose,  treat,  operate,  or  prescribe  for  any  human  disease, 
pain,  injury,  detormity,  or  physical  condition,  and  who  shall  dither 
offer  or  undertake  by  any  means  or  method^  to  diagnose,  treat, 
operate,  or  prescribe  for  any  human  disease,  pam,  injury,  deformity, 
or  physical  condition, 

{21.  "Private  market**:  every  store,  cellar,  stand,  and  place 
(not  being  a  part  of  a  public  market),  at  or  in  which  meat,  fish,  or 
vegetables  is  or  are  bought,  sold,  or  kept  for  sale. 

5  22.  " PvMic  laundry**:  any  place  Where  articles  are  laundered  for 
the  general  public  for  hire. 

§  23.  "PMic  place**:  every  s^-eet  (as  hereinafter  defiiied),  park, 
pi^r,  dock  and  wharf,  and  every  open  space  therewith  connected; 
all  waters  within  the  jurisdiction  of  the  City  of  New  York;  every 
public  yard,  ground,  and  area;  every  ^aee  open  to  the  public  be- 
tween a  building  and  the  street,  between  bmldings,  ana  between 
streets;  all  places  of  public  assemblage^  including  erery  place  of 
public  worship,  amusement,  entertainment,  or  instruction,  and  ev^ry 
place  wher^  an  appreciable  numbw  of  persons  gather  (ot  any  purpose 
whatever,  and  every  public  room  or  space  connected  with,  ik&d 
every  means  of  entrance  to  or  exit  from,  any  of  the  said  places;  all 
places  and  premises  where  goods,  wares,  ana  merchandise  are  sold 
or  offered  for  sale,  including  all  public  rooms  or  places  therewith 
connected;  every  railroad  car,  and  every  other  public  vehicle;  every 
raihroad.  depot,  station,  and  platform,  and  every  public  room  or 
qiace  connected  therewith,  and  every  stairway  and  other  means 
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of  ^tmaoe  thereto  or  exit  therefrom;  every  ferryboat  and  ferry- 
house  and  every  public  room  or  space  connected  with,  and  every 
means  of  entrance  to  or  exit  from,  such  ferry-^house. 

§  24.  '* Refuse*^:  waste  material  other  ihsin  rubbish,  ashes,  or  gar- 
bage, that  attends  use  or  decay  and  accumulation  from  tne  occu- 
pancy of  buildings  or  pr^nises. 

§25.  *' Report'*:  a  report  in  writingi  signed  by  the  person  who 
mdkes  the  same  and  indicating  his  official  position,  if  any  such  posi- 
tion be  held. 

§  26.  '^ Rubbish*^ :  solid  waste  material  accumulating  or  resulting 
from  the  use  or  occupancy  of  buildings  or  premises,  such  as  paper, 
straw,  excelsior,  rags,  bottles,  old  clothes,  old  shoes,  tin  cans,  ana 
other  materials  of  a  similar  character. 

§  27.  "iSaZoew":  everjr  portion  of  any  building  in  which  the  busi- 
ness of  selling  meals,  hquors,  drinks,  or  refreshments  of,  any  Idnd, 
shall  be  conducted,  including  '^concert  saloons.'' 

§28.  "/StoWe";  every  building  or  portion  thereof  in  which  any- 
horse,  cattle,  or  other  animal  shall  be  k^.  ^ 

§  ^.  ** Streets":  avenues,  public  highways,  sidewalks,  gutters, 
and  public  alleys,  lanes,  ana  paths. 

§  30.  *' Theatre^':  the  building,  room,  and  place,  where  any  play, 
concert,  opera,  circus,  trick  or  jugglery  show,  gynmastio  (u:. other 
exhibition,  masquemae,  pubUc  dance,  or  other  public  gathering, 
driU,  lecture,  address,  or  other  form  of  public  entertainment,  amuse- 
ment, or  instruction  are,  is  or  may  be.  held,  given,  furnished,  per- 
formed, or  take  place,  and  every  public  room  or  space  connected 
with,  and  every  means  of  entrance  to  or  exit  from,  any  such  place. 

§  31.  "Vegeiable**:  every  article  used  for  human  consiknption  as 
food,  other  than  meat,  Gah,  or  milk. 

§  32.  '^Day  Nursery":  a  place  where  more  than  three  children  are 
received,  kept,  and  cared  for  during  the  daytime.  (As  amended  by 
the  Board  of  Health,  June  30,  1915.) 

§  33.  '^Milk":  the  whole,  fresh,  clean,  lacteal  secretion  obtained 
by  the  complete  milking  of  one  or  more  healthy  cows,  properly  fed 
and  kept,  excluding  that  obtained  fifteen  d^yB  before  and  five  days 
after  calving,  or  such  longer  period  as  may  be  necessary  to  render 
the  milk  practically  colostrum-free, 

§  34.  "^Hmmcrf-mt/fc";  is  clean,  pure,  healthy,  wholesome  and  un- 
adulterated milk,  from  which  substantially  all  milk  fat  has  bem 
removed. 

§  35.  ** Cream":  is  that  portion  of  clean,  pure,  healthy,  wholesome 
and  unadulterated  milk,  rich  in  milk  fat,  which  rises  to  the  surface 
of  milk  on  standing  or  is  separated  from  it  by  centrifugal  force. 

§  36.  ^* Condensed  mdlk,  evaporated  milk,  or  concentrated  m^":  is 
the  product  resulting  from  the  evaporation  of  a  considerable  portion 
of  the  water  from  d^,  pure,  healthy,  wholesome  and  unadulterated 
ndlk. 

§  37.  "Stoeetened  condensed  milk,  sweetened  evaporated  mUk,  or 
sweetened  concentrated  milk":  is  tne  product  resulting  from  the 
evaporation  of  a  considerable  portion  of  water  from  clean,  pure, 
healthy,  whdesome  and  unadulterated  milk,  to  which  su^Etr  (sucrose) 
has  been  added. 

§  38.  *' Condensed  skmmedrmilk,  evaporated  Mmmed^tmlk,  or  con- 
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cenbrated  skirnmed^ndUc**:  is  the  product  resulting  from  the  evapora- 
tion of  a  considerable  portion  of  water  from  clean,  pure,  healthy, 
wholesome  and  unadulterated  skimmed-milk. 

f  39.  "Sweetened  condensed  skimmed^^milk,  evaporated  condensed 
skimmed^inuk,  or  concentrated  condensed  sHmmed'^mdlk*' :  is  the 
product  resulting  from  the  evaporation  of  a  considerable  portion  of 
water  from  clean,  j^ure,  healthy,  wholesome  and  unadulterated 
skimmed-milk,  to  which  sugar  (sucrose)  has  been  added. 

§  40.  *^ Dried-mOk^^ :  is  the  product  resulting  from  the  removal  of 
the  water  from  clean,  pure,  healthy,  wholesome  and  unadulterated 
milk. 

5  41.  "Dried-^kimmed-^milk**:  is  the  product  resulting  from  the  re- 
moval of  the  water  from  clean,  pure,  healthy,  wholesome  and  un- 
adulterated skimmed-milk. 

§  42.  " Modified^mHk^* ;  is  clean,  pure,  healthy,  whdesome  and  un- 
adulterated nmk,  which  has  been  changed  by  the  addition  of  water, 
suear-of-milk,  or  other  substance  intended  to  render  the  milk  suit- 
able for  infant  feeding. 

\  43.  " ReconsiUvtea^mitk^^ :  is  a  product  which  is  mechanically  and 
exclusively  made  from  milk  solids  not  fat,  milk  fats  containing  all 
*  the  properties  of  milk  fats  in  milk,  and  water,  in  appropriate  propor- 
tions and  having  all  the  recognizee  characteristics  of  milk. 

$  44.  "  ReconstittUed-cream  :  is  a  product  which  is  mechanically 
and  exclusively  made  from  milk  solids  not  fat,  milk  fats  containing 
all  the  properties  of  milk  fats  in  milk,  and  water^  in  appropriate 
proportions  and  having  all  the  recognized  characteristics  oi  cream. 

§  45.  " BvUermUk** :  is  the  product  that  remains  when  butter  is 
removed  from  clean,  pure,  healthy,  wholesome  and  unadulterated 
milk  or  cream  in  the  process  of  churning. 

§  46.  MaUed-^nvdk":  is  the  product  made  by  combining  clean,  pure, 
healthy,  wholesome  and  UQadulterated  milk  with  the  liquid  sep- 
aitited  from  a  mash  of  ground  barley,  malt  and  wheat  flour,  with  or 
without  the  addition  of  sodium  chloride,  sodium  bicarbonate  and 
potassium  bicarbonate,  in  such  manner  as  to  secure  the  full  enzymic 
action  of  the  malt  extract  and  by  removing  water. 

§  47.  "Pestilential  Disease":  shall  be  deemed  te  include  the  con- 
ditions and  symptems  resulting  from  the  habitual  use  of  habit- 
forming  drugs,  and  known  as  dmg  addiction. 

As  amended  by  the  Board  of  Health,  June  22nd,  1919. 

ARTICLE  2 

ANIMALS 

Sec.  2.  Glanders,  farcy,  and  other  contagious  diseases;  duty  of 
vetermarv  surgeon  to  report. 

S3.  Glanders,  farcy,  and  other  contagious  diseases:  anim^la 
suffering  therefrom  not  to  be  retained  or  exposea;  destruc- 
tion authorized. 

§  4.  Animals  suffering  from  or  exposed  to  contagious  disease  not 
to  be  brought  into  or  kept  in  city. 

§  5.  Animal  injuiid  or  diseased  beyond  recovery  and  abandoned, 
to  be  destroyed. 
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§  6.  Animals  injured  or  diseased  past  recovery,  dead>  or  affected 
with  an  infectioi^  or  contagious  disease  to  be  reported 
and  removed. 
§  7.  Dead,  sick,  or  injured  animals;  interference  by  unauthor- 
ized persons  prohibited. 
§   8.  Dead,  sick,  or  injured  animals:  conditions  dangerous  to  life 

or  dfetrimental  to  health  prohibited. 
§   9.  Dead  horses;  to  be  tag^  before  placing  in  str^t. 
1 10.  Rabid  and  vicious  animals,  Department  of  Health  to  be 

notified;  destruction  authori««lJ  removal  regulated. 
J  11.  Horses,  cattle,  swine,  sheep^  ^eese,  and  goats;  not  to  be  kept 
or  yarded  without  a  p^roit- 
'    512.  Keeping  of  cows  regulated. 

§  13.  Tuberculin  test  of  cows;  certificate. 

§  14.  Cattle;  adequate  ventilation,  proper  food  and  water,  to  be 

provided. 
§  15.  Cattle;  method  of  transporting  in  vehicles  restricted. 
§  16.  Shelter  for  homeless  animals;  site  to  be  approved;  conduct 
thereof  regulated.  * 

1 17.  Unmuzzled  dogjs;  not  permitted  in  any  public  place. 

1 18.  Sale  of  small  animals  regulated. 

§  19.  Live  chi(^ens,  geese,  ducks,  and  other  fowls;  the  keeping, 

killing,  and  sale  regulated. 
§  20.  Keeping  of  live  pig^ns  regulated. 
§  21.  Horses  to  be  tested  for  glanders. 

Sec.  2.  GlanderSy  fjarq/,  and  other  contaguma  diseases;  dv^y  of  vet^ 
erinary  surgeon  to  report. — ^Every  vetennary  surgeon  who  shall 
examine  or  professionally  attend  any  animal  in  the  City  of  New 
York  affectea  with  glanders,  or  farcy,  or  any  other  contagious  dis- 
ease, shall,  immediately  upon  the  discovery  of  such  veterinary  sur- 
geon that  such  animal  is  thus  affected,  report  in  writing  to  the  De- 
partment of  Health  the  location  of  such  diseased  animal,  the  name 
and  address  of  the  owner  thereof,  and  the  t3rpe  and  character  of  the 
disease.    (S.  C,  §  127.) 

§  3.  GlanderSf  farcy y  and  other  contagious  diseases;  animals  suffering 
therefrom  not  to  be  retained  or  exposed;  destruction  avlhorizea. — No 
person  shall  keep  or  retain,  or  cause  or  allow  to  be  kept  or  retained,  at 
any  place  in  the  City  of  New  Yoiic,  any  animal  affected  with  glanders 
or  farcy,  or  any  other  contagious  disease,  but  shall,  immediately 
upon  his  or  her  discovery  that  such  anknal  is  thus  affected,  report  the 
fact  and  the  location  of  such  animal  to  the  Department  of  Health. 

The  Sanitary  Superintendent,;  an  Assistant  Sanitary  Superintend- 
ent, or  the  Director  of  the  Bureau  of  Infectious  Diseases,  of  the  De- 
partment of  Health,  shall  cause  every  such  animal  to  be  promptly 
isolated  or  killed,  and,  if  killed,  the  body  thereof  to  be  promptly 
removed  and  disposed  of,  in  sudi  manner  as  he  shall  aeagnate. 
(8.  C,  §  125.) 

§  4.  Aninuds  suffering  from  or  exposed  to  conUijjious  diseases  not 
to  be  brought  into  or  kept  in  eUy.-^No  cattle,  swine,  sheep,  horses, 
dogs,  or  cats,  which  are  affected  with  or  have  been  exposed  to  any 
disease  which  is  contagious  amcHig  such  animals,  shall  be  brought 
into  or  kept  in  the  City  of  New  York,    (8.  C,  §  124.) 
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adjacent  to  tie  built-up  portion  of  the  City  of  New  York,  appearioK 
ID  the  opinion  of  any  officer  or  inspector  of  the  Department  of  Healtn 
(and  that  of  two  citizens,  requested  by  such  officer  or  inspector  to 
view,  in  hia  presence,  the  said  aiumal),  to  be  so  injured  or  diseased 
as  to  precluae  the  posaibility  of  such  aDimaJ  thereafter  serving  any 
useful  puipoee,  »na  not  being  properly  cared  for,  may,  if  nbt  re- 


tbe  boise  is  removed,    (fi.  (J.,  i  I'M.) 

S  10.  RtMd  and  vidotia  animals;  Department  of  Health  to  be  notified; 
deetrueiion  avihonted;  remoaat  regulaied. — Every  animal  that  has 
rabies  or  that  shows  aymploms  of  rabies,  and  every  animal  that  has 
been  bitten  by  another  animal  affected  with  rabies,  or  has  been, 
otherwise  e;5)osed  to  such  disease  shall,  by  the  person  owning  the 
same  or  having  possession  thereof,  be  at  once  conmied  in  some  secure 
place  for  such  length  of  time  as  may  be  neceaeary  for  the  purpose 
of  determining  whether  such  disease  exists  or  snowing  that  such 
erooBUre  has  not  given  such  animal  said  disease,  and  of  avoiding 
all  dangn"  to  life  or  health,  and  such  person  shall  also,  immediately 
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upon  diBcoverinR  or  learning  any  of  the 
Department  of  Health  thereof  and  of  th 
is  confined.  Every  animal  which  is  mad 
be  killed  by  the  owner  or  person  having  p 
Xtepartment  of  Health,  and  the  body  ^  a 
aucn  disease,  or  being  suspected  of  such  di 
be  at  once  surrendered  to  the  Departmen 

Should  a  do^  bite  any  person,  it  shall 
or  person;  having  the  eame  in  his  posses 
to  unmed lately  notify  said  Department  1 
dc%  to  said  Department  for  inspection  i 
dog  shall  be  returned  to  the  person  from 
been  received  if  found  not  rabid  or  vieiou, 
or  vicious  to  such  ail  extent  as  to  be  unsa 
destroyed  by  said  Department. 

When  the  pohoe  or  other  person  or  ai 
any  of  the  causes  herein  mentioned,  it  i 
immediately  notify  the  Department  of 
location  of  its  body,  so  that  the  said  bo 
said  Department;  and  it  shall  be  unla^ 
animal  to  which  the  provisions  of  this 
of  any  such  dog  or  animal,  except  as  hen 

i  11.  Horses,  calile,  swiTic,  sheep,  geese, 
yarded  teithoul  a  permit. — No  ' 
Hwine,  geese,  sheep,  or  i 
jacent  to  the  built-up  p 
permit  issued  therefor  by  the  Board  of  Health.    (S.  C,  !  73.) 

S  12.  Keeping  of  cows  regvlaled.- — No  cows  shall  be  kept  in  ine 
City  of  New  York  without  a  permit  issued  therefor  by  the  Board  of 
Health  or  otherwise  than  in  accordance  with  the  terms  of  the  said 
pennit  and  with  the  Regulations  of  said  Board.     (S.  C,  S  72.) 

S  13,  Tiiberculin  test  i^  cows;  certificate.— No  milch  cow  or  cow  in- 
t«ided  tor  any  purpose  other  than  slauj^hter,  shall  be  admitted  to 
the  City  of  New  York  unless  accompanied  by  a  certificate  stating 
diat  the  said  cow  is  free  from  tuberculosis  so  far  as  may  be  ascer- 
tained by  physical  examination  and  the  appUoation  of  the  tuber- 
culin test,  ^id  certificate  shall  contain  a  physical  description  of 
the  caw  sufficiently  accurate  for  the  purp<»e  of  identification,  and 
must  be  signed  by  a  legalljf  licensed  veterinarian,  who  shall  state 
the  date  dnd  place  of  his  registration.  The  certificate  shall  also  bear 
a  number  which  must  correspond  with  a  tag  that  sbaU  have  been 
securely  attached  to  and  be  on  the  ear  of  the  cow.  The  certificate 
shall  ^so  contain  the  date  of  the  examination,  which  examinatioD 
shall  have  been  made  not  more  than  sixty  days  prior  to  the  time  the 
cow  indicated  therein  is  brought  into  the  city;  it  must  also  contain 
the  place  of  examination,  the  temperature  of  the  cow  for  six  hours 
prior  to  the  injectioii  of  tuberculin,  the  name,  quality,  and  character 
of  the  preparation  of  tuberculin  used,  the  location  of  the  injection, 
the  quantity  injected,  and  the  temperatures  from  the  eighth  to  the 
twentieth  hours  after  the  injection,  or  until  the  reaction  is  completed. 
(S.  C,  S  124.)  (As  amended  by  the  Boaid  of  Health,  May  6,  1916, 
and  as  further  amended  by  said  Board,  July  28,  1916.) 

S  H.  Cattle;  adequate  venttialion,  proper  food  and  water  to  be  pro- 
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tnded. — ^No  cattle  shall  be  k^t  in  any  place,  in  the  City  of  New 
York,  where  the  ventilation  is  not  adequate,  and  the  water  and  food 
are  not  of  such  quality  and  in  such  condition  as  to  properly  preserve 
their  health,  condition,  and  wholesomeness  for  food.     (S.  C,  §  71.) 

§  15.  CaJtUCy  method  of  transporting  in  vehicles  restricted. — ^No  cattle 
shall  be  placed  or  earned  while  bound  or  tied  by  the  legs,  or  bound 
down  by  the  neck,  in  any  vdiicle  in  tiie  City  of  New  Yoric,  but  shafl 
be  allowed  to  freely  stand  in  such  vehicle  when  transported  and 
whilfe  being  therein.    (S.  C,  §  77.) 

§  16.  Shelter  for  homeless  animals;  site  to  be  approved;  conduct  thereof 
regtdated. — ^No  shelter  for  homeless  animals  ^all  hereafter  be  opened 
or  established  in  the  City  of  New  York  unless  the  rate  therefor  be 
first  approved  by  the  Bioard  of  Health;  and  no  such  shelter  £^aQ 
be  conducted  in  said  City  without  a  permit  tha^or  issued  by  the 
said  Board  or  otherwise  than  in  aocc^danoe  with  the  terms  of  said 
permit  and  with  the  Regulations  of  said  Board.    (S.  C,  §  81a.) 

§  17.  Unmvaded  dogs;  not  permitted  to  any  piiMic  place, — -No  un- 
muzzled do^  shall  be  permitted  at  anytime,  to  be  on  any  public 
highway  or  in  any  public  paric  or  place  in  the  City  of  New  York. 
(S.  C,  §  80a.) 

Sustained  People  ex  rel.  Knoblauch  v.  Warden,  216  N.  Y.  162. 

§  18.  Sale  of  smaU  animals  regulated.'— No  person  shall  sell  or  keep 
for  sale  at  any  place  in  the  City  of  New  York  any  ddgs,  catip,  biros 
or  other  small  animals,  without  a  permit  therefor  issued  by  the  Board 
of  Health  or  otherwise  than  in  accordance  with  the  terms  of  said 
pern^it  and  with  the  Regulations  of  said  Board.    (S.  C,  §  80.) 

§  19.  Live  chickens  f  geese  f  ducksy  and  other  fowls;  the  keeping^  kiUingf 
and  sale  regulated. — No  live  chickens,  geese,  ducks,  or  other  fowls, 
shall  be  brought  into,  or  kept,  held^  offered  for  sale,  spld^  or  killea 
in,  any  yard,  area,  cellar,  coop,  budding,  premises,  pubhc  market, 
or  other  public  place,  except  premises  used  for  farming  in  imim- 

g roved  sections  of  the  City^  without  a  permit  therefor  issued  by  the 
»oard  of  Health  or  otherwise  than  in  accordance  with  the  terms  of 
said  permit  and  with  the  R^ulations  of  said  Board.  (S.  C.  §  79.) 
§  20.  Keeping  of  live  pigeons  reguloied. — No  live  pigeons  snail  be 
kept  within  the  built-up  portion  of  the  City  of  New  York  without  a 
permit  therefor  issued  by  the  Board  of  Health  or  otherwise  than  in 
accordance  with  the  terms  of  said  permit  and  with  the  Regulations 
of  said  Board.    (S.  C,  §  81.) 

§  21.  Horses  to  be  tested  for  glanders.— No  horse  shall  be  brought 
into  Or  kept  in  the  Citv  of  New  York  unless  it  shall  have  been  tested 
and  found  to  be,  free  from  glanders  by  a  duly  licensed  veterinarian, 
in  accordance  with  the  R^ulations  of  the  Board  of  Health. 

New. 

Adopted  December  28, 1917. 

ARTICLE  a 

sntTHS,  Marriaqes,  and  dbai^hs 

Sec.  31.  Births;  parents  and  every  person  to  report;  physicians  and 
professional  mid  wives  to  keep  register  and  file  written 
copy. 
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{3^.  Deaths;  duty  of  physicians  and  other  pt^nsdns  to  repoH; 
oontents  of  death  certificate;  phymciiuas  to  register  with 
Bureau  (tf  Records. 

§  38.  Births>  marriages,  and  deaths;  copy  of  registry  to  be  filed. 

{34.  Marriages;  duty  of  clergymen,  magistrates,  and  other  per- 
sons performing  cer^nony. 
!35.  Persons  who  perform  the  marriage  cerennmy  must  register. 
3d.  False  eertifioatios,  statonents,  and  r^orts. 

§37.  Dead  bodies  of  human  beinga;  permit  to  cany  or  convey 
required;  exertion. 

§38.  Dead  bodies  of  human  beings;  transit  permit  required; 
conditions  under-  ^ich  said  permit  will  be  granted* 

539.  Dead  bodies  of  human  beings  not  to  be  retained  or  exposed. 
40.  Dead  bodies  of  hiunan  beings  not  to  be  retained  unburied. 
§41.  Dead  bodies  of  human  beings;  dutv  of  pers(»is  discovering 

such  bodies  to  communicate  with  Department  of  Health. 
§42.  Dead  bodies  of  human  beings;  interment,   cremation,   or 

oth«r  disposition;  pemit  required. 
§  43.  Sestons  ana  undertakers;  to.  renter  with  Departmoit  of 

Health. 
1 44.  Duties  of  sextons- and  other  persons. 
§45.  Crematories,     bur3ring-grounds,     cemeteries,    tombs,    and 

vaults;  permit  required  to  establish^  to  buiy,  and  to  open 

receptacle;  burial  of  dead  bodv  restricted. 
§  46.  Business  of  undertaking  regulatea;  permit  required. 

SeCi131.  Births  and  stiU  births;  parents  av^  every  person  to  report; 
physicians  and  mofessiorud  midwives  to  keep  registry  and  file  written , 
copy. — It  shall  oe  the  duty  of  the  parents  of  any  child  bom  alive 
or  dead  in  the  City  of  New  York  ^nd  if  there  be  no  parent  alive 
that  has  made  such  report,  then  of  the  next  of  kin  of  said  diild  born), 
and  of  every  person  present  at  such  birth  or  still  birth,  to  file  with 
the  Department  of  Health,  within  ten  days  after  such  birth  and 
within  thirty-six  hours  after  such  still  birth,  a  report,  in  writing, 
stating^  as  far  as  known,  the  date,  borough,  street,  and  street  num- 
ber ofsaid  place  of  birtn  or  still  birth,  the  name,  sex,  and  color  of 
such  child  born,  the  name,  residence,  birthplace  and  age  of  the 
parents^  respectively,  the  occupation  of  the  father  and  mother,  and 
the  maiden  name  of  the  mother.  It  shall  also  be  the  duty  of  physi- 
cians and  professional  midwives  to  keep  a  re^try  of  the  sev^al 
births  or  still  births  in  which  they^  have  assisted  professi(mallv, 
which  shall  contain  the  date  of  birth  or  still  birth,  the  borough, 
street,  and  street  number  of  premises  wherein  such  birth  or  stDi 
birth  took  place,  the  sex  and  color  of  the  child,  and  also,  as  nearly 
as  can  be  ascertained,  the  name  of  the  said  child,  the  number  of 
previous  children  bom  of  the  mother,  the  number  now  living,  the 
name,  residence,  birthplace  and  age  of  the  parents,  respectively, 
the  occupation  of  the  father  and  mother,  and  the  maiden  name  of  the 
mother;  and  it  shall  be  the  duty  of  such  phvsicians  ^d  professional 
midwives^  also,  to  file  a  written  copy  of  the  said  registry  of  birth 
or  still  birth  with  the  D^artment  of  Health  in  the  boiou|^  office 
of  thel^roQgh  wherein  the  birtii  or  still  birth  occurred,  within  ten 
days  after  such  birth  and  within  thirty-six  hours  after  such  still 


SAKTrAJtT   CODE  41S 

birt&^  ufMK  blank  fonos  furnidied  by  the  said  Department.  Suoh 
pbjoifUAiiB  Bud  profeaaional  midwiv«e  shall  also  certify  that  they 
assisted  professionally  at  the  birth  or  still  birth  bo  reported,  and 
that  all  the  other  facts  stated  in  the  copy  of  the  said  regist^  are 
true  to  the  beet  of  their  knawledge,  infonnatioa  and  beUef.  (S.  C, 
S  159,) 

Adoptod  DeoanAar  3S,  1617. 

StUute  rsqulna  N,  Y,  BtMurda  of  Health  to  make  oampleta  legiitntiaD  of  biiOa, 
.    dtmlbt  and  muriacH.    People  v.  New  Lote,  34  Hun,  338;  Matter  of  Lsulcryung, 
18  N.  V.  Super.  Ct.  SOB. 

\lfacian»  and  other  pereons  to  report;  eon- 
Pfayaiciaos  who  shall  have  attended  de- 
illneas  shall  make  and  preserve  a  registry 
■b  person,  stating  the  cause  thereof  and 
rtreet,  and  street  number  of  the  premises, 
lie  with  the  Department  of  Health  a  re- 
th  of  every  such  person,  stating,  as  nearly 
lat«  of  death,  the  ses,  name  and  surname, 
esidence  in  the  City  of  New  York,  place 
ife,  namely,  whether  single  or  married,  a 
orced,  the  color,  last  jflace  of  residence, 
of  the  parents,  respectivdy,  the  maiden 
the  chid  and  determining,  and  the  con- 
tributory, cause  or  causes  of  death,  of  such  person;  stating  also 
whether  an  autopsy  has  been  performed,  and,  if  so,  the  finding  of 
such  autopsy;  and  the  chief  medical  examiner,  the  deputy  medical 
examiners,  and  the  assistant  medical  examiners  of  the  City,  shall, 
in  their  certificates,  conform  to  the  requirements  of  this   section, 
and,  where  death  shall  have  resulted  from  accident,  homicide,  or 
suicide,  shall  specify  how,  when,  and  where  the  injuries  causing 
such  death  were  received.     (3.  C,  §  160.) 
Adopted  December,  28.  1017. 

MradBmiu  will  lis  to  compel  a  hoatital  to  comet  a  oertjflcaM  of  death  which 
tber  have  filed  with  the  Health  EfepartmenC.  People  ex  lel.  HaaK  v.  Oeraun 
Hoq>.,  S  Abb,  N.  C,  332. 

i  33.  Birthg,  alUi  birth*,  marriagea,  and  (katht;  copy  of  regittry  to 
be  filed.— It  shall  be  the  duty  of  every  person  required  to  make  or 
keep  a  registry  of  births,  still  births,  marriages,  c"  •■—"■-  '-  — 


sent  to  the  Bureau  of  Records  <rf  the  Depsjtment  of  Health  a  copy 
of  such  r^LBtry  signed  by  such  person,  within  ten  days  after  uie 
birth  or  marri^e,  and  within  tlurty-six  hours  after  the  death  or 


(8.  C,  i  161). 

Adopted  DemolMi  38,  1917. 

Thi4  doe*  not  meao  leaviot  the  notioe  pBnoDally  with  the  Boaid  of  Health: 
Builing  is  nimcieuC.    Dept.  Health  City  of  N.  Y.  t.  Oweo,  H  App.  Div.  425, 

1 34.  Marriages;  duty  of  cUrgumen.  magittraiea,  axid  Uher  persona 
performing  ceremony. — It  shall  be  tne  duty  of  clergymen,  magis- 
trates, and  other  persons  who  perform  the  marri^  ceremony  in 
the  City  <rf  New  York,  to  keep  a  repistry  of  the  marnagee  performed 
by  them,  leqieotively,  which  shall  contain  the  place  and  date  of 
noorrii^e,  the  age,  color,  name  and  surname,  birthplace,  and  resi- 
dence, respectively,  of  the  bride  and  groom,  the  number  of  times 
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each  has  been  married,  the  condition  of  each,  namely,  wheflm 
single,  a  widow  or  widower,  or  diyoroed,  the  occupation  (rf  the  gtoosn, 
the  maiden  name  of  the  bride,  if  a  widow,  and  the  namee  of  the 
parents  and  the  maiden  name  of  the  mother,  of  each.    (S,  C,  i  158.) 

S  35.  Persons  xnho  perform  the  marruae  txrenumy  tmi^  regisler.^- 
Every  person  authorized  by  law  to  pem)nn  the  marriage  ceremony 


n  the  office  of  the  Bureau  of  Records  of  the  Department  of  Health. 

\8.  C,  S  158.) 

{ 3Q.  False  certificaies,  slaieTiients  and  t 
m^ce,  prepare,  deliver,  or  issue  any  false 
report,  of  a  birth,  marriage,  or  death,  or  j 
or  report,  which  is  not  in  accordance  w,th  t 
riagej  or  death.  All  certificates,  statement 
marnaKes,  or  deaths,  shall  be  signed  by 
make  the  same,  and  no  person  shall  sign  or 
to  any  such  eertificat*,  statement  or  report. 

{ 37.  Dead  bodiea  qf  human  beings;  per. 
quired;  exeeplion. — No  captain,  agent,  or  ot 
of  or  attached  to  any  ferry-boat  or  sailin 
person  in  charge  of  any  public  or  private  v< 
convey  or  allow  to  be  conveyed,  thereon  i 
into,  or  within  the  City  ot  New  Yoric,  nor 
convey,  or  allow  to  be  carried  or  conveyi 
through,  into,  or  within  the  said  City,  the 
being,  or  any  part  thereof,  without  a  pen 
Board  of  Health  or  otherwise  than  in  acc< 
such  permit  and  the  Regulatioos  of  said  I 
that  the  same  efFect  shall  be  given,  undet 
permit  issued  by  Boards  of  Ilealth,  H^i 
other  duly  authorized  persons,  in  any  St 
whose  rules  and  regulations  for  the  transpi 

when  such  permit  is  issued,  be  in  material _      . 

time  in  force  in  the  City  of  New  York,  as  though  such  permit  were  is- 
sued by  the  Boaid  of  Health  of  the  City  of  New  York.    (S.  C.  }  168.) 

1 38.  Dead  bodies  of  hwitan  beings;  trattmi  permit  required;  amdt- 
tums  under  which  said  permit  wiil  be  granted. — No  tmnsit  permit  shall 
be  granted  for  the  removal,  burial,  or  other  dispoeiticoi  of  the  re> 
mains  of  any  person  who  shall  have  died  in  the  City  of  New  Yoric 
unless  a  certificate  of  death,  prepared  upon  a  form  furnished  by  tba 
D^tartment  of  Health  and  signed  as  hereinafter  provided,  shall  have 
been  filed  in  the  said  Department. 

Such  certificate  must  be  signed  by  a  phymeian  uiion  whom  has 
been  conferred  the  degree  of  doctor  of  medicine,  (w  oy  a  i>hysician 
who  has  been  granted  a  license  after  a  medical  examination  con- 
duct»i  by  the  New  Yoric  State  Board  of  Medical  Examiners,  the 
questions  for  which  have  been  prepared  by  the  Board  of  Resents  of 
said  State.    {S.C.,§163a.) 

5  39.  Dead  bodies  o/  human  ftetnfls  not  to  be  retained  or  eapoeed. — 
No  person  *aU  retam,  expose,  or  allow  to  be  retained  or  expMed, 
the  dead  body  of  any  human  being  to  the  peril  or  prejudioe  oftbe 
life  or  health  of  any  peraon.    (S.  C,  §  164.) 
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permit  and  the  Regulations  of  said  &oatd,  and  the  said  dead  body 
shall  be  placed  in  a  metallic  or  tin-liaed  box,  or  a  box  so  constructed 
aa  to  pierent  the  issuance  of  any  liquids  therefrom.    No  seiiton  or 

oUier  person  shs 

tioQ,  or  other  di 
orasastinprepi 
unless  a  pennit  -, 
tHotiziag  such  i 
body;  and  it  ahs 
such  pennit  to  n 
cordance  with  tl 
i.43.  SexUma; 
who  acts  as  a  s^ 
care  of  any  cte 
for  the  receptioi 
whereiit  the  boc 
-  biB  or  her  name 
character  of  bis 
Itecords  of  the  I 
of  Health,  December  61,  1919.) 

'S  44.  Duliei  of  sexlona  and  other  peraani. — Every  sexlon  and  other 
person  havine  chaive  of  any  crematorv,  burving-^ro'und,  cemetery, 
tomb,  or  vault,  in  the  City  of  New  York,  shafi,  before  twelve  o'clock 
on  Monday  of  each  week,  .make  a  return  to  the  Department  of 
Hpalth,  wHch  return  shall  set  forth  a  record  of  the  receipt  and  dis- 
positioil  of  each  body  buried  or  cremated  since  the  last  return  and 
which  said  return  shall  be  in  such  form,  and  shall  specify  such  addi- 
tioaal  particulars,  a».  the  Regulations  of  the  Board  of  Ue^th  shall 
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Sec.  51 .  Joint  and  several  responsibility  of  owner,  lessee,  tenant,  and 
occupant  for  edst^nce  of  nuLBance  or  violation  of  Sanitary 
~Code. 
,152.  Inadequate  strength,  ventilation,  light,  and  seweraKe,|,of 
buildings,  and  conditiona  therein  dangerous  or  prejudical 
to  life  or  health,  forbidden. 
i  53.  Nuisances,  conditions  dangerous  and  prejudical  to  life  or 
health;  duties  of  owners,  tenants,  lessees,  wd  ocmpants 
of  buildings  and  lots. 
E  54.  DweUings;  sanitary  conditions;  duties  of  owner  and  lessee- 
I  55.  Theatres,  maaufactories,  and  workrooms;  sanitary  ccoidi- 

tions,  lighting,  heating,  and  ventilation. 
S  56.  Lodging-houses,  boarding-bouses,  or  manufactories  not  to 

5  57,  Schools,  gymnasiums,  and  places  of  public  worship;  duties 
and  responsibihties  of  persona  in  charge. 

i  58,  Stables;  to  be  waintainea  in  accordance  with  the  Regula- 
tions of  the  board  of  Health. 

I  59,  Roof  and  skylights  to  be  kept  in  good  repair. 

£  60.  Walls  and  ceilings  to  be  clean. 

I  61.  Water  tanks  on  roofs  of  bailding 

S  62.  Sleeping  in  cellars  or  in  any  pla 
to  life  or  health  prohibited. 

Sec.  51.    Joitit  and  several  reaponsibilUy  of  aimer,  ietsee,  itnaiA, 
and  oecupantfor  exigence  of  nuisance  or  uiotetwrn  of  Sanitary  Code.^ 


"Rie  owner,  lessee,  tenants  and  occupant  of  e^ 
or  of  «ny  port  thereof,  where  there  shall  be  : 
of  any  section  of  the  Sanitery  Code,  dial] 
liable  therefor,  in  bo  far  as  they,  respecti^ 
prevent  or  rfiate  such  nuisance  or  prevent 
such  extent,  each  of  them  may  be  requirei 
or  comply  with  the  order  of  the  Board  of  I 
buildiDg,  pt^niHce,  or  part  thereof.    (S.  C,  £  i^./ 

GoldMi  V.  BsillJi  Dept,.  ai  App.  DIv.  430;  People  ei  raL  Coocutt  v.  Board  of 
Health,  140  N.  ¥.  1;  Board  o[  aealth  v.  Copnitt,  140  N.  ¥,  12:lawtoDV.  Bleele. 
119  N.  Y.  226. 

S  52.  /naderaote  strength,  ve 
Tfi^,  and  condilMng  therein  da 
forfndden. — No  person,  persoi 
the  City  of  New  York,  erect 
cause  to  be  converted  to  a  ne 
or  structure,  or  change  or  cat 
any  part  of  any  building  or  i 
that  It,  or  any  port  thereof,  shi 
to  strength,  ventilation,  light, 
or  necessary  provision  or  pi^ 
healUi;  nor  shall  the  buQder, 
any  building  or  structure  in  t 
or  thing  to  be  or  to  be  done  in  i 
dangerous  or  prejudicial  to  life 

S53.  Nuiaaneee,  conditions 
fualtk:  duties  of  <yumers,  lenai 
charge  of  buildings  and  lots. — ' 
or  person  in  chu^  of  any  bi 
to  the  buHt-up  portions  of  the 
to  be  kept  the  sidewalk,  fla; 
building  or  premises  free  fror 
kind,  and  shall  sweep  and  ren 
therefrom  all  garbage,  refuse, 
and  shall  keep  such  sidewalk, 
bage,  refuse,  Glth,  dirt,  and 

sioewotk,  flagging,  or  curbstone  shall  be  spattered  with  wet  sawdust, 
paper  or  sand,  sprinkled  with  water,  or  some  other  equally  effective 
method  or  material  used,  to  prevent  and  avoid  the  raising  of  dust 
when  such  ^rbace,  refuse,  fifth,  dirt,  or  other  offensive  niat«rial  is 
swept  or  removed  therefrom.  Such  garbage,  refuse,  filth  dirt,  and 
other  offensive  material  removed  from  the  sidewalk,  nacging  or 
curbstone  may  be  piled  in  the  gutter  or  roadway  between  tSe  hours 
of  aix  and  eight  o'clock  Id  the  morning,  but  shall  not  be  put  or  placed 
in,  or  swept,  shovelled,  thrown,  emptied,  or  deposited  into,  the 
gutter  or  roadway  at  any  other  time.  No  such  owner,  tenant,  leasee, 
occupant  or  person  in  charge  shall  allow  anything  in,  on,  or  about 
mich  building  or  premises,  or  any  condition  arising  or  existing  therein 
or  thereon,  to  become  a  nuisance,  or  dangerous  or  prejudicial  to 
life  or  health.  (S.  C.  §  41.)  (As  amended  by  the  Board  of  Health, 
Dec.  28, 1916,  and  further  amended  Oct.  30,  1918.) 

{  54.  Dwellings;  sanitary  conditions;  duliei  <4  owner  and  lessee. — 
No  owner  cw  lessee  of  any  building,  or  any  part  thereof,  shall  lease 
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§69.  Ro6js  an4  skyli^hU  to  be  kept  in  good  repair, — The  roofs, 
skylights,  walls,  and  windows  of  all  buildings  diall  be  kept  in  a  condi- 
tion of  good  repair  so  that  rain  water  shall  not  enter  the  building. 
(S.  C,  §  24.) 

§  60.  WaUa  and  ceilings  to  be  dean, — ^AU  j&lthy  and  dirty  walls  and 
ceilings  of  any  building^  including  the  walls  and  ceilings  of  the  cellars 
thereof,  shall  be  thoroughly  cleaned  and  whitewashed  whenever 
required  by  the  Department  of  Health.    (S.  C.,  §  23.) 

§  61.  Water  tanks  on  roofs  of  buildings,'  their  use  regulated. — ^Every 
tank  for  holding  water  located  on  the  roof  or  external  part  of  a 
building  shall  be  kept  completely  covered  with  a  tight-fittmg  cover. 
Every  tank  from  wnich  water  is  furnished  for  drinking  and  domestic 
purposes  shall  be  emptied  and  the  inside  thoroughly  cleaned  at  least 
once  a  year  and  at  such  other  times  as  may  be  directed  by  the  San- 
itary Superintendent  or  an  Assistant  Sanitary  Superintendent  of  the 
D^artmentof  Health.    (S.  C,  §  62a,  as  amend.  Dec.  21,  1915.) 

(62.  Bleeping  in  cellars  or  in  any  place  dangerous  or  prdudicial 
to  life  or  health  prohibited, — No  p^'son  having  the  right  ana  power 
to  prevent  the  same  shall  knowingly  cause  or  permit  any  person  to 
sleep  or  remain  in  any  cellar,  in  any  bathroom,  in  any  room  where 
ther6  is,  h  Water-closet,  or  in  any  place  dangerous  or  prejudicial  te 
life  or  healthy  by  reason  of  the  want  of  ventilation  or  drainage,  or 
by  reason  of  the  presence  of  any  poisonous,  noxious,  or  offensive 
odor  or  substance,  or  otherwise.    (S.  C,  §  18.) 


ARTICLE  6 

COLD  STORAGS 

Sec.  71.  The  term  "food"  defined. 

72.  Cold  storage  food  to  be  marked. 

73.  Time  that  cold  storage  food  may  be  kept. 

74.  Food  when  once  released  for  the  purpose  of  placing  same  on 
market  for  sisde  not  to  be  returned  to  cold  storage. 

§  75.  Food  kept  in  cold  storage  not  to  be  sold  without  represent- 
ing the  fact  of  such  storage. 

Sec.  71.  The  term  *^food"  d€fined.--The  term  food  as  used  in  this 
Artide  shall  include  any  article,  except  nuts,  fruits,  cheese  and  veg- 
etables, used  for  food  by  man  or  animal  and  ev^y  ingredient  of  such 
article.    (New.) 

§  72.  Cold  storage  food  to  be  marked, — It  shall  hereafter  be  unlaw- 
ful for  an)r-person  or  persons,  corporation  or  corpjorations,  engaged 
in  the  business  of  cola  storage  warehousemen!  or  in  the  business  of 
refrigerating,  to  receive  any  £nd  of  food  unless  the  said  food  is  in  an 
apparently  pure  and  wholesome  condition,  and  the  food  or  the  pack- 
age containmg  the  same  is  branded,  stamped  or  marked,  in  some 
conspicuous  place,  with  the  day,  moQth  and  year  when  the  same  is 
received  in  storage  or  refrigeration. 

It  shall  be  unlawful  for  any  person  or  persons,  corporation  or  cor- 
porations, engaged  in  the  business  of  cold  storage  warehousemen  or 
in  the  business  of  refrigerating  to  permit  any  article  of  any  kind 


422     CODE  OP  OBDINANCEB  OF  THE  CITY  OP  NEW  YORK 

whatsoever  used  for  food  in  the  possession  of  anv  person  or  p^sons, 
corporation  or  corporations,  engaged  in  the  business  of  cold  storage 
war^ousemen  or  refrigerating,  to  be  taken  from  th^  possession 
without  first  having  branded,  stamped  or  marked  on  said  food  stuffs 
or  the  package  containing  same,  in  a  conspicuous  place,  the  day, 
month  and  year  when  said  food  stuffs  or  package  was  removed  from 
cold  storage  or  refrigeration. 

It  shall  also  be  unlawful  for  any  person  or  persons,  corporation 
or  corporations,  to  offer  for  storage  m  a  cold  storage  warehouse  or 
to  place  in  stora^  in  a  cold  storage  warehouse  any  article  of  food 
unless  the  same  is  in  an  apparaitly  pure  and  wholesome  condition. 
(New.) 

Sec.  73.  Time  that  cold  storoffefood  may  be  kept. — ^It  shall  hereafter 
be  unlawful  for  anv  person,  corporation  or  corporaticms,  en^^^  in 
the  business  of  cold  storage  warehousanen  or  refrigerating,  or  for 
any  person  or  corporation  placing  food  in  a  cold  storape  warehmise, 
to  keep  in  storage  for  preservation  or  otherwise  any  kmd  of  food  or 
any  article  used  for  food  a  longer  period  than  twelve  calmidar  months. 

As  amended  by  the  Board  of  Health,  December  31, 1918. 

§  74.  Food  when  once  released  for  the  purpose  of  pktdna  same  on 
market  for  sale  not  to  he  returned  to  cold  storage. — ^mien  fooa  has  been 
in  cold  storage  or  r^rigeration  and  is  released  therefrom  for  tiie  pup- 
pose  of  placing  the  same  on  the  market  for  sale  it  shall  be  a  violation 
of  the  provisions  of  this  Article  to  again  place  such  food  in  cold 
storage  pr  refrigeration.    (New.) 

§  75.  Food  kept  in  cM  storage  not  to  he  sold  tmthout  represenUng  the 
fact  of  such  storage. — ^It  shall  Se  a  violation  of  the  provisions  of  this 
Article  to  sell  any  article  or  articles  of  food  that  have  been  kept  in 
cold  storage  or  refrigeration,  without  representing  the  same  to  nave 
been  so  kept.    (New.) 

ARTICLE  6 

MEDICAL  BXAMINEBS 

Sec.  80.  Duties  of  medical  examin«». 

Sec.  80.  Duties  of  medical  examiners. — The  chief  medical  examiner, 
the  deputy  medical  examiners  and  the  assistant  medical  examiners 
shall  transmit  and  cause  to  be  delivered  to  the  Department  of  Health 
within  two  hours  after  viewing  the  dead  body  of  any  person  who 
has  died  from  any  infectious  disease  the  following  facts  so  far  as 
known  or  reported  to  such  chief  medical  examiner,  deputy  medical 
examiners,  and  assistant  medical  examiners:  the  name  of  the  de- 
ceased; the  place  of  death j  giving  the  street  and  street  number  or 
such  other  particulars  as  will  identify  said  place  of  death;  the  loca- 
tion of  the  body;  the  cause  of  death;  the  date  and  time  of  death;  the 
name  or  names  of  physician  or  physicians,  H  any,  attendk^  the 
deceased  in  his  or  her  last  illness;  the  occupation  of  deceased;  the 
place  of  employment;  the  place  to  whidi  body  has  been  ranoved,  if 
removal  permit  has  been  issued;  and  if  autc^W  was  performed,  the 
findings  thereof.    (S.C.,§80.) 

Adopted  December  81, 1017. 
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Sec.  86.  Duty  of  peiBom  in  charge  of  hoepitaU,  and  of  phj^dana,  to 
report  mfectious  dioeaaes. 
i  87.  Duty  of  every  peraoa  to  report  penons  affected  with  an  in' 

fectJooB  disease. 
I  88.  Duty  of  Buperintendenta  of  hospitals  and.  dispensarieB,  and  of 
'         ee  of  venereal  diseaae.  , 

{80.  d  with  infectious  diseases. 

00.  irt  deaths  from  infectiouB  diseaseB, 

Bt.  suppurative  conjunctivitis;  duty  of 

snsaries,  and  other  institutions,  and 


II;  duty  of  officers  of  hospitals, 


S  9S.  Isolation  of  persona  affected  with  infectious  diseases  in  institu- 

I  97.  Removal  of  persons  affected  with  any  infectious  disease  au- 
thorised. 
!B8.  Removal  of  persons  affected  with  an  infectious  disease  regulated. 
99,  Persons  having  an  infectious  disease  not  to  engage  in  manu- 
facturina  in  tenement  houses. 
1 100.  Acts  tending  to  promote  spread  of  disease  protubited. 


ioi.  D^infection  and  renovation  of  premises,  furniture,  and  be- 
lon^ngs. 

ilie.  Duties  of  undertakers. 
103.  Public  or  church  funerals  prohibited  where  death  has  been 
caused  by  certain  diseases. 

ilM.  Cyanide  used  for  fumigating  purposes  regulated. 
105.  Diagnostic  laboratories  regulated. 
106.  Wood  alcohol  poisoning  to  be  report«d. 

Sec.  86.  Dv^  of  perione  in  charge  of  hogpitali,  arid  of  phyeieiam,  to 
report  iTtfectiout  diaemea. — It  shall  be  the  duty  of  the  manager  or  man- 
agers, iuperintendent,  or  person  in  charge  of  every  hospital,  institution, 
or  dispensary,  in  the  City  of  New  York,  to  report  to  the  Department  of 
Health  in  writing  the  ful!  name,  age,  and  address  of  every  occupant  or 
inmate  thereof  or  person  treated  therein,  affected  with  any  one  of  the 
infectious  diseases  included  in  the  following  list,  with  the  name  of  the 
disease,  within  twenty-four  hours  after  the  time  when  the  case  is  diag- 
nosed, and  it  shall  be  the  duty  of  every  physician  in  the  said  City  to 
make  a  similar  report  to  the  said  Department  within  the  same  period 
relative  to  any  person  found  by  suoh  physician  to  be  affected  wiUi  any 
one  of  the  said  infectious  diseases,  stating,  in  each  instance,  the  name  of 
the  disease:  acute  anterior  poliomyelitis  (infantile  paralysis),  anthrax, 
Aidatia  cholera,  botulism,  diphtheria  (croup),  dysentery  (epidemic),  en- 
cephalitis Ictbsrgica.  epidemic  cerebro-spiual  memngitis.  glanders,  sup- 
purative oonjuncUvitis,  hook-worm  disease,  leprosy,  malarial  fever, 
tnrnsinn.  mumps,  paratyphoid  fever,  plague,  pulmonaiy  tuberculoslB, 
acute  lobar  pneumonia,  bronchial  or  lobular  pneumonia,  influenia.  rabies, 
rubdla  (German  measles,  rSUtetn),  scarlet  ferer,  epidemic  septic  sore 
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throat.  Bmallpoz.  tetanus,  trachoma,  tr 
typhoid  (ever,  typhus  fever,  varioejls. 
and  yellow  fever. 

Provided,  that  if  the  disease  ia  typhoid  f c 
epidemic  dysentery,  or  epidemic  aeptio  bo 
shall  also  show  whether  the  patient  has  I 
household  in  which  the  patient  resides  is, 
handling  of  milk,  cream,  butter,  or  othei 

Breliminary  to  sale.  (S.  C,  {  133.)  (Ae 
[ealth,  September  17,  1918,  and  further  ai 
{  87.  Duly  of  every  pereon  to  report  perat 
disease. — When'no  physician  is  in  attJindE 
every  person  havinn  knowIedRe  of  any  pen 
BMJarently  or  presumably  infectious  to  at 
ment  o!  Health  all  tacts  in  relation  to  the  i 
of  any  auch  person.     (9.  C,  §  136.) 

i  SS.  DiUy  of  supenntendertla  of  hoapUala  and  dispenaariea,  emd  of  jAyn- 
ciara,  to  report  cases  of  venereal  diaeaae. — It  shall  be  the  duty  of  the  man- 
ager, superintendent,  or  person  in  charge,  of  any  correctional  institution 
and  of  every  public  or  private  hospital,  dispensary,  clinic,  asylum,  or 
(iiaritable  institution  in  the  City  lA  New  York  to  report  promptly  to 
the  Department  of  Health  the  name  or  initials,  together  with  the  sex. 
age,  marital  state,  and  address,  of.  every  occupant  or  inmate  thereof  or 
'  person  treated  therein,  affected  with  syphilis  or  gOBOrrhfsa;  and  it  shall 
also  be  the  duty  of  every  physician  in  the  said  City  to  promptly  make  a 
rimilar  report  to  the  Department  of  Health  relative  to  any  persoii  found 
by  such  physician  to  be  affected  with  syphilis  or  gonorrhcea.  All  reports 
made  in  accordance  with  the  provisions  of  this  section,  and  all  recoMB  of 
clinical  or  laboratory  eiaminationa  iadicatiug  the  presence  of  ayphillB 
or  gonorrhcea,  shall  be  regarded  as  confidential,  and  shall  not  be  open  to 
inspection  by  the  public  or  by  any  person  otlier  than  the  official  cus- 
tnifion  nf  such  reports  or  records  in  the  Department  of  Health,  tho  Com- 
T  of  Health,  and  such  other  persona  as  may  bo  authoriled  by 


,     jier  persona  as  may  bo  authonled 

pect  such  reports  or  records,  nor  shall  the  custodian  of  any 

such  report  or  record,  the  said  Comraissianer  of  Health,  or  any  Bucit 
other  person  divulge  any  part  of  any  such  report  or  record  so  as  to  din- 
close  the  identity  of  the  person  to  whom  it  relates.  It  shall  be  the  duty 
of  every  physician  !o  furnish  and  deliver  to  every  person  found  by  flueh 
physician  to  be  atlected  with  syphilis  or  gonorrhcea  a  circular  of  instruc- 
tion and  advice  issued  or  approved  by  the  Department  of  Health  of  the 
City  of  New  York  and  to  instruct  such  person  as  to  the  precautions  to 
he  taken  in  oider  to  prevent  the  communication  of  the  disease  to  othem. 
No  person  affected  with  BSTjhilis  or  gonorrhcea  shall.by  a  negligent  act, 
cause,  contribute  to  or  promote  the  ^read  of  such  diseases. 

As  uneoded  by  the  Board  of  Health,  Juos  2B.  1917, 

i  69.  laolalion  and  quarantine  of  meam  affected  with  irifectiout  dtaean. 
It  shall  be  the  duty  of  every  physician,  immediately  upon  discoverinE  o 
person  affected  with  an  infectious  disease,  to  secure  auch  isolation  and 
quarantine  of  such  person,  or  to  take  such  other  action  as  is  or  may  be 
required  by  the  Regulations  of  the  Department  of  Health. 

As  amended  by  the  Board  □[  He^th,  January  SO,  1917. 

But  CD  pTnui  can  ba  quarsniined  gunptr  beoauae  he  lu*  not  been  TsonDsted. 
Matter  ol  Smith,  146  N.  Y.  68. 

i  90.  DiUy  of  pkysidant  to  report  deathe  from  infectious  diieaaet. — 
It  shall  be  the  duty  of  every  physician  to  report  forthwith,  in  writinK, 
to  the  Department  of  Health,  the  death  of  every  person  who  dies  fnna. 
or  while  suffering  with,  any  infectious  disease,  and  to  state  in  such  report 
the  specific  naint  and  type  of  such  disease.    (S.  C.  {  135.) 

i  91.  Puerptral  tepticamia  and  euppuratiie  confartOisUia:  duly  i4  oJH- 
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any  hoepital,  diH>ensary,  or  other  institution,  having  knowledge  of 
iiie  occurrence  of  a  number  or  group  of  cases  of  severe  or  fatal  ill- 
ness, which  appear  to  be  due  to  the  consumption  of  spoiled  or  poi- 
aonous  articles  of  food  to  immedialely  report  the  same  to  the  De- 
partTnent  of  Health. 

§  94.  ExdusUm  oj  children  from  acfiooh. — No  principal  or  superin- 
tendent of  any  school,  and  no  parent,'  raaster,  or  custodian  of  any 
child  or  minor  (having  the  power  and  authority  to  prevent)  shall 
permit  any  child  or  minor  havine  acute  poliomyelitis  (infantile 
paralysis),  chicken-pox,  diphtheria  (croup),  epidemic  cerebro-spinal 
meningitis,  measles,  mumps,  pulmonary  tuberculosis  (if  in  a  com- 
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loted— No  peraon  shall,  in  the  City  of  New  York,  without  a  permit 

therefor  iaaued  by  the  Board  of  Health,  carry,  move,  or  cause  to  be 
oarried  or  moved,  in  aoy  manner  whatsoever,  through  any  public 
street  or  place  any  person  affected  with  an  infectious  disease,  or 
any  article  which  has  been  exposed  to  such  disease;  nor  shall  any  per~ 
son  remove  or  cause  to  be  removed,  in  the  City  of  Now  York,  any 
such  person  or  article  from  any  building  or  vessel  Ijj  any  other  buila- 
ing  or  vessel,  or  to  the  shore,  without  a  permit  therefor  issued  by 
the  Board  of  Health.    (S.  C,  i  143.) 

S  99.  Pertona  havitig  an  infectious  disease  not  to  engane  in  manu- 
faelurin^  in  tenement  houses. — Unless  permission  therraor  shall  have 
been  obtained  from  the  Department  of  Health,  no  person  affected 
with  any  infectious  disease,  or  who  is  exposed  to  any  infectious  dis- 
ease, shall,  in  any  tenement  house  or  in  any  part  thereof,  engage  in 
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the  manufacture,  aHermg)  repairing,  or  finishing  of  any  article  what- 
soever, except  for  the  sole  and  exclusiine  use  of  the  person  so  en^ged. 

Whenever  required  by  the  Sanitary  Superintendent,  an  Assistant 
Sanitatry  Superintend^it,  or  the  Director  of  the  Bureau  of  Infectious 
Diseases,  of  the  Departmrat  of  Health,  any  person  engaged  in  the 
manufacture,  altering,  repairing^  or  finishing  of  any  article  ^atso* 
ever,  except  for  the  sole  and  exclusive  use  of  the  person  so  engaged, 
riiall  submit  to  a  ph3rsical  examination  by  a  medical  inspect?  of 
the  said  Department. 

J  100.  Acts  tending  to  promote  spread  of  disease  mohibUed. — No 
person  shall  by  any  exposing  of  any  individual  sick  oi  any  infectious 
disease,  or  of  the  body  of  such  person,  or  by  any  negligent  act  con- 
nected therewith,  or  in  respect  of  the  care  or  custody  thereof,  or  by 
a  needless  e^^posure  of  himself,  cause,  contribute  to,  or  promote,  the 
spread  of  disease  from  any  such  person,  or  from  any  dead  body. 
(S.  C;.  §  143.) 

§  101.  Disinfection  and  renovation  of  premises  j  fumiJbjere,  and  6e- 
longings. — Adequate  disinfection  or  cleansing  and  renovation  of 
premises,  furniture,  and  belongings,  deemed  by  the  Department  of 
Health  to  be  infected  by  any  contagious,  infectious  or  communicable 
disease,  shall  immediately  follow  the  recovery,  death,  or  removal  of 
the  prison  suffering  from  such  disease,  and  such  disinfection  or 
cleansing  and  renovation  shall  be  performed  'by  the  owner  of  said 
premfees.    (8.  C,  §  146.) 

§  102.  DiMes  of  undertakers. — ^It  shall  be  the  duty  of  every  under-  - 
taker  having  notice  of  the  death  of  any  person  within  the  City  of 
New  York  of  acute  cerebro-spinal  meningitis,  acute  poliomyditis 
(infantile  paralysis),  Asiatfe  cholera,  diphtheria  (croupX  plague, 
scarlet  fever,  smallpox,  or  typhus  fever,  or  of  the  bringing  of  the  oead 
body  of  any  person  wha  wk  (tied  of  aaiy  such  disease  mto  the  said 
City,  to  give  immediate  notice  thereof  to  the  D^artment  of  Health. 
No  peki^n  sJndl  retain  or  expose,  or  assist  in  the  retentioQ  6v  e)4k)sur^ 
of,  the  dead  body  of  any  such  person  except  in  a  coffin  or  casket 
pri^KHy  sealed;  nor  shall  any  person  allow  any  sdch  body  to  be 
placdd  m  any  ooffin  or  casket  unless  the  bodj  shall  have  been  wrapped 
m  a  sheet  saturated  with  a  proper  disinfecting  solution,  and  the  coffin 
<ir  casket  i^iidl  then  be  immediately  and  permanently  sealed.  No 
undertaker  shall  assist  m  the  public  or  church  funeral  of  any  such  • 
person.  No  imdertaker  shall  use,  or  cause  tx  allow  to  be  used,  at 
any  f uaend  orin  any  room  whttre  the  dead  body  of  any  snch  peifson 
shall  be,  any  drapenes,  decorations,  rugs,  or  carpets,  belonging  to  or 
furnished  by  him  or  undsr  his  diredion.    (S.  C,  §  141.) 

i  103.  PtMic  or  church  funerals  prohibited  where  death  has  been 
eaitsai  hp  Mtmdt  diaeaees.^^A  puUic  or  church  fimeral  ^'all  not  be 
held  of  any  person  who  has  died  of  acute  poliomyditis  (infantile 
paralysis),  Asiatic  cholera,  diphtheria  (croup),  epidemic  c^riebro- 
spinal  tiwtaingitiB,  meades,  plague,  scarlet  fever,  smallpox,  typlius 
fever,  or  yelldwtfevo*,  but  the  fimraral  of  such  person  ^lall  be  pTiv$.tej 
sM  ttrsfaafl  not  be  lawful  to  invite  to,  or  pemut  at,  the  funefai  of 
any  person  who  has  died  of  any  one  of  the  above  diseases,  or  invite 
to  or  ptaoit  at  any  -wahneeB'  connected  therewith,  any  p^i^n  "^liose  i 

attenaanto  is  noft  momuayf  or  from  or  to  whom  thm  is  daxiger  of  I 

contegion  tbertby.    (6.  C,  §  142.)  ^ 
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§  104.  Cynaide  used  for  fumigating  purposes  refulated.-^No  per- 
son shall  use,  or  cause  to  be  us^,  any  hydrocyanic  acid,  cyanogoi, 
or  cyanide  gas  for  the  {>urpose  of  f umigatuig  any  builouig,  veosel, 
or  other  enclosed  space  in  the  City  of  New  York  without  a  peimit 
issued  therefor  by  the  Board  of  Health;  or  otherwise  than  in  aooord* 
ance  mth  the  terms  of  said  permit,  or  the  Emulations  of  said  Board. 
(New.    Passed  April  26,  1916.) 

§  105.  Diagno^ic  laboratories  regulated, — ^No  laboratory  offering 
(acilities  for  the  diagnosis  of  communicable  diseases  shall  be  ccm* 
dieted  or  maintained  in  the  City  of  New  York  without  a  i)ermit 
therefor  issued  by  the  Board  of  Health  or  otherwise  than  in  ae^ 
oc^ance  with  the  Kegulations  of  the  said  Board. 

As  adopted  by  the  Board  of  Hbafth,  June  28,  1017. 

§  103.  Wood  alcohol  poisoning  to  be  reported.- — It  shall  be  the  duty 
( f  the  manager  or  managers,  superintendent,  or  person  in  chaige  of 
every  hospital,  institution,  or  dispensary  in  the  City  of  New  York 
to  report  immediately  to  the  Department  of  Health  the  name,  ag& 
and  address  of  evejry  occupant  or  inmate  thereof,  or  pepson  treated 
therein,  aifected  with  wooa  alcohol  or  wood  naphtha  poisoning;  and 
it  shall  also  be  the  duty  of  every  physician  in  said  City  to  ma£e  im- 
mediately a  gdmilar  report  of  the  Department  of  Health  relative  to 
any  person  found  by  -such  physician  to  be.  affected  with  wood  alco- 
hol  or  wood  naphtha  poisonmg.  (As  adopted  by  the  Board  of  Health, 
December  31,  1919.) 


ARTICLE  8 

DRUGS  AND  MBDICINBS 

Sec.  116.  Drugs;  manufacture  and  sale  regulated;  the  terms  "drugs," 
'^adulterated,"  aad^^misbranded'' defined. 

§  117.  Regulating  the  sale  of  proprietary  imd  patent  medici»8. 

§  118.  Drugs,  medicines,  decoctions,  and  drinks;  fraudident  dis- 
tribution {Mohibited. 

§  119.  Proprietary  medicines;  distributions  of  samples  regulated. 

§  120.  The  use  of  living  bacterial  organisms  m  the  inoculati<m  of 
human  bdngs  r^ulated. 

i  121.  Free  distribution  of  vaccine  antitoxin,  serum  send  cultures 
regulated. 

122.  Poison;  sale  and  distribution  regulated. 

123.  Carbolic  acid;  sale  regulated. 

124.  Wood  naphtha,  otherwise  known  as  wood  aloohol  ormethyl 
alcohol;  sale  and  distribution  regulated. 

125.  Bichloride  of  mercury:  s^  regulatM. 

126.  Habit  forming  drugs;  sale  and  distribution  regulated. 

127.  Habit  forming  drugs;  disi)o^ng  of  confiscated. 

128.  Hair  dues^  and  other  toilet  <  pitepaiatioBs;  sale  and  dis- 
tribution regulated. 

120.  Condonnation  and  destruction  of  drugs  authorised. 

IdO.  Medicated  alohol;  sale  and  distributbn  regulated. 

131.  Completely  denatured  alcohol;  sale^anddiMributioniiC. ; 


Sao.  116.  DtVQt;  manvlactureatu, 
" advUeraied"  ajid  "nimrandtd"  i 
facUire  or  produce,  or  have,  b«U,  or 
York,  any  drug  which  is  adulter&Co 
as  herein  used  shall  include  all  med 
or  both.    Dru^  as  herein  defined  i 

(1)  If,  when  sold  by  or  under  i 
StaUe  PbannvwpcBia  or  NationaJ 
BtandAid  of  strengtlL  quality,  or  pui 
PhanDacop<Bia  or  National  Forauil 

(2)  If  its  Btrength  or  puiity  falls 
of  the  professed  Btandard  under  w 

A  dni^  shall  be  deemed  mi^ra 

(a)  If  it  is  an  imitatioa  or  oSei 
name  of  another  article. 

(b)  If  the  contents  of  the  packa) 
been  removed,  in  whole  or  in  part,  s 
placed  in  such  packa^,  or  if  the  f 
on  the  label  thereof,  of  the  quant: 
morpfaiaei  opium,  cocaine,  heroin 
fc|rra,  cannabis,  indica,  chloral  hyd 
uVje  or  preparation  of  any  such  si 

(c)  If  the  package  or  hJ)el  bear  < 
or  device,  regarding  the  drug  or  it 
their  action  on  diseased  conditions 
vice  shall  be  false  or  mis' 

(d)  If  a  box,  bottle,  o 
serum,  toxin,  antitoxin,  or  anaiogt 
outside  tho'eof,  conspicuously,  cl 
English,  the  proper  Dame  of  the 
name  and  address  of  the  person,  i 
whom  or  by  which  the  said  substat 
beyond  which  the  said  substance 
to  produce  the  reeult  or  results  for 
(if  such  license  shall  have  been  obt 
number  of  the  establishment  in  wh 
prq>ared;  and,  in  the  case  of  diphtJ 
DOS,  bottle,  or  package  contaiung 
on  the  outside  thereof  conspicuous 
in  English,  the  value  of  the  conten 
value  shall  be  measured  according  t 
generally  recognized  standard. 

Aa  unended  by  the  Boud  of  Huim, 
Feb.  23,  ig20,  and  Dec.  ZB.  192a 

Hdd  vgiid.    Fougem  v.  City  N.  Y„  22 

i  117.  Refpilaling  the  sale  of  proj 
rfiall  be  the  duty  of  every  manul 
tary  or  patent  medicines  manufa< 
external  or  internal  human  use,  b 
for  sale  in  the  City  of  New  York,  t 
cure  a  Certificate  of  Registration 
in  accordance  with  the  Regulationi 

On  and  after  April  1,  1921,  nc 
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manufactured,  pr^ared  or  intended  for  internal  or  external  human 
use,  shall  be  held,  offered  for  sale,  sold,  or  given  away,  in  the  City  of 
New  York,  imless  such  medicine  shaH  have  been  registered  with  the 
Department  of  Health  in  accordance  with  the  R^ulations  of  ^e 
Board  of  Health,  nor  ^lall  any  euch  medicine  be  held,  offered  for 
awde,  sold,  or  given  away,  in  saod  City,  contrary  to  the  Regidations 
of  the  Board  of  Health. 

The  expression  "proprietary  or  patent  medicine,"  lor  the  purposes 
of  this  section,  shall  oe  taken  to  mean  and  include  every  meoicine 
or  medicinal  compound,  manufactured,  prepared^  or  intended  for 
extemaror  internal  human  use,  the  name,  composition,  or  definition 
of  which  is  not  to  be  found  in  the  United  States  Pharmacopoeia  or 
National  Formulary,  or  which  does  not  bear  the  names  of  afl  of  the 
ingredients  to  which  the  therapeutic  effects  claimed  are  attributed 
and  the  names  of  all  other  ingredients  except  such  as  are  physiolon- 
cally  inactive,  conspicuously,  clearly,  and  le^ly  set  forth  m  Englisn. 
on  the  outside  of  each  bottle,  box,  or  package  m  which  the  saia 
medicine  or  medicinal  compound  is  held,  offered  for  sale,  sold  or 
given  away. 

The  provisions  of  this  section  shall  not,  however,  apply  to  ally 
medicine  or  medicinal  compound,  prepared  or  compounded  upon  the 
written  prescription  of  a  duly  licensed  physician,  provided  that  such 
prescription  be  written  or  issued  for  a  specific  person  and  not  for 
g^ieral  use,  and  that  such  medicine  or  medicinal  compound  be  sold 
or  given  away  to  or  for  the  use  of  the  person  for  which  it  shall  have 
been  prescribed  and  prepared  or  compounded;  and  provided,  abo, 
that  the  said  prescription  shall  have  been  filed  at  the  establisnment 
or  place  where  such  medicine  or  medicinal  compound  is  sold  or  given 
away,  in  chronological  order  according  to  the  date  of  the  receipt 
of  such  prescription  at  such  establishment  or  place. 

Every  such  prescription  shall  remain  so  filed  for  a  period  of  five 
years. 

All  information  relating  to  or  connected  with  the  regi8trati<m  of 
any  patent  or  proprietary^  medicine,  registered  in  accordance  with 
the  provisions  of  this  section^  shall  be  regarded  as  confidential,  and 
shall  not  be  open  to  inspection  by  the  pubfic  or  any  person  other 
than  the  ofiScial  custodian  of  such  records,  and  those  duly  authorised 
to  prosecute  or  enforce  the  Federal  Statutes,  the  Laws  of  the  State 
of  New  York,  both  g*iminal  and  civil,  and  the  Ordinances  of  the 
City  of  New  Yorfc,  but  only  for  the*purpose  of  such  prosecution  or 
enforcement. 

Provided,  however,  the  provisions  of  this  section  relating  td  regis- 
tration ^flll  not  apply  to  stores  of  merchandise  in  the  hands  of 
druggists  or  other  dealers  on  February  25th,  1919,  nor  to  proprietary 
or  patent  medicines  registered  in  the  Department  of  Health  in  ac- 
cordance with  the  provisions  of  §  117  ^  the  Sanitary  Code  as  adc^tcd 
by  the  Board  of  Health  on  December  Slst,  1914,  and  as  amended  by 
said  Board  on  October  26th,  1915,  and  as  further  amended  by  saia 
Board  on  February  25th,  1919. 

This  section  shaU  take  effect  January  2d,  1921. 

As  amended  hy  the  Board  of  Health,  December  29,  1920. 

§  118.  Drv{fSy  medicines,  decoctions,  and  drinks;  fraudtdent  dw- 
tnbiUion  prohibited, — No  person  shall  make,  prepare,  put  up,  ad- 
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1915.) 

1 121.  Ftk  ^.gtribvtiM  of  voaxa»,  aniHUish,  aerum  and  aitiwes 
Ttffvialed. — Any  duly  licensed  physiciBn  Vfho  shall  find  it  necessoiy 
to  administer  any  Vaccine,  antitoxin,  serum,  or  culture  to  a  patknt 
too  poor,  or  dependent  upon  another  rir  otheni  too  poor  to  pay  for 
Huch  vaccine,  antitoxin,  serum,  or  culture,  may  receive,  free  of 
charge,  the  requisite  quantity  thereof  ufWn  application  to  the  De- 
partment of  Health  or  any  of  its  duly  authorized  agefitfl,  provided 
that  such  physician  shall  sien  a  stipulation  to  the  effect  that  he  or 
she,  as  the  case  may  be)  will  iiot  eJcact  or  tee&lve  from  such  patient 
any  pay  for  such  vaccine,  antitoxin,  Behim.  or  culture. 

Any  such  physician,  however^  who  thtllt  exact  or'receive  such 
pay  after  having  ngned  such  Htipulation  ahrdl  be  deemed  to  have 
violated  the  provisions  of  this  section. 

Every  such  stipulation  shall  be  Sled  ih  the  Detiarfment  of  Health. 

J  122.  Poison;  »aie  and  Halribaiion  regvialed. — No  person  shall 
at  retail  or  give  away  any  poison  witlioUt  affixing  or  cauang  to 
be  affixed  to  the  bottle,  box,  package,  parcel,  or  reoeptacle,  con- 
taining such  poison,  a  Iftbd'  npMi  whicfti  shaU  be  printed  in  red  ink, 
in  plain  lemble  characters,  the  name  of  the  substance  ot  article,  iht 
word  "POKON,"  the  name  and  pbce  of  business  of  the  seller,  or 
donor^f  the  poison  be  given  away;  a,  skull  and  croeabones,  the  word 
"CAUTION,''  the  maxunuffl  dose  of  the  poison,  and  the  antidote 
tbemfor. 

The  provisions  of  this  section  sh^lnot'apply'  to  medicinal  com- 
pounds  conta&iing  poisonous  drugs  in  therapeutio  doeee  when  the 
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fimximum  dose  of  such  preparation  is  marked  upon  the  container. 

(s.a,§60.) 

§  123.  Carbolic  acid;  sale  r^gidaied^ — No  phenol,  commonly  known 
as  carbolic  acid,  shall  be  sold  at  retail  by  any  person  in  the  City  of 
New  York,  exce0  upon  the  written  prescription  of  a  duly  licensed 

rtiysician,  when  in  a  stronger  solution  than  five  per  -  cent.    (S.  C, 
67.) 

§  124.  Wood  naphtha,  otherwiae  known  as  wood  akohol  or  methyl 
alcohol;  sale  and  ai^ritnUion  regulated, — ^No  person  shall  sell,  offer 
for  sale,  give  away,  deal  in,  or  supply,  or  have  in  his  or  her  posesssion 
with  intent  to  sell,  offer  for  sale,  give  away,  deal  in,  or  supply,  aiiy 
article  of  food  or  drink  or  any  medicinal  or  toilet  preparation,  in- 
tended for  human  use  internally  or  externally,  which  contains  anv 
wood  nathth&,  otherwise  known  as  wood  alcohol  or  methyl  alcohol, 
either  crude  or  refined,  whatever  may  be  the  name  or  trade-mark 
under  or  by  which  the  said  wood  naphtha  shall  be  called  or  known. 
No  person  shall  sell,  offer  for  sale,  give  away,  deal  in,  or  supply, 
or  have  in  his  or  her  possessioi^  with  intent  to  sell,,  offer  for  sale,  give 
away,  deal  in,  or  supply,  any  wood  naphtha,  otherwise  known  as 
wood  alcohd,  or  methyl  alconol,  either  crude  or  refined,  whatever 
may  be  the  name  or  tjcade-mai^  under  or  by  which  the  said  wood 
naphtha  shall  be  called  or  known,  unless  the  container  in  which  the 
same  is  sold,  offered  for  sale,  mven  away^  dealt  in,  or  supplied,  shall 
bear  a  notice  containing  the  foUowing  device  and  words  conspicuously 
|>rinted  or  stenciled  thereon,  viz.: 
.  (Skull  and  crossbones  represented.) 

(r. 
f 

POISON 
WOOD  NAPHTHA  OR  WOOD  ALCOHOL 

WARNING. — ^It  is  unlawful  to  use  this  fluid  in  any  article  of 
food,  beverage,  or  medicinal  or  toilet  preparation,  intended  for  in- 
ternal or  external  human  use.    (aC.,$66a;) 

S  126.  Bichloride  of  mercury;  sale  regulated, — ^No  person  shall  seU 
or  offer  for  sale,  at  retail,  bichloride  of  mercury,  otherwise  known 
as  corrosive  sublimate,  in  the  dry  form,  except  u^n  the  written  pre- 
scription of  a  duly  licensed  physician  or  vetennanr  surgeon,  and, 
then,  onlyin  tablets  of  a  pcurticularly  distinctive  form  and  color, 
labeled  '^POISON  **  upon  each  tablet,  and  dispensed  in  sealed  glass 
containers  conspicuously  labeled  with  the  word  ''POISON  ^  in 
red  letters. 

This  section  shall  not  aiHily  to  any  preparation  containing  one- 
tenth  of  a  grain  or  less  of  bichloride  of  mercury.    (S.  C,  §  67a.) 

§  126.  Hcini  forming  drugs;  sale  and  distribution  regulated. — 
(Annuled  July  25,  1921.) 

J\  127.  ITabit  forming  drugs;  disposing  qf  confiscated, — (Annuled 
y  25,  1921.) 

§  128.  Hair  dyes  and  other  toilet  preparations;  sale  and  distribution 
regulated, — No  person  shall  sell,  offer  for  sale,  give  away,  deal  in,  or 
supply,  or  have  in  his  or  her  possession  with  iptent  to  sell,  offer  for 
sale,  give  away,  deal  in,  or  supply,  any  hair  dyes  or  other  toilet 
preparation,  int^ided  for  human  use,  which,  by  reason  of  the  wes- 
«ice  oi  any  ingredient  or  ingredients  therein  contained,  shafi  be 
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deti^imental  or  injurious  to  health.  (New.  Passed  Dec.  21,  1915.) 
i  129.  CimdemnaUon  and  deatrvdjkm  of  dhmga  avJthofized. — ^Upon 
any  drug  or  medicine  bdng  found  by  an  inspector  or  other  duly 
authorieed  representative  of  the  Department^  of  Health  in  a  con- 
dition which  renders  it,  in  his  opinion,  imfit  for  human  use,  externaiUy 
or  int^imlly,  or  in  a  c<mditiofti  or  of  a  weight,  quality,  or  strength, 
f(^bidd^  by  the  provisions  df  the  Sanitary  Code;,  such  inspector 
Qnp  duly  authorised  representative  of  the  said  Depajrtment  is  hereby 
empowered  and  directed  to  immediately  seize  the  said  drug  or 
medicine  and  affix  thereto  a  labjBl  bearing  the  words  "Seized  by  the 
Board  of  Health."  Such  driiff  or  medicine  when  so  labelled  shall 
not  be  touched,  disturbed,  soul,  <^ered  for  sale,  or  given  away, 
but  shall  be  released,  destroyed,  or  aHierwise  finally  disposed  of,  as 
the  Board  of  Health  shall  dn^t. 

As  adopted  by  the  Board  of  Health,  Dooember  28,  1016. 
New. 

§130.  Medicated  alcohol;  sale  and  distf^uHtn  regidaied.^-No 
person  shall  sell,  offer  for  sale,  give  away,  deal  in,  or  supply,  any 
ieyrticle  of  food,  drug,  drink  or  medicine,  intended  for  int^nal  ninnan 
use,  which  contains  any  medicated  aAcoh<^,  whatever  may  be  the 
name  or  trade-mark  under  or  by  which  the  said  medicatea  alcohol 
shall  be  called  or  known. 

No  p^^n  shall  sell,  offer  for  sale,  give  away,  deal  in,  or  supply, 
or  have  in  his  on  her  possession  with  intent  to  sell,  offer  for  sale,  give 
away,  deal  m,  or  supply,  at  retail,  any  medicated  alcohol,  whatever 
may  be  the  name  or  trade-mark  under  or  by  which  the  siaid 
medicated  alcohol  shall  be  called  or  known,  unless  the  container  in 
which  the  same  is  sold,  offered  for  sale,  given  away,  dealt  in,  or 
supplied,  shall  bear  a  notice  containing  the  following  device  and 
woras  conspicuously  printed  or  stencil^  thereon,  viz.: 


MEDICATED  ALCOHOL 


Waminq. — It  is  unlawful  to  use  this  fluid  in  any  article  of  food, 
drug,  drink,  or  medicine,  intended  for  internal  human  use. 

Tne  term^' medicated  alcohol ''  as  herein  used,  shs^  be  taken  to 
mean  and  include  ethyl  aloohc^  to  which  has  been  added  some 
poisonous  material  and  which  is  sold  at  retail  as  medicated  alcohol. 
(Ab  adopted  by  the  Board  of  Health,  September  30,  1920,  and 
amended  April  28,  1921). 

§  131.  Completely  denatured  alcohol;  sale  and  diatrtbidion  regidaUd,'^ 
No  person  shall  seU,  offer  for  sale,  give  away,  deal  in,  or  supi^,  any 
article  of  food,  drug,  drink,  or  medicine,  intended  for  external  or 
iixtemal  human  use,  which  contains  any  ccimpletely  denatured  alcc^ol. 
whatever  may  be  the  name  or  tnade«-mark  under  or  by  which  the  said 
oooH^etdy  dmsatufcd  lJ(kdtol  shall  be  called' or  known. 
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Nb  p^'son  dhall  sell,  offer  for  sale,  ^re  atray,  deal  in,  or  suptdy, 
or  hiEtve  in  his  or  her  possession.  With  intent  to  sell,  offer  for  sale,  give 
away,  tleal  in,  or  supply,  at  retail,  any  completely  Kienatured  alcohol, 
whatever  may  be  the  name  or  trade-mark  under  or  by  which  the 
said  com])letety  denatured  alcohol  shall  be  called  or  known,  unless 
the  container  in  t^hieh  the  same  is  sold,  offered  for  side,  ffvtm  away, 
dealt  in,  or  supplied,  shall  bear  a  notice  containing  the  following 
device  and  morda  conspicuouisly  printed  or  stenciled  thereon,  viz.: 


•^ 


COUHXftEhY  DENATURED  ALCOHOL 

Wdrning, — ^It  is  unlawful  to  use  this  fluid  in  any  article  of  food, 
drug,  drink,  or  mediciiie,  intended  for  external  or  internal  human 
use. 

The  term  '^  completely  denatured  alcohol,''  as  herein  used,  ^all 
be  taken  to  mean  and  include  ethyl  alcohol  to  which  has  been  added 
some  poisonous  material,  and  wmch  is  sold  at  retail  as  completely 
denatured  alcohol.  (As  adopted  by  l^e  Boai^  of  Healtii,  September 
30,  1920,  and  amended  A|nil  28,  1^1.) 


ARTICLE  8a 

(Adopted  July  25,  1921,  and  amended  August  1,   1921) 

habit-forIIing  drugs 

Sec.  132.  Prohibited  acts  constitnt^g  a  public  menace. 
§  133.  Prohibited  acts. 

§  134.  Authorized  acts  of  trades  and  professions. 
§  135.  Hyipodermic  syringe. 
§  135a.  Exemptions. 

1 135b.  Conmiitment  of  addicts;  procedure;  treatment;  discharge. 
§  135c.  Fraud,  deceit,  et  cetera. 
§  135d.  Penalties. 

See.  132.  ProktbUed  acts  canstUnding  a  pubhc  menace, — ^Any  unau- 
1^<^zied  possession,  sale,  distribution,  prescribing,  administratioii 
or  dispensation  of  cocaine  or  opium  or  any  of  their  derivatives,  or 
cannibtis  indica,  casnibas  s&tnro,  or  any  of  their  derivatilres,  is 
hereby  declared  to  be  dangerous  to  the  piubHc  health  and  a  mienaee 
to  the  public  wdtflEure. 

§183.  Prohibited  acte.~^It  shall  be  unlawful  for  laiy  person  to 
possess,  sell,  di$tribute.  administer,  dispense  or:  prescribe  oocameVur 
oi:4um  or  any  of  ihmc  derivatives,  or  caniiibas  indica,  oaninbas 
rt^va,  or  any  of  tdieir  derivatives;  provided,  however,  that  nothing 
herem  contamed  shall  be  deemed  to  prohibit  the  poaMesi6&,  selliag, 
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distn]butiing,  ^dminister^ig;,  dispensmg  or  proscribiiig  of  any  of  ^ 
drugs  or  their  derivaiives  as  ia  this  article  nereinafter  pro'wded. 

§  134.  Authorized  acts  of  trades  and  professions, — ^A  manirfacturer, 
wholesaler,  apothecary,  physician,  dentist,  veterinarian,  private 
hospital,  sanitorium  or  institution  maintained  or  conaucted  in 
whole  or  in  part  for  the  treatment  of  disability  or  disease  or  in- 
ebriety or  drug  addiction,  may  pm-chase,  recerve,  possea?,  sell,  dis- 
tribute, prescribe,  administer  or  dispense  cocaine  or  opium  or  thar 
derivatives,  or  cannibas  indica,  cannibas  sativa^  or  any  of  their 
derivatives,  provided  he  shall  have  complied  witn  all  provisions  as 
required  by  the  Act  of  Congress  of  December  seventeenth)  nineteen  . 
hundred  and  fourteen,  known  as  the  Harrison  Narcotic  Law,  b& 
the  same  exists  and  may  be  amended- 

§  135.  Hypodermic  syringe.^-No  person  except  a  dealer  in  surgical 
instruments,  apothecary,  physician,  dentist,  veterinarian  or  jxmae, 
attendant  or  mteme  of  a  hospital,  sanatcHrium  or  institution  in 
which  persons  are  treated  for  disability  or  disease  shall  at  any  time 
have  or  possess  a  hyppdermic  syringe  or  needle  or  any  instrument 
or  implement  adapted  for  the  usjb  of  cocaine  or  narcotic  drugs  by^ 
subcutaneous  injections  and  which  is  possessed  for  that  pui]poae 
unless  such  possession  be  authorized  by  the  certificate  of  a  physician 
issued  within  the  period  of  cme  year  prior  thereto. 

§  135a.  Exemptions,— lihei  provisions  qf  thi^  article  restricting 
the  possession  of  cocaine,  opium  or  their  d^vatives  or  capnibaa 
indica,  or  cannibas  sativa  shall  not  apply  to  conunon  carrieiBjor 
warehousemen  or  their  employees  en^iged  in  lawful  transportation 
or  storage  of  such  drug?,  noor  to  public  officers  or  employees  while 
engaged  in  the  performance  of  their  official  duties,  nor  to  temporary 
incidental  possession  on  the  pa^  pf  ei^plq^ees  or  agents  or  persons 
lawfully  entitled  to  possession. 

§  135b.  Commitment  of  adfiictsf ,  procedure,"  tre/oi^ment;  di^fhmg^. — 
The  habitu^  use  of  cocaine,  opium  or  their  derivatives,  Qxc^pt  as 
administered,  prescribed  or  dispensed  by  a  physician  is  hereby  de- 
clared to  be  dangerous  to  the  pubUc  health  and  safety  and  in  viola- 
tion of  this  article.  Upon  the  voluntary  application  of  an  addict, 
any  Court  or  Magistrate^  may,  if  satisfied  of  the  1^*uth  there<;^  and 
that  the  person  is  suffering  from  such  drug  addiction,  commit  such 
person  to  a  county  or  city  hospital  or  institution  maintained  by 
the  Cit;^  of  New  York,  or  any  correctional  or  charitable  institution 
maintaming  a  hospital  in  which  drug  addiction  is  treated,  maintained 
by  the  Qty,  or  any  private  hpspital,  sanatorium  or  institution. au- 
thorized for  the  treatment  of  disease  or  inebriety.  A  CJourt  or  a 
Magistrate  may  likewise  on  voluntary  application  c(»nn)it  for 
treatment  to  any  reformatory  or  correctional  institution,  maintaining 
a  hospital  or  place  where  drug  addiction  may  be  treated,  to  which 
institution  commitment  could  oe  made  from  the  City  of  New  York 
on  conviction  of  a  misdemeanor.  Any  court  haying  jurisdiction  of  a 
defendant  who  is  a  prisoner  in  a  cnminal  action  or  proceeding,  if 
it  f4;)pears  that  such  defendant  i^  an  habitual  user  of  any  such  drugs 
and  is  suffering  as  a  result  of  such  addiction,  may  if  it  commit  an 
addict  making  voluntary  application  require  the  return  to  the  Court 
of  any  such  cuidict  when  such  addict  is  cured  cm:  at  a  time  stated  in 
the  order  of  commitment,    ^enever  the  medical  officer  or  Super- 
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intendent  or  the  head  of  such  an  institution  shall  certify  to,  the  com- 
mitting Magistrate  or  Court  that  any  person  so  committed  has  b^n 
sufficiently  treated  or  give  any  other  reason  which  is  deemed  by  the 
Magistrate  or  Court  to  be  adequate  and  sufficient,  he  may  in  ac- 
cor&nce  with  the  terms  of  commitment  discharge  the  person  so 
committed,  or  return  such  person  to  await  further  action  of  the 
Court,  as  above  provided. 

}  135c.  Fraitdf  deceUj  et  cetera. — ^Any  fraud,  deceit,  misrepresenta- 
tion, subterfu^,  concealment  of  a  material  fact  or  tne  use  of  a  false 
name  or  the  ^ving  of  a  false  address  in  obtaining  treatment  in  the 
course  of  which  cocaine  or  opium  or  their  derivatives  shall  be  pre- 
scribed or  dispensed  or  in  obtaining  any  supply  of  such  drugs  shall  con- 
stitute a  violation  of  the  provisions  of  this  article  and  shall  not  be 
deiemed  a  privileged  communication.  The  wilful  making  of  any  false 
statement  in  any  required  prescription  blank,  order  or  record  shall 
constitute  a  violation  of  this  article. 

§  135d.  PenalHes.^-A  violation  of  any  of  the  provisions  of  this 
article  shall  constitute  a  misdemeanor.  The  Department  of  Health 
shall  by  virtue  of  the  authority  conferred  by  the  provisions  of  the 
Inferior  Criminal  Court  Act  of  the  City  of  New  York  as  amended 
by  Section  44,  Chapter  531  of  the  Laws  of  1915,  except  in  a  case 
where  a  commitment  is  made  in  the  Magistrate's  Court  for  treat- 
ment, request  upon  proceeding  being  had  before  a  Magistrate  that 
violations  of  this  artide  be  triable  in  the  Court  of  Special  Ses^ons 
held  by  three  Justices. 

ARTICLE  9 

POOD  AND  DRINK 

Sec.  186.  Inspection  of  foodd  authorized. 

§  137.  Condemnation  and  destruction  of  animals  ahd  foods  au- 
thorized. 

§  138.  Possession  of  food  by  dealer  in  food,  prima  facie,  deemed 
to  be  held  for  sale  as  human  food. 

§  139.  Food;  sale  of  adulterated  or  misbranded  prohibited;  the 
terms  "food,"  "adulterated,"  and  "misbranded"  defined 

5  140.  Food  and  drink;  not  to  be  sold  under  false  name  or  quality. 

§  141.  Poisonous,  deleterious,  and  unwholesome  substances;  use 
as  food  prohibited. 

§  142.  Food;  to  be  protected  from  dust,  dirt,  flies,  or  other  con- 
tamination. 

§  143.  Eating  and  drinking  utensils;  use  in  common  prohibited; 
the  term  "public  place"  and  "factory"  defined. 

5  144.  Cooking,  eatmg.  and  drinking  utensils  to  be  properly 
cleansed  after  being  used. 

§  146.  Beverages  and  drinks;  the  use  of  taps,  faucets,  tanks, 
fountains,  and  vessels  regulated. 

f  146.  Employment  of  persons  affected  with  Infectious  or  venereal 
disease  prohibited. 

5  147.  Room,  factory,  stall,  place,  and  appurtenances  to  be  kept 
in  a  cleanly  and  wholesome  condition;  food  and  drink  to 
be  clean  and  wholesome,  and  not  poisoned,  infected,  or 
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rendered  unsafe;  personal  responsibility  of  owner,  oc- 
cupant, custodian,  principal,  a^ent.  or  person  in  charge. 

1 148.  Manufacture  and  storage  or  food  ana  drink  regulated. 

S  149.  Conduct  and  maintenance  of  restaurants  regulated;  per- 
mit required. 

1 150.  The  care  and  sale  of  food  and  drink  in  stores  regulated.^ 

S 151.  Unwholesome,  unclean,  watered,  or  adulterated  milk, 
skinmied  inilk  and  cream,  and  skinmied  milk,  cream, 
butter  or  cheese  made  therefrom;  possession  and  sde 
prohibited. 

§  152.  Adulterated  milk  and  cream;  distribution  prohibited; 
term  "adulterated"  defined. 

§  153.  Adulterated  milk  and  skimmed  milk,  cream;  seizure  and 
destruction  authorized. 

§  154.  Condensed,  and  condensed  skimmed,  milk;  possession  and 
sale  regulated;  the  term  "adulterated"  defined. 

$  155.  Milk,  slammed  milk,  cream,  condensed,  or  concentrated 
milk,  condensed  skimmed  milk,  and  modified  milk;  sale 
regulated;  term  "modified  milk'*  defined:  exception. 

1 156.  Milk,  skimmed  milk,  and  cream;  grades  ana  designations.. 

1 157.  Milk,  skimmed  milk,  and  cream;  must  conform  to  grade 

standards. 
§  158.  Buttermilk,  sour  milk,  sour  cream,  and  other  milk  prod- 
ucts; quality  of  product  regulated. 
§  159.  Bottles,   cans,  and  other  receptacles  for  holding  milk, 
skimmed  nmk,  and  cream;  use  regulated  and  restricted, 
§  159a.  Emptrjr  bottles,  cans  and  other  receptacles  for  heading' 
milK,  skimmed  milk,  buttermilk,  cream,  or  ice  cream,  not 
to  be  contiuninated  with  garbage  and  off^udve  mate- 
'  rials. 

1 160.  Calves,  pigs,  lambs,  fiidi,  birds,  and  fowl;  sale  regulated. 

1 161.  Cattle;  not  to  be  killed  while  in  an  overheated  or  feveririi 

condition. 

1 162.  Meat  and  dead  animals;  sale  regulated. 

1 163.  Unhealthy,  unsound,  unwholescHne,  and  unsafe,  meat,  veg- 

etables and  milk:  possession  and  sale  prohibited;  terms 
" meat,"  "  vegetables,"  and  "not  sound    defined. 

1 164.  Shellfish:  sale  regulated. 

i  165.  Artificial  or  natural  mineral,  spring,  or  other  water;  manu- 
facture regulated. 
5  166.  Public  water  supply;  purity  and  wholesomeness  protected. 
'  167.  Water;  duties  of  persons  in  authority. 

168.  Water  from  weUs;  the  use  thereof  r^ulated  and  restricted. 

169.  DriiJdng  hydrants;  water  therefrom  not  to  be  rendered 
unwholesome. 

§  170.  Ice  cream;  manufacture  in  and  bringing  into  the  City  ol 
New  York  regulated. 

1 171.  Shellfish,  sale  of  adulterated  or  misbranded  prohibited. 

1 172.  Bringing  into  the  City  of  New  York  of  the  carcasses  of 

certam  animals  restricted. 
§  173.  Adulterated  skimmed  milk;  distribution  prohibited;  term 

"adulterated"  defined. 
(  174.  Reconstituted  n^k  and  reconstituted  cream;  sale  regulated. 


t 
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1 175.  Adulterated  reconstituted  milk  amd  reconstitaited  cream. 

1 176.  Bottles,  cans,  and  other  receptacles  for  holding  recon- 

stituted milk  and  reconstituted  cream. 

§  177.  Ice  cream;  sale  of  adulterated  or  misbranded  prohibited; 
terms  "ice  cream,"  "adulterated,"  and  "nusbranded'' 
defined. 

§  178.  Food  gelatin;  sale  of  adulterated  or  misbranded  prohibited; 
the  term  "food  gelatin,"  "adulterated,"  and  '^mis- 
branded ' '  defined. 

§  179.  Prohibiting  the  manufacture,  sale  and  distribution  of 
imitation  milk  and  cream. 

§  180.  The  use  of  unclean  and  unsanitary  food  receptacles  pro- 
hibited; to  be  cleaned  after  being  used. 

Sec.  136w  ImpectUm- of  food  (md  other  siibsiaTuxsaiUhorized^ — ^Dealers 
in  food,  drugs,  and  all  other  substances  used  in  intended  to  be  used 
for  human  consumption,  or  for  internal  or  external  human  use,  and 
their  agents,  and  all  persons  ens^ged  in  the  transportation  thereof, 
shall  allow  any  duly  authOTized  representative  of  the  Department 
of  Health  to  freely  and  fully  inspect  the  cattle,  meat,  fish,  vegetables, 
milk,  and  other  food  or  drugs,  as  well  as  all  other  substances  used  or 
intended  to  be  used  for  human  consumption,  or  for  internal  or  ex- 
ternal human  use,  held  or  kept  by  them,  or  intended  for  sale^  (S.  C, 
§  60.) 

At  amended  by  the  Board  of  Healtii,  December^,  1016. 

§  137.  Condemnation  and  destruction  of  animals  arid  foods  ati- 
thorized. — ^Upon  any  cattle,  sheep,  swine,  or  oth^  ammafe,  fowl  or 
oiber  birds,  meat,  fi^,  vegetables,,  or  noilk,  or  other  food  or  drink 
bdng  found  by  any  inspector  or  other  duly  authorized  reipresentative 
of  the  Department  of  Health  in  a  condition  which  renders  it  or  them, 
in  his  opinion,  unfit  for  use  as  human  food,  or  in  a  condition  or  of 
a  wei^t  or  quality  forbidden  by  provisions  of  the  Sanitary  Code. 
such  inspector  or  other  duly  authorized  representative  of  the  said 
Department  is  hereby  empowered,  ai^l  directed  to  immediately 
condemn  and,  when  possible,  denature  the  same  and  cause  it  or 
them^to  be  destroyed  (nt  zsemoved  to  the  offal  or  garbage  docks  for 
destruction,  and  report  his  actiicw  to  the  said  Department  without 
delay. 

And  the  owner  or  person  in  charge  thereof,  when  so  directed  by  an 
inspector  or  other  duly  authorized  representative  of  the  said  Depart- 
ment or  fay  an  order  <^  the  Sanitai!^  Superintendent,  an  Assistant 
Sanitary  Superintendent,  or  the  Director  of  the  Bureau  of  Food 
and  Drugs  of  the  said  Departmrat  shall  remove  or  cause  the  same  to 
fae  removed  to  the  place  designated  by  such  inspector  or  other  duly 
authorized  representative  or  by  the  order  of  said  Sanitary  Superin- 
tendent or  such  Assistant  Sanitary  Supenm^endent  or  the  Diiectpr 
of  the  Bureau  of  Food  and  Drugs,  and  shall  not  sell,  offer  to  sell,  or 
dixpose  of  the  same  for  human  f (xd.  And  when,  in  the  opinion  of  the 
Sanitanr  Superintendent  or  an  Assistant  Sanitary  Superintendent, 
or  the  Director  of  the  Bureau  of  Food  and  Drugs,  any  such  meat,  fish, 
milk,  vegetables)  or  other  food  or  drink  shall  be  unfl^  for  human 
food,  or  any  such  such  cattle,  sheep,  swine,  o?  other  animals^  or  fowls 
or  other  birds,  by  reason  of  disease,  or  e^qpiosure  to  contagious  dis- 
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dase,  shall  be  unfit  for  human  food,  and  in  an  ui^  condition  to 
remain  near  otiier  animals  or  to  be  kept  alive,  the  Board  of  Health 
may  direct  the  same  to  be  destroyed,  in  such  manner  as  the  said 
Board  shall  desi^ate.    (8.  C,  §  5$.   As  amend.  Dec.  21/ 1915.) 

§  138.  Possessum  of  food  or  druggy  primd  fixcUy  dsemed  to  be  kdd 
for  sale. — ^Food  in  the  possession  of,  or  held,  kept,  or  offered  for  sale 
by,  a  dealer  in  food  shall,  prima  facie,  be  deemed  to  be  held,  kept, 
or  offered  for  sale  as  human  food;  and  drugs  in  the  possession  of,  or 
heM,  kept,  or  offered  for  sale  by,  a  dealer  in  drugs  shall,  prima  facie, 
be  deemed  to  be  held,  kept,  or  offered  for  sale  for  internal  or  exteraal 
humsun  use. 

Ai  amended  by  the  Board  of  Health/ Decen^r  28, 1916. 

§  139.  Food:  sale  of  adulterated  or  mishranded  prohibited;  the  terma 
**food"  " advUerated,*'  and  ''misbranded^*  defined, — No  person  shall 
have,  sell  or  offer  for  sale  in  the  City  of  New  York  any  food  whidi 
is  adulterated  or  misbranded.  The  term  food  as  herem  used  shall 
include  every  article  of  food  and  every  beverage  used  by  man  and 
all  confectionery. 

Food  as  herein  defined  shall  be  deemed  adulterated: 

(1)  If  any  substance  or  substances  has  or  have  been  mixed  and 
packed  with  it  so  as  to  reduce  or  lower  or  injuriously  affect  its  quidUty 
or  strength. 

(2)  If  any  inferior  or  cheaper  substance  has  been  substituted 
wholly  or  in  part  for  the  article. 

(3)  If  any  valuable  constituent  of  the  article  has  been  wholly  or 
in  part  abstracted. 

(4)  If  it  consists  wholly  or  in  part  of  diseased  or  decomposed  or 
putrid  or  rotten  animal  or  ve^table  substance,  or  any  portion  of 
any  animal  unfit  for  food,  or  if  it  is  a  product  of  a  diseased  animaJ, 
or  one  that  has  died  othervdse  than  by  slau^ter. 

(5)  If  it  is  colored  or  coated  or  poli£^ed  or  powdered,  whereby 
damage  is  concealed  or  it  is  made  to  appear  better  than  it  really  is. 

(6)  If  it  contains  any  added  poisonous  ingredient,  or  any  ingredi- 
ent which  may  render  it  injurious  to  health;  or  if  it  contains  any 
antiseptic  or  preservative  not  evident  and  not  kpovm  to  the  pur- 
diaser  or  consumer. 

(7)  If,  in  the  case  of  confectionery,  it  contains  terra  alba,  barytffi, 
tal^  chrome  yellow,  or  other  mineral  substance  or  poisonous  color 
or  flavor,  or  other  ingredient  deleterious  or  detrimental  to  health;  or 
any  vinous,  malt,  or  spirituous  liquor  or  compound,  or  narcotic  drug. 

(S)  If,  in  the  case  of  spirituous,  fermented,  and  malt  liquors,  It 
contains  any  substance  or  ingredient  whidi  is  not  normally  present 
in  such  liquors,  or  which  may  be  deleterious  or  detrimental  to  health 
when  sudi  liquors  are  used  as  beverages. 

Food  shall  be  deemed  ndsbrandea: 

(a)  If  it  is  an  imitation  or  offered  for  sale  under  the  distinctive 
name  of  another  article. 

(b)  If  it  is  labeled  or  branded  so  as  to  deceive  or  mi&iead  the  piu> 
chaser,  or  purport  to  be  a  foreign  product  Tdien  not  so;  or  if  the  con- 
tents of  the  package  as  originally  put  up  shall  have  been  removed  in 
whole  or  in  part  and  other  contehts  shall  have  been  placed  in  such 
package;  or  if  it  fails  to  bear  a  statement  on  the  label  of  the  quan- 
tity or  proportion  of  any  morphine,  opium,  cocaine,  heroin,  alpha 
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or  beta  eucame^  chloroform,  cannabis  indlca,  chloral  hydrate,  or 
aoetanilid,  or  any  denvative  or  preparation  of  any  such  substances, 
contained  therein. 

(c)  If  in  package  form  and  the  contents  are  stated  in  terms  of 
wdg^t  or  measure,  such  weight  or  measure  is  not  plainly  and  cor- 
xectiy  stated  on  the  outside  of  the  package. 

(d)  If  the  package  or  its  label  shiJl  bear  any  statement,  design, 
or  device,  regarding  the  ingredients  or  the  substances  containea 
therein,. which  statement,  design,  or  device  shall  be  false  or  mislead- 
ing in  any  parti^ar. 

Provided,  that  an  article  of  food  which  does  not  contain  any  added 
poisonous  or  deleterious  ingredient  shall  not  be  deemed  to  be  adul- 
terated or  misbranded  in  the  following  cases: 

First.  In  the  case  of  mixtures  or  compounds  which  may  be  now 
or  from  time  to  time  hereafter  known  as  articles  of  food,  under  their 
own  distinctive  names,  and  not  an  imitation  of  or  offered  for  sale 
under  the  distinctive  name  of  another  article,  if  the  name  be  accom- 
panied on  the  same  label  or  brand  with  a  statement  of  the  place  where 
said  article  has  been  manufactured  or  produced. 
,  Second.  In  the  case  of  articles  labeled,  branded,  or  tagged,  so  as 
to  plainly  indicate  that  they  are  compounds,  imitations,  or  blends, 
the  word  "compound,"  "imitation,"  or  "blend,"  as  the  case  may 
be,  beiuK  plainlv  stated  on  the  package  in  which  it  is  offered  for  sale: 
providea,  that  the  term  "blend,"  as  herein  used,  shall  be  construed 
to  mean  a  mixture  of  like  substances,  not  excluaing  harmless  color- 
ing or  flavoring  ingredients  used  for  the  purpose  of  coloring  and 
flavoring  only. 

,  And  provided  further,  that  nothing  in  this  section  shall  be  con- 
strued as  requiring  or  compelling  proprietors  or  manufactiurers  of 
proprietary  foods  which  contain  no  unwholesome  added  inpredient 
to  disclose  their  trade  formulas,,  except  in  so  far  as  the  provisicms  of 
this  section  may  require  to  secure  freedom  from  adulteration  or  mis- 
branding.   (S.C.,§68.) 

§  140.  Food  and  drinkj  not  to  he  sold  under  a  false  name  or  qualiiy. 
„  1 — No  meat,  fish,  fruit,  vegetables,  eggs,  milk,  or  other  food  or  drink 
shall  be  sold,  held,  or  offered  for  sale,  under  a  false  name  or  quality, 
nor  shall  any  food  or  drink  which  is  not  wholesome,  soimd,  and  safe 
for  human  consumption,  be  reprinted  as  being  wholesome,  sound, 
or  pafe  for  htunan  consumption.    (S.  C,  §  48.) 

§  141v  Poisonous,  deleteriouSf  and  unwholesome  substances;  use  as 
food  prohibiied.^-^o  person,  being  the  owner,  lessee,  manager,  or 
in  charge  of  any  place  in  which  food  or  drink  is  produced,  manu- 
facturea,  prepared,  packed,  stored,  distributed,  offered  for  sale,  or 
sold  shall,  therein  or  thereat,  offer  or  have,  for  food  or  drink,  or  to  be 
eaten  or  drunk,  any  poisonous,  deleterious,  or  imwholesome  sub- 
,  stance,  or  allow  anythmg  to  be  done  or  to  occur,  therein  or  thereat, 
dangerous  to  life  or  prejudicial  to  health.  (S.  C,  §  47.) 
■  §  142.  Food;  to  be  protected  from  du>stf  dirty  flies,/ or  other  conlam' 
ination. — ^No  food  intended  fpr  human  consumption  shall  be  k^t. 
sold,  offered  for  sale,  displayed,  or  transported,  unless  protectee! 
from  dust,  dirt,  flies,  and  other  contamination;  nor  shall  any  food 
intended  for  human  consumption  be  deposited  or  allowed  to  remain 
within  a  distance  2  feet  above  the  surface  of  any  sidewaDc,  street. 
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all^,  or  Other  pubho  place,  or  the  floor  of  any  biiilding  where  es- 
hibit«d,  unless  the  same  shall  be  contained  in  Doxes  or  other  rece|>- 
taoles,  so  aa  to  be  protected  fnKn  dogs  and  other  animals  and  tbeir 
excretions. 

.  No  candy,  bread,  ] 
human  conBumption, 
played  in  any  open  w 
stand,  or  pushcart,  n 
public  place,  unless  a 
I  product  ia  separately 
box  or  otl^er  dust  and 
The  proviaions  of  tl 

Ai  uoendsd  by  tha  Booid  of  BMtth.  July  24th.  »19. 

J  143.  Eating  and  drinkiTig  vtenadg;  use  in  eommon  prokOnled; 
the  term  "mMie  ■place"  and  "faetorg"  defined. — The  use  oJ  common 
eating  orarinking  utensils  in  any  public  place,  park,  street  or  av«iue, 
public  institution,  lodging-house,  hotel,  theatre,  facUst,  school, 
pubhc  hallj  railroad  car,  ferry  boat,  railway  station  or  ferry  houie 
Or  the  furnishing  of  any  such  common  eating  or  drinking  ut^isils  for 
use  in  any  such  place  is  hereby  prohibited. 
'    Tlie  t^in  "public  place"  as  used  herein  shall  be  oonstiued  to  in- 

(a)  Any  place  where  goods,  wares,  or  merchandise  are  mid  or 
oSerad  for  sale; 

(b)  Any  department,  bureau,  building,  or  office,  (rf  a  munidpal 
on^ration. 

The  term  "factory"  ss  used  herein  shall  be  construed  to  include 
any  Workshop  or  manufacturing  or  business  establishment  where 
perB6na  arc  employed  at  labor.    (8,  C,  S  189.) 

3  144.  CwMng,  eating  and  dnr^ng  vleti»il»  to  he  properly  deanaed 
af&r  being  used.— All  utensils  used  in  the  preparation,  service  and 
MJe  of  any  food  or  drink  intended  for  human  consumption 
shall  be  properly  cleansed  after  being  used,  and  do  such  utensil 
shall,  under  any  circumstances,  be  used  a  second  time  unless  it  diall 
have  been,  after  the  previous  use  thereof,  so  cleansed.  In  suCh 
cleansing  the  use  of  water  which  has  become  insanitary  by  previous 
iisc  is  prohibited. 

The  term  "Properly  Cleansed"  as  herein  used  shall  be  taken  to 
mean  cleansing  after  each  use  in  a  solution  of  soap  powder  or  soda  in 
hpt  water  and  the  employment  of  friction  supplied  by  means  of  a 
brush  or  other  suitable  implement  followed  by  rinsing  in  clean  hot 
water;  by  sterilization;  or  by  some  other  equally  effective  method. 

No  Ijeverages  or  drinks  intended  tor  human  consumption  shall  ba 
sold,  offered  for  sale,  or  dispensed  upon  any  stand  or  push  cart,  wagon 
or  other  vehicle,  in  any  street  or  other  public  place,  unless  audi 
beverage  or  drink  is  diapenaed  or  served  in  a  paper  cup  or  othsr 
sh^le-eervice  container. 

Aa  BmendHi  by  the  Baud  of  HhIUi.  Augiut  1.  1B3I. 

{  145.  Beveragei  and  drinks:  the  use  of  taps,  faucets,  lanie,  foun- 
tains, and  oetsdg  regulaled. — In  the  manufacture,  sale,  or  keeping 
■  for  sale,  of  any  beverage  or  drink,  no  person  shall, keep  or  use  any 
tap,  faucet,  tank,  fountain,  or  vessel,  or  any  pipe  or  conduit,  in  con- 
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ne,  or  dele- 
1  tnat  beer, 


or  venereal 
I  infectious 
:  form  sh^ 
or  drink  is 
d,  handled, 


cdan  of  the 
3uperintai- 
he  Director 
of  thie  Bureau  of  Preventable  Diseases  of  the  said  Department,  any 
person  employed  in  an;^  suoh  place  ahall  submit  to  a  physical  oam- 
ination  by  a  physician  in  the  onploy  of  the  said  Department.  Such 
persons,  nowerer,  may,  in  (heir  discretion,  be  examined  by  tb«r 
own  private  physicians,  provided  such  examkiations  are  performed 
in  accordance  with  the  Relations  of  the  Board  of  Health.  No 
person  who  refuses  to  submit  to  suchi  e:iamiiiation  shall  work  or  be 
permitted  to  work  in  any  such  place.    (Amended  April  25,  1916.) 

%  147.  Room,  facbtry,  elall,  pitice,  and  appyrienance*  to  be  kept  in  a 
cleanly  and  vfhmeeome  condition;  food,  drugs  and  drink  to  be  clean  and 
loMesome,  and  not  prntoTud,  ivfeded,  or  rendered  itnaafs;  pergonal 
TeBponaHnkly  of  ovmer,  leasee,  occupant,  or  perton  in  charge. — Ev«y 
person  being  the  owner,  lessee,  occupant,  or  in  charge  of  any  room, 
stall,  factory,  premises,  or  place,  where  anv  food  or  druik  intended 
for  human  consumption,  or  drugs  intended  for  internal  or  eirtenial 
human  use,  shall  be  manufactured,  prepared,  stored,  kept,  held,  or 
offered  for  sale,  shall  put  and  keep  such  room,  stall,  factory,  premises, 
or  place,  and  its  appurtenances,  in  a  cleanly  imd  wholesome  condition, 
and  every  person  having  charge,  or  interested  or  enuged,  wliether 
as  principal  or  agent,  in  the  ca^  or  in  respect  to  tiie  custody  or 
sale,  of  aiw  food  or  drink  intended  for  human  consumptioiL  or  drugs 
intended  for  internal  or  external  human  use,  shall  put  and  preserve 
the  same  in  a  cleanly  and  wholesome  condition,  and  shall  not  allow 
the  same,  or  any  part  thereof,  to  become  poisoned,  infected,  or 
rendered  unsafe  or  unwhoteeome  for  human  food  or  drink  or  for 
internal  or  external  human  use.     (8.  C,  {  49.) 

Afl  uDHided  by  the  Board  of  Holcb,  December  £8, 1016. 

^  148.  Mamiiaelure  and  storage  qf  food  and  drink  regviated. — No 
bmlding,  room,  or  place,  where  food  or  drink  is  prepared,  ooc^ed, 
Hnxed,  balled,  expmied  bottled,  packed,  handled,  stmed,  ta  manu- 
factured, shall  be  conaucted,  operated,  maintained,  or  used  otiMr- 
wise  than  in  accordance  with  the  Regulations  of  tiie  Boud  <^ 
Health. 


i  148.  Conduct  and  maintenance  of  reslavratUa  TegvbUed;  permU 
required. — No  person  shall  conduct,  operate,  or  mamtain  any  res- 
taurant in  the  City  of  New  York  without  a  permit  therefor  issued 
by  the  Board  of  Health  or  otherwise  thtm  in  accordance  with  the 
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tenns  of  said  permit  ami  the  Regulations  of  said  Boardf  The  tenn 
''restaurant/'  as  herein  used,  sn^  be  taken  to  mean  and  include 
every  bufFet,  limch  room,  grill  room,  lunch  counter,  dining-room  of 
hotel,  and  every  other  public  place  where  food  is  served,  sold  and , 
consumed  on  the  premises,  every  lu^ch  counter  in  a  saloon  where 
food  is  sold  or  given  away,  and  a^  kitchens  appurtenant  thereto  or 
connected  therewith.    , 

Aa  amended  by  the  Board  of  H^lth,  Janu^r^r  30, 1917. 

§  150.  The  care  and  sale  of  food  and  drink  in  stores  fi^i^oted.— No 
grocery  store,  butdier  store,  delicatessen  store,  confectionery  store, 
bakery  store,  milk  store,  butter  and  ^g  store^  fruit  apd  vegetable 
store,  fish  store,  or  other  place  where  food  or  dnnk  is  handled,  stored, 
offered  for  sale,  or  sold,  ^all  be  conducted  or  maintained  otherwise 
than  in  accordance  with  the  Regulaticms  of  the  Board  of  Health. 

f  151.  Unwholesome^  vndean,  watered  or  adulterated  mUkf  sHmmed 
mUk  and  cream  and  skvnuHed  mUkf  cream,  butter  or  cheese  made 
therefrom;  possession  and  sale  prokibked.-^'No  persons  shall  have  at 
any  place  where  milk,  skimmed  milk,  cream,  butter  o)t  cheese  iff 
kept  for  saie,  or  at  any  place  sell,  deliver,  offer  or  have  for  sale  ox 
keep  for  use,  nor  shall  any  person  bring  or  send  to  1^  City  of  New 
York  any  nulk,  skimmed  milk  br  cream  ^diich  is  unwholesome,  un- 
clean, watered  or  adulterated  or  milk  known  as  **swill  milk"  or 
milk  from  cows  or  other  anknals  that  have  been  fed  in  whole  or 
in  part  on  s#ill,  distillei^  waste  or  any  substance  in  a  state  of  putre- 
faction or  in  any  way  unwholesome,  or  milk  from  sick  or  dueased 
cowf^  or  other  animals,  or  any  cream,  skimmed  milk,  butter  or  cheese 
made  from  any  such  milk  or  any  unwtiolesome  butter  or  cheese. 
(S.C.,§52.) 

As  amended  by  the  Board  of  Health,  June  28, 1917. 

§152.  AduUeraled  milk  and  creatn;  disirHnUion  prohibited^  term 
" adtdterated^*  defined. — ^No  milk  which  is  adulterated,  reduced  or 
changed  in  any  respect  by  the  additipn  of  water  or  other  substance 
or  by  the  removal  of  cream  shall  be  brought  into  the  City  of  New 
York  or  held,  kept,  sold  or  offered  for  sale  at  any  place  in  said  city; 
nor  shall  any  person  or  corporation  keep,  have,  sell  or  offer  for  sale 
in  the  said  city  any  such  milk. 

No  cream  which  is  adulterated  shall  be  bought  ilito  the  City  of 
New  York  or  held,  kept,  sold  or  offered  for  sale  in  said  dty,  nor  shall 
any  person  or  corporation  keep,  have,  sell  or  offer  for  saie  in  said 
city  any  such  cream.  The  tenn  '^  cream  **  shall  be  taken  to  mean  that 
portion  of  milk  represented  in  milk  tat  which  rises  to  the  surface  of 
mUk  on  standing  or  is  separated  from  it  by  centrifugal  force. 

Milk  or  cream  in  the  possession  of  or  held,  kept  or  offered  for  sale 
by  a  dealer  in  food  shall,  prima  facie  be  deemed  to  be  h^d,  kept  and 
offered  for  sale  as  human  food. 

The  term  ''adulterated''  shall  be  taken  to  mean  and  include: 

^First.  Milk  containing  more  than  eighty-eight  and  ope-half  per 
centum  of  water^or  fluids. 

Second,  Milk  containing  less  than  eleven  and  one-half  per  centum 
of  milk  solids. 

Third.  Milk,  containing  less  than  eight  and  one-half  per  centum  of 
soliibpotfat. 
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b  any  part  of  the  cream  has  been  removed. 

eea  than  three  per  centum  of  fats, . 

ntaiiu  less  than  ei^teen  per  centum  of 


1  from  milk  which  haa  been  drawn  from 
9  before  or  five  days  after  parturition. 
from  milk  which  has  b^n  drawn  from 
'asto  or  any  substance  in  a  state  of  putre- 
faction or  on  any  unwholesome  food. 

Nmth.  Milk  or  cream  from  milk  which  haa  been  drawn  from  eows 
kept  in  a  crowded  or  unhealthy  condition. 

Tenth.  Milk  or  cream  whidt  haa  been  diluted  with  water  im'  any 
other  fluid  or  to  which  haa  been  added  or  into  which  haa  been  inUo- 
duced  any  forei^  substance  whatever.  •   . 

Eleventh.  Milk  or  cream,  the  temperature  of  which  is  higher 
than  50  degrees  Fahrenheit  or  which  oontaina  an  exceeaive  number 
of  bacteria.  This  requirement  includes  "Grade  G  Milk"  that  he» 
been  paeteurized. 

Twelfth.  Milk  or  cream  from  milk  which  is  produced  in  violation  . 
of  the  RcgulatLOD«  of  the  Board  of  Health. 

The  provisions  of  this  section  shall  aot  be  applicable,  however, 
to  modiJGed  milk  held  or  offered  for  sale  under  permit  therefor  issued 
by  the  Board  of  Health  or  to  skimmed  milk.  The  provisions  of  this 
section  shall,  however,  apply  to  cream  sold  under  any  foreign  name 
meaning  cream,  such  as  smeteny,  crema  and  nthm,  and  to  all  cream 
products  and  preparations  such  as  bomogeoiied  products  and  milk 
curda.  "Die  proviiaons  concemioe  temperature  and  bacterial  content 
shall  not  apply  to  sour  cream.    {8.  C,  i  53.) 

f  nded  by  the  Board  of  Huhh. 

Baa  to  prevent  oLe  of  adulMi 
with.    Poliiuky  v.  Pnple,  T 

§  153.  AdidUraled  milk,  akimmed  milk  and  cream;  aeiture  and 
deitradum  authorized. — Any  milk,  skimmed  millt  or  cream  found  to 
be  adulterated  which  has  been  brought  into  the  City  of  New  York 
or  is  held  or  offered  for  sale  m  said  city  may  be  seized  and  deatrsyed 
by  any  inspector  or  other  officer  of  the  IJepartraent  of  Health  au- 
thorized to  inspect  the  said  milk  or  cream,    (S.  C,  5  54.) 


S  154.  Condensed,  and  condensed  skimmed,  milk;  Jtotstsaion  and 
sale  Tegidated;  the  term  "aditUerated"  defined. — No  condensed  milk 
made  frem  nulk  produced  and  handled  under  conditions  not  conform- 
ing at  least  to  the  requirements  of  those  designated  for  Grade  C,  or 
which  is  adulterated,  shall  be  brought  into  the  City  of  New  York 
or  held,  kept,  sold,  or  offered  tor  sale,  at  any  place  m  said  city,  nor 
shall  any  person  or  corporation  havCj  keep,  sell,  or  offer  for  sale  in 
said  city  any  such  condensed  milk.  The  term  "adulterated,"  when 
used  in  this  section,  refera  to  condensed  milk  in  which  the  amount 
of  fat  is  less  than  twenty-five  per  centum  of  the  milk  solids  contained 
therein,  or  to  which  any  foreign  substance  whatever  has  been  added, 
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exoepting  sugars^  as  in  preserved  milks.  The  provisions  of  t^  sec- 
tion shaD  not  be  api^cable,  as  regards  the  amount  of  fat,  to  cbn,'^ 
densed  skimmed  milk  held  or  offered  for  sale  under  a  permit  therefor 
issued  by  the  Board  of  Health.    (S.  C,  §  55.) 

§  155.  Miikf  skimmed  miUc,  creamy  condensed  or  concentrated  milkf 
condensed  skimmed  milk  and  modified  mUk;  sale  regtdated;  term  ^^m^" 
fied  milk**  defined;  exception, — ^No  nulk,  skimmed  milk  or  cream, 
condensed  or  concentrated  milk,  condensed  skimmed  milk  or  modi- 
fied milk  shall  be  held,  kept,  offered  for  sale,  sold  or  delivered  in  the 
City  of  New  York  without  a  permit  issued  therefor  by  the  Board 
of  Health  or  otherwise,than  in  accordance  with  the  terms  of  said  per- 
mit, and  with  the  Relations  of  said  Board. 

B3(  the  term  ^'modified  milk"  is  meant  milk  of  any  subdivision  of 
the  classification  known  as  ''Grade  A:  for  Infants  and  Children." 
which  has  bepn  changed  by  the  addition  of  water,  sugar  of  nulk 
or  other  substance  intended  to  render  the  milk  suitable  for  infant 
feeding. 

The  provisions  of  this  section  shall  not  apply  to  milk,  skimmed 
milk  or  cream  sold  in  hotels  and  restaurants,  nor  to  condensed  milk 
or  condensed  skimmed  milk  when  contained  in  hermetically  sealed 
cans.  XThe  provisions  of  this  section  shall  take  effect  April  1,  1920.) 
(S.  C,  §66.) 

As  amended  by  the  Board  of  H^th,  December  21,  191G,  June  28,  1017,  and 
further  amended  January  22,  1920. 

Held  valid  in  People  ex  rel.  Lieberman  v.  Vandecarr,  81  App.  Div.  128.  Test 
of  validity  of  the  ordmance  is  ita  reasonableness,  citing  cases.  AfTd  176  N.  Y.  440, 
199  U.  8.  652. 

May  revoke  licenses.  Met.  Milk  and  Cream  Co.  v.  City  of  N.  Y.,  113  App. 
EKv.  377,  aff'd  186  N.  Y.  633. 

Ordinance  forbidding  milk  to  be  sold  from  vehicle  in  street  without  a  license/ 
sustained.    People  ex  rel.  larrabee  v.  MulhoUand,  82  N.  Y.  324. 

Members  of  Board  of  Health  are  administrative  officers  and  not  judicial  and  may 
revoke  permit  without  notice  and  a  hearing.  People  ex  rel.  Lodes  v.  Dept.  of  Health, 
189  N.Y.  187. 

Power  to  prescribe  conditions  on  which  milk  admitted  to  sale  in  N.  Y.  City. 
valid.  Does  not  infringe  on  powers  of  other  localities.  Bellows  v.  Baynor,  207 
N.  Y.  389,  affirming  146  App.  Div.  899. 

§  156.  MUkf  skimmed  milk  and  cream;  grades  and  designations, — 
An  niilk,  skimmed  milk  or  cream  held,  kept,  offered  for  sale,  sold  or 
delivered  in  the  City  of  New  York  shall  be  so  held,  kept,  offered  for 
sale,  sold  or  deUvered  in  accordance  with  the  Regulations  of  the 
Board  of  Health  and  under  any  of  the  following  gx^es  or  Resigna- 
tions and  not  otherwise; 

"  Grade  A:  For  Infants  and  Children  " : 

1.  Milk,  skimmed  milk,  or  cream  (raw). 

2.  Milk,  skimmed  milk,  or  cream  (pasteurized). 
"Grade  B:  For  Adults": 

1.  Milk,  skimmed  mUk,  or  cream  (pasteurized). 
"Grade  C:  For  Cooking  and  Manufacturing  Pui^)oses  Only:" 
1.  Milk,  skimmed  milk  or  cream  not  conformmg  to  the  require* 
ments  of  any  of  the  subdivisions  of  Grade  A  or  Grade  B 
and  which  has  been  pasteurized  according  to  the  Emula- 
tions of  the  Board  of  Health  or  boiled  for  at  least  two  (2) 
minutes. 
"Condensed  Skimmed  Milk." 
^'Gcmdensed  or  Concentrated  Milk." 
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The  provisu^os  of  this  aectioi^  shall  apply  to  milk.  slpjQmied  milk 
or  cream  used  for  the  purpose  of  producmg  or  used  in  preparation 
of  sour  milk,  buttermilk,  homogenized  milk,  milk  curds,  sour  cream, 
Smeteny^  Kumyss,  Matzoon,  Zoolak  and  other  amilar  products  or 

E reparations,  provided  that  any  such  product  or  preparation  be 
eldrkept,  (Aered  for  sale,  sold  or  delivered  in  the  City  of  New  York. 
(S.  C^  §  56a.) 

As  ftmeaded  by  the  Board  of  Health,  June  28. 1917. 

The  pasteurization  of  milk  required  by  order  of  Oct.  28, 1918.  does  not  authorise 
a  defendant  committing  a  public  nuisance  in  violation  of  ^  1530>  Penal  Law.  People 
V.  Borden's  Condensed  Milk  Co.,  Special  Sessions,  Kings  Co.,  N.  Y.  Law  Journal, 
June  15,  1914, 

§  157.  MUkf  skimmed  milk  and  cream;  must  conform  to  grade 
sUmdarda. — ^All  milk,  skimm^  milk  or  cream  held,  kept,  offered  for 
sale,  sold  Or  deUvered  in  the  City  of  New  York  shall  c(mform  in 
character  to  the  standards  and  requirements  set  f<H*th  in  Section  156 
of  this  Code  as  appUcable  to  the  particidar  grade  under  which  such 
milk  or  cream  shall  be  held,  kept,  dfered  for  sale,  sold  or  delivered. 

As  amended  by  the  Board  of  Health,  June  28,  1917. 

§  158.  Buttermilk,  sour  milk,  sour  cream,  and  other  mSk  products; 
mjmUy  cf  vrodud  reavlated, — Buttermilk,  sour  milks,  sour  cream, 
Kumyss,  Matzoon,  Zoolak,  and  similar  products  shall  not  be  made 
from  any  milk  or  cream  of  a  less  grade  than  that  designated  for 
Grade  B  and  shall  be  pasteurized  before  being  put  through  a  process 
of  souring  or  fermentation.  .  Sour  cream  shall  not  contain  a  1^  per- 
centage of  fat  than  tJiat  designated  for  oieam.    (S.  C,  §  57.) 

§  159.  BofUeSf  caris  and  other  receptacles  for  holding  milk,  skimmed 
m/Uk  and  cream;  use  regulated  and  restrictea. — ^It  shaD  be  the  duty  oi 
tjH  persons  having  in  their  possession  bottles,  cans  or  othar  receptacles 
containing  milk,  skimmea  milk  or  cream  which  are  used  m  Uie 
transportation  or  delivery  of  milk,  skimmed  milk  or  cream,  to  clean 
or  cause  them  to  be  cleaned  immediately  upon  emptying. 

No  person  shall  use  or  cause  or  allow  to  be  used  any  receptacle 
^ich  is  used  in  the  transportation  and  deHvery  of  milk,  skimmed 
milk  or  cream  for  anv  purpose  whatsoever  other  than  tne  holding 
of  milk,  skimmed  mine  or  cream;  nor  shall  anv  person  receive  or 
have  in  his  possession  any  such  rec^tacle  which  has  not  been  waited 
after  holding  milk,  skimmed  milk  or  cream  or  which  is  unclean  in 
anyway.    (S.  C,  §  183.) 

As  amended  by  the  Board  of  Health,  June  28,  1917. 

Sustained,  must  be  construed  benevolently  and  not  unreasonable  because  some 
judges  do  not  entirely  agree  with  it.    People  v.  Frudenberg,  209  N.  Y.  218. 

§  159a.  Empty  bottles,  cans  and  other  receptacles  Jor  holding  mUk, 
skimmed  mUk,  ouUermilk,  cream,  or  ice  cream,  not  to  he  corUaminalid 
with  garbage  and  offensive  materials, — ^No  person  shall  place,  or  cause, 
or  allow  to  be  placed  in  or  on  any  street,  park^  or  any  open  spaee 
therewith'connected,  anv  empty  bottle,  can,  or  other  receptacle  used 
or  intended  to  be  iLsed  for  the  transportation  and  delivery  of  milky 
skimmed  milk,  buttermilk,  cream,  or  ice  cream,  which  empty  bottle, 
can,  or  other  receptacle  is  to  be  returned  or  intended  to  be  returned 
to  the  person  so  transporting  or  delivering  such  substance  to  be 
again  thus  used  or  which  is  liable  to  continued  use  in  so  transporting 
or  delivering  such  substance,  as  aforesaid;  nor  shajl  any  person  plaoe, 
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or  oau0e^  or  allow  ta  be  placed  in  anv  such  empty  bottle,  ean,  or 
oHier  receptacle,  any  refuse,  ditt,  ^aroage,  or  filth,  or  any  poison, 
er«^y  offensive,  harmful,  or  deleteiious  substance  or  material  what* 
soejver;  nor  shall  any  pa*son  plaee,  or  keep  any  such  empty  bottle, 
can,  or  other  ree^tacie,  or  cause  or  allow  the  same  to  be  placed  oi* 
kept  in  any  place  whicn  is  used  for  storing  ^bage,  ashes,  rubbish,* 
i^t»e^  or  other  offensive,  hannf ul,  ddetorious,  or  dangerous  sub- 
stances or  materials,  or  in  any  container  used  for  receiving  or  trans- 
porting the  same.  ^         . 

It  shall  t>ei  the  duty  of  the  owner  of  any  empty  bottle,  can,  or  other 
receptacle,  used  or  intended  to  be  used  for  tne  transportation  and 
delivery  (i  milk,  skimmed  milk,  buttermilk,  cream  or  ice  cream, 
to,  collect  and  remove  the  same  promptly  and  the  owner  of  such  con* 
tainer  shall  not  allow  the  same  to  accumulate  at  any  place  other  than 
their  own  premises. 

As  adopted  by  the  Boaid  of  Health,  July  25«  1921. 

§  160.  Calves^  fngSj  lambs,  fish,  birds^  and  fowl;  mle  regtUated,-^ 
No  csMf  OP  the  meat  therec^,  siiall  be  OToUght  into  the  Gity  of  New 
York  or  held,  sold,  or  offered  for  sale  for  human  food,  ^diich.  when 
killed.  wdJ9  k^  than  four  weeks  old:  No  pig,  or  the  meat  thereof, 
shall  be  brought  into  the  City  of  New  York  or  held,  sold,  or  oflferea 
for  sale  for  human  food,  which,  when  killed,  was  less  than  five  weeks 
old.  No  lamby  or  the  meat  thereof,  shall  be  brought  into  the  City  of 
N*w  York  or  held,  sold,  or  offerea  for  sale  for  Imman  food,  wmch, 
when  kiDed,  was  leas  than  ^ht  weeks  old.  Nor  shall  any  meagre, 
sickly,  or  unwholesome  fish,  birds,  or  fowl  be  brought  into  said  city 
or  held,  sold,  or  off^^  ior  sale  for  human  food  therein.  (S.  C,  §  43. 
As  amend.  Dec.  21,  1910.) 

§  161.  CatUe;  not  to  be  killed  while  in  on  overhecOed,  or  feOeriah  eon- 
diHen.—^o  cattle  shall  be  killed  for  human  food  while  in  an  over- 
heated, or  fev«*ish  ocmdition.    (S*  C,  §  44.) 

§  162.  Meat  and  dead  ammals;  sale  regtdated.^^^o  meat  or  dead 
anim^  above  the  size  of  a  rabbit  i^all  be  taken  to  any  pubhc  or 
private  market,  nor  shall  any  such  meat  or  dead  animal  be  stored 
or  held,  kept,  ofiP^^  for  sale,  or  sold  in  any  such  place  until  the  same 
shall  have  been  fully  cooled  after  killing,  nor  until  the  entrails  and 
feet  (except  of  poultry  and  game  and  except  the  feet  of  swine)  shall 
havje  been  removed.    (S;  C,  §  45.) 

§  163.  Unhealthy,  unsound,  unwholesome,  and  unsafe  meat,  veg- 
etables and  milk;  possession  and  mle  prahibUed;  terms  ^^meat,"  "  v^- 
etabks,*/  and  **not  sound  "  dJ^ned.— No  meat,  vegetables,  or  milk, 
not  being  then  healthy,  fre^,  sound,  wholesome,  or  safe  for  human 
food  or  the  meat  of  any  animal  that  died  by  disease  or  accident, 
shall  be  brought  into  the  City  of  New  York  or  held,  kept,  <rfferea 
for  sale,  or  sold  as  such  food,  or  k^>t  or  stored,  an3rwhere  in  said 
city,  llie  term  ''meat,''  as  herein  used,  shall  include  fish,  bii>ds, 
eggs,  and  fowl;  the  term  ''vegetables  "  shall  include  any  product, 
swbstanoe^  or  article  Used  as  and  for  human  food  other  than  milk 
or  meat;  the  term  "not  sound  "  shall  include  any  vegetable  that  is 
wonn^.  For  the  pm^se  of  this  section,  any  meat,  vegetables,  or 
nu&  m  poaBBsnon  of,  or  held,  kept,  or  offered  fc^-  sale  by,  a  de^^ 
in  ioodf  shall,  prima  facie,  be  deemed  to.  be  held,  kept,  and  offered 
for  sale  m  human  food.    (S.  C,  {  42.) 
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§  164.  Shellfiah,  sale  regulated, — ^No  sheilfish  shall  be  brou^t  into, 
or  held,  kept,  or  offered  for  sale,  anywh^«  in  the  Ci^  iA  New  York, 
without  a  pcomit  therefor  issued  by  the  Boatd  of  Health  or  othei^ 
wise  than  m  accordance  with  the  terms  of  said  pennit  and  with  the 
Emulations  of  siGud  Board.  The  provisions  of  tnis  section  shall  not 
apply  to  the  sale  of  shellfish  in  hotels  or  restaurants,  where  such 
shellfish  are  purchased  from  a  dealer  holding  a  penmt  from  the  Board 
of  Health, 

As  amended  by  the  Board  of  Health,  April  29,  1920. 

§  165.  Artificial  or  natural  mineral,  spring,  or  other  waten;  man' 
vfacture  regiUated, — ^It  shall  be  the  duty  of  every  wholesale  dealer, 
manufacturer,  importer,  or  other  person  who  manufactures  or  im- 
ports, or  sells  at  wholesale  in  the  City  of  New  Yoik^  any  artificial  or 
natural  mineral,  spring,  or  other  water,  for  drinkmg  purposes,  to 
file,  under  oath,  with  the  Department  of  Health,  the  name  of  suoh 
water  and  the  exact  location  from  which  it  is  obtained,  the  chanieal 
analysis  and  the  bacteriological  examination  thereof,  and,  when 
manufactured,  the  name  of  every  sid3stanoe  or  element  entering  into 
its  composition. 

No  person  shall  manufacture  or  bottle,  any  mineral,  carbonatecL 
or  table  water,  in  the  City  of  New  York,  without  a  pennit  issued 
ther^or  by  the  Board  of  Health  or  otherwise  than  m  accordance 
with  the  terms  of  said  permit  and  with  the  Regulations  of  said  Board. 
No  pennit  will  be  required,  however,  where  Qie  City  Water  Supply 
is  conducted  throu^  closed  pipes  and  connected  iivith  a  carbonated 
apparatus,  from  which  it  is  dispensed  direct  to  the  consumer,  without 
coming  in  contact  with  the  air,  and  not  handled  in  any  way.  (S.  C, 
§59.) 

f  166.  PMic  water  supply;  purity  and  whoUsomeneae  proteekd, — 
No  person  shall  throw  or  allow  to  run  or  pass  into  any  public  reser- 
voir, waterpipe,  or  a^iueduct,  or  into  or  upon  any  borda*  or  maigin 
tha'eof,  any  excavation  or  stream  therewith  connected,  any  animal, 
vegetable,  or  mineral  substance  whatever;  nor  shall  any  person 
(having  the  power  or  right  to  prevent  the  same)  do  or  permit  any 
act  or  thing  that  will  impair  or  imperil  the  purity  or  whiMesomenesB 
of  any  water  or  other  fluid  used  or  mtended  to  be  used  as  a  drink, 
in  any  part  of  said  city;  nor  shall  any  person  bathe  or  (except  in 
the  discharge  of  a  pubhc  duty)  put  any  part  of  his  p^son  into  such 
water,,  nor  shall  any  unauthorized  person  open  any  erection  or  un- 
screw any  hydrant  holding  such  water.    (S.  C,  f  61.) 

( 167.  Water;  duUee  of  persons  in  authmitv, — It  shall  be  the  duly 
of  every  person,  official,  d^artment  and  board,  having  any  au- 
thority and  control  in  r^ard  to  any  water  intended  for  human  con- 
sumption (and  within  the  proper  sphere  of  the  duty  of  each  thereoOj 
to  take  all  usual  and  also  all  reasonable  measures  and  precautiona 
to  secure  and  preserve  the  purity  and  wholesomeness  of  such  wattf . 
(S.  C,  !  62.) 

§  168.  Water  from  wells;  the  use  thereof  regulated  and  restricted,"^ 
Water  from  weUs  in  the  Borouj^  of  Manhattan  shall  not  be  used, 
in  the  City  of  New  Yoric,  for  drmk;  nor  ^all  water  from  wells  in  the 
B(»ough  of  Manhattan  be  used  for  any  oUier  purpose  m  may  ten- 
ement, lodging-house,  hotel,  manufactory,  or  buildmg,  in  which  p«w 
sons  are  living  or  employed,  or  in  which  there  are  offices,  «r  a 
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taimtfit  Gt  saloon,  in  the  Citv  of  New  York,  without  a  pamit 
therefor  issued  by  the  Board  (n  Health  or  otherwise  than  in  accord- 
ance with  the  t^ms  of  said  permit  and  the  Regulations  of  the  said 
Board.  Water  from  wells  in  the  other  Boroughs  of  said  city,  other 
than  the  public  water  supply,  shall  not  be  used  in  any  tenement  or 
lodging*hou8e.  hotel,  manufactory,  or  building,  in  which  persons  are 
living  or  employed,  or  in  which  there  are  offices,  or  a  restaurant  or 
saloon,  without  a  permit  therefor  issued  by  the  Board  of  Health  or 
othanvise  than  in  aeccMfdance  with  the  terms  of  said  permit  and  the 
Regulati(»is  of  the  said  Board.    (S.  C,  i  63.) 

f  169.  Drinking  kydranU;  water  therefrom  not  to  he  rendered  un- 
wholesome,— ^No  person  shall  destroy  or  in  anywise  injure  or  impair 
any  drinking  hydrant,  or  part  thereof,  in  the  City  of  New  York; 
nor  shall  any  person  interefere  with  the  use  or  enjoyment  of  the 
water- therein  or  therefrom,  or  interrupt  the  flow  thereof;  nor  shall 
any  person  put  any  dirty,  poisonous,  medicinal,  or  noxious  sub- 
stance into  or  near  said  water  or  hyorant,  whereby  such  water  is 
made  or  may  be  regarded  as,  dangerous  or  unwholesome  as  a  drink. 
(S.  C,  §64.) 

S  170.  Ice  creamy  manufacture  in  and  bringing  into  the  City  of  New 
York  regidated. — ^No  ice  cream  shall  be  manufactured  in  or  brought 
into  the  City  of  New  York  for  sale  without  a  permit  therefor  issued 
by  the  Board  of  Health  or  otherwise  than  in  accordance  with  the 
terms  of  said  peitnit  and  with  the  R^ulations  of  said  Board.  (New* 
Passed  May  31,  1916,) 

f  171.  SneUfiah,  sale  of  advUerated  or  misbranded  prohibited. — ^No 
person  shall  bring  into  the  City  of  New  York,  or  have,  sell,  or  offer 
for  sale  shellfish  which  are  adulterated  or  misoranded. 

Shellfish  shall  be  deemed  adulterated: 

(1)  If,  after  removal  from  the  shell,  they  have  been  subjected 
to  a  process  whereby  their  solid  content  is  decreased  or  their  volume 
increiised. 

(2)  If  grown,  floated  or  cleansed  in  contaminated  water  so  as  to 
render  them  unfit  for  food. 

(3)  If  they  consist,  wholly  or  in  part,  of  diseased,  decomposed, 
putnd,  or  rotten  animal  or  vegetable  substance. 

(4)  If  they  contain  any  antiseptic  or  preservative  injurious  to 
health. 

(5)  If  they  are  floated  in  water  of  a  lower  salinity  than  the  water 
in  which  they  are  grown. 

(6)  If  any  substance  or  substances  has  or  have  been  mixed  and 
backed  with  them  so  as  to  reduce  or  lower  or  injuriously  affect  their 
quality  or  strength. 

(7)  If  after  removal  from  the  shell  they  are  cleansed  in  fresh  water 
or  water  of  a  lower  salinity  than  the  water  in  which  they  are  grown. 

Shellfish  shall  be  deemed  misbranded: 

(a)  If  they  are  labded  or  branded  so  as  to  deceive  or  mislead  the 
purchaser: 

(b)  K  the  contains  or  its  label  shall  bear  any  statement,  design. 
or  device,  regarding  tlie  shellfi^  or  the  other  ingredients  contained 
therein,  which  statement,  design,  or  device  dudl  be  false  or  mis- 
leadhig  in  any  particular* 

As  Ameoded  by  the  Boaid  of  Haattb,  April  29, 1920. 


450  CODES  OP  ORDINANCES  OP  THE  CITY  OP  NEW  YORK 

§  172.  Bnngmg  into  the  City  of  New  York  of 'ike  eareasset  of  certain 
animals  restricted, — No  carcasses  or  parts  of  the  carcasses  of  cows, 
buUs,  steers  or  swine  shall  be  brought  into  the  City  of  New  York 
until  they  shall  respectively  have  oeen  inspected  and  passed  as  fit 
for  human  food  by  a  duly  authorized  inspection  of  the  United  States 
Grovemment  or  of  any  state  or  municipality  and  shall  have  been 
marked,  stamped,  branded,  tagged  or  labeled,  as  having  been  so 
inspected  and  passed.  Provided,  however,  the  provisions  of  this 
section  shall  not  apply  to  the  carcasses  of  eows,  bulls,  steers  or  swine 
to  which  are  attached,  by  their  natural  connections,  the  head, 
including  the  tongue,  the  lungs,  the  liver,  the  heart,  the  i^eura,  the 
peritoneum  and  all  body  Ijrmph  glands. 

As  adopted  by  the  Board  of  Health,  June  28, 1917. 

New. 

§  173.  Adulterated  skimmed  milk;  distribution  prohibited;  term 
^^advlterated*^  defined. — No  skimmed  milk  which  is  adulterated  shall 
be  brou^t  into  the  City  of  New  Yoric  or  held,  kept,  sold  or  offered 
for  sale  m  said  city;  nor  shall  any  person  or  corporation  keep,  have, 
sell  or  offer  for  sale  in  the  said  city  any  such  skimmed  milk. 

The  term  "skimmed  milk"  shall  be  t£^en  to  mean:  Milk  from 
which  all  or  part  of  the  cream  has  been  removed. 

For  the  purpose  of  this  section  any  Skimmed  milk  in  possession  of 
or  held,  kept  or  offered  for  sale  by  a  deader  in  food  shall  prima  facie 
be  deemed  to  be  held,  kept  and  offered  for  sale  as  himian  food. 

The  term  "adulterated"  shall  be  taken  to  mean  and  include: 

First.  Skimmed  milk  containing  less  than  eight  per  centum  of 
milk  solids  other  than  fat. 

Second.  Skimmed  milk  from  milk  which  has  been  drawn  from 
animals  within  fifteen  days  before  or  five  days  after  parturition. 

Third.  Skimmed  milk  from  milk  which  has  been  drawn  from 
animals  fed  on  distillery  waste  or  any  substance  in  a  state  of  putre- 
faction or  on  any  unwholesome  food. 

Fourth.  Skimmed  milk;  from  milk  which  has  been  drawn  from 
oows  kept  in  a  crowded  or  unhealthy  condition. 

Fifth.  Skimmed  milk  which  has  bleen  diluted  with  water  or  any 
other  fluid  or  to  which  has  been  added  or  into  which  has  been  in- 
troduced any  foreign  substance  whatever. 

Sixth.  Skimmed  milk,  the  temperature  of  which  is  higher  than 
50  degrees  Fahrenheit  or  which  contains  an  excessive  nimiber  of 
bacteria. 

Seventh.  Skimmed  milk  from  milk  which  is  produced  in  violation 
of  the  Regulations  of  the  Board  of  Health. 

Afi  adopted  by  the  Board  of  Health,  June  28. 1917. 

i  174.  BeconstdiiUed-nUlk  and  reconstitutedrcream:  sale  regulated. — 
No  reconstituted-milk  or  reconstituted-cream  shall  be  brought  into 
the  City  of  New  York,  or  manufactured,  held,  kept,  sold,  or  offeaned 
for  sale  at  anv  place  in  said  City  without  a  permit  therefor  issued 
by  the  Board  of  Health  or  otherwise  than  in  acoordanoe  with  the 
terms  of  said  pennit  and  the  Re^^ulations  of  said  Board, 

Adopted  Deeember  6, 1918. 

§  175.  Adulterated  recomtituted-mOk  and  recotwiUtiisd-cream. — ^No 
reconstituted-milk  or  reoonstituted-cream  whi<^  is  adulteiated, 
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doeed  or  <diiui|^  in  any  req^ect-  by  the  addition  of  water  or  other 
substances  shall  be  brought  into  the  Git^  of  New  York  or  held, 
kept,  sold,  or  offered  for  sale,  at  any  place  in  said  City:  nor  shall  any 
person,  6mi  or  corporation  keep,  hare,  or  cSer  for  ^e  in  said  City 
any  suoh  reconstitutcd-milk  or  reconstituted-K^eam. 

RecoDBtituted-mOk  or  reconstituted-cream  in  the  possession  of  or 
held,  kept  or  offered  for  side  by  a  dealer  in  food  shall,  prima  facie, 
be  deemed  to  be  held,  kept,  and  offered  for  sale  as  human  food. 

The  term  "  adulteratea''  diall  be  taken  to  mean  and  inchide: 

First.  Reconstituted-milk  containing  more  than  eighty-eight  and 
GBie-quu^er  per  centum  of  water  or  inids. 

Second.  Reconstituted-milk  containing  less  than  deven  and  three- 
quarter  per  centum  of  milk  solids. 

Third.  Reconstituted-milk  containing  less  than  eight  and  one* 
half  per  centum  of  sdiidB  not  -fat. 

Fourth.  Reconstituted-milk  containing  less  than  three  asd  one* 
quarter  per  eentvaa  of  fats. 

Fifth.  Reconstituted^eream  which  contains  less  than  eii^te^i  per 
centum  of  butter  fat. 

Sixth.  Reconstituted-milk  or  reconstituted-cream  made  from  in- 
gredients whidi  are  rancid,  impure,  unwholesome,  adulterated,  un» 
clean,  contaminated,  or  otherwise  unfit  for  hmnan  consumption. 

Seventh.  Reconstituted-milk  or  reconstituted-cream  wnich  has 
been  diluted  with  water  or  any  oth^  fluid,  or  to  which  has  been 
added,  or  into  which  has  been  introduced,  any  fraeign  substance 
whatever. 

Eighth.  Reeonstituted^milk  or  reconstituted*ereaiin,  the  tempera- 
ture of  which  is  higher  than  fiftv  d^rees  Fahrenheit,  or  which  con- 
tains an  excessive  number  of  bacteria. 

Ninth.  Reconstituted-nulk  or  reconstituted-cream  which  is  pro- 
duced in  violation  of  the  Regulaticms  of  the  Board  of  Health. 

Adopted  December  6,  1918. 

§  176.  Bottles,  tans,  and  other  receptacles  for  holding  reconstitvied- 
muk  and  reconstUtUed-cream;  use  regvkUed  and  restricted, — It  shall 
be  the  duty  of  all  persons  having  in  their  possession  bottles,  cans,  or 
other  receptacles  containing  reconstituted-milk  or  reconstituted- 
cream,  which  are  used  in  the  transportation  or  delivery  of  recon- 
stituted-milk or  reconstituted-cream,  to  clean  or  caused  them  to  be 
cleaned  immediately  upon  emptyin«. 

No  pa'son  shall  use  or  cause  or  aUow  to  be  used  any  receptacle 
which  is  used  in  the  transportation  and  deUvery  of  reconstituted- 
milk  or  reconstituted-cream,  for  any  purpose  whatsoever  other  than 
the  holding  of  reconstituted-milk  or  reconstituted-cream;  nor  shall 
an^  person  receive  or  have  in  his  possession  any  such  receptacle 
which  has  not  been  washed  after  holding  reconstituted-milk  or 
reconstituted-cream,  or  which  is  unclean  in  any  way. 

Adoiyted  December  6»  1918. 

§  177.  Ice  cream;  sale  of  adulterated  or  mishranded  prohibited;  the 
terms  ^^ice  cream,^'  **aduUeraied"  and  ^^mi^anded"  defined, — No 
person  shall  brin^  into^  or  have,  sell,  or  offer  for  sale  in  the  Cityof 
New  York,  any  ice  cream  which  is  aduHered  or  misbranded.  The 
teitn  '4ce  cream ''  as  herein  used  shall  be  taken  to  mean  and  include 


452  CODE  OF  ORDINANCES  OF  THE  dTT  OF  NEW  YORK 

• 

the  frozen  product  or  mixture  made  from  pasteonzed  cream,  milk. 
or  product  of  milk,  sweetened  with  sugar,  to  wtiich  has  been  added 
pure,  wholesome  food  gelatin,  ve^table  gum  or  other  thit^eDer, 
with  or  without  wholesome  flavoring  extract,  fruits,  nuts,  ooooa, 
chocolate,  eggs,  cake,  candy  or  confections,  ami  which  contains  not 
less  than  eight  per  cent  (8%),  by  weight,  of  milk  (butt^)  fat. 
Ice  cream  as  herein  defined  shall  be  deemed  adulterated: 

(1)  If  any  substance  or  substances  has  or  have  been  mixed  and 
packed  with  it  so  as  to  reduce  ac  lower  or  injuriously  affect  its  qual- 
ity or  strength. 

(2)  If  any  inferior  or  cheaper  substance  has  been  substituted 
whoUy  or  in  part  for  ihe  article. 

(3)  If  any  valuable  constituent  of  the  article  has  been  wholly  or 
in  part  abstracted. 

(4)  If  it  consists  wholly  or  in  part  of  diseased  or  decomposed  or 
putrid  or  rotten  animal  or  vegetable  substance,  or  any  portion  of  any 
animal  unfit  for  food,  or  if  it  is  a  product  of  a  disesised  animal,  or 
one  that  has  died  otherwise  than  by  slau^ter. 

(5)  If  it  contains  any  added  poisonous  mgredient,  or  any  ingredi- 
^it  which  may  render  it  injunous  to  health;  or  if  it  contains  any 
antiseptic  or  preservative  not  evident  and  not  known  to  the  purdiaser 
or  consumer. 

(6)  If  it  contains  chrome  yellow,  saccharin,  salts  of  copper,  iron 
oxide,  formaldehyde,  boric  acid,  ochres,  or  otner  min«^  substance 
or  poisonous  cok^  or  flav(»*,  or  other  ingredient  deleterious  or  det- 
rimental to  health. 

(7)  If  it  contains  less  than  eight  per  cent  ^%)  by  wdght,  of  milk 
(butter)  fat. 

(8)  n  it  contains  more  than  one  per  cent  (1%)  <^  pure,  whole* 
some,  gelatin,  v^table  gum,  or  other  thidcener. 

(9)  fi  it  contains  any  added  vegetable  or  mineral  oils  or  fats. 
Ice  cream  shall  be  deemed  misbranded: 

(a)  If  it  is  an  imitation  or  offered  for  sale  imder  the  distinctive 
name  of  another  article  or  is  labeled  or  branded  so  as  to  deceive  or 
mislead  the  purchaser. 

(b)  If  in  package  form  and  the  contents  are  stated  in  the  terms  c^ 
weimt  or  measure,  such  weight  or  measure  is  not  plainly  and  cor- 
recUy  stated  on  the  outside  of  the  package. 

(o)  If  the  package  or  its  label  ^all  bear  any  statement,  design, 
or  device  regarding  the  ingredients  or  the  substances  containea 
therein,  which  statement,  design,  or  device  shall  be  false  or  mislead- 
ingin  any  particular. 

The  provisions  of  this  section  shall  not,  however,  applj^  to  mix- 
tures or  compoxmds  which  may  be  now,  or  from  time  to  time  here- 
after, known  under  their  own  distinctive  names  and  not  an  imitation 
of  or  offered  for  sale  imder  the  distinctive  name  of  ice  cream,  if  the 
name  be  accompanied  on  the  same  label  or  brand  with  a  statanent 
of  the  date  and  place  where  said  article  has  been  manufactured  or 
produced. 

As  adoivted  by  the  Botad  of  Health,  April  29, 192a 

i  178.  Food  gelatin:  sale  of  advUerated  or  nrisbnmd^  prohibiied; 
the  term  ''food  geUUm/'  *'adtiUerated"  and  ''nMnwided*'  d^fimed.'-^o 
person  shall  brii^  into,  or  have,  keep,  offer  for  sale^  or  sell,  in  the 
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Gity  of  New  Yorjc,  any  food  gelatin  which  is  adultered  or  mis- 
branded.  Tlie  tenn  food  gelatin  as  herein  used  shall  be  taken  to 
mean  and  include  a  purified  product  of  gelatin  prepared  from  the 
bones,  hides,  hoofs,  horns  and  tissues  of  Animals. 

Food  gelatin  as  herein  defined  shall  be  deemed  adulterated: 

(1)  If  any  substance  or  substances  has  or  have  been  mixed  and 
packed  with  it  so  as  to  reduce  or  lower  or  injuriously  affect  its  quahty 
or  strength. 

(2)  If  any  inferior  or  cheaper  substance  has  been  substituted 
ifidiolly  or  in  part  for  the  article. 

(3)  If  it  consists  wholly  or  in  part  of  diseased  or  decomposed  or 
putrid  or  rotten  animal  or  vegetable  substance,  or  if  it  is  a  product 
of  a  diseased  animal. 

(4)  If  it  is  colored  or  coated  or  powdered  whereby  damage  is 
concealed  or  it  is  made  to  appear  better  than  it  really  is. 

(5)  If  it  contains  any  antiseptic  or  preservative  not  evident  and 
not  known  to  the  purchaser  or  consumer. 

(6)  I(  it  contains  more  than  thirty  (30)  parts  per  million  of  copper, 
or  one  and  four-tenths  (1.4)  parts  per  million  of  arsenic,  or  one  hun- 
dred (100)  parts  per  million  of  zinc,  or  twenty  (20)  parts  per  million 
of  lead,  or  three  hundred  (300)  parts  per  million  of  tin,  or  two  one- 
himdr^lths  of  one  per  cent  (.02%)  of  sulphur  dioxide,  or  any  other 
added  poisonous  ingredient,  or  any  ingredient  which  may  rendw  it 
injiuious  to  health. 

Food  g;elatin  as  herein  defined  shall  be  deemed  misbrand«i: 

(a)  If  it  is  an  imitation  or  offered  for  sale  imder  the  distinctive 
name  of  another  article. 

(b)  If  it  is  labeled  or  branded  so  as  to  deceive  or  mislead  the  pur- 
chaser, or  purport  to  be  a  foreign  product  when  not  so:  or  if  the  con- 
tents of  the  package  as  originally  put  up  shall  have  been  r^ioved 
in  whole  or  in  part  and  other  contents  shall  have  been  placed  in  such 
package. 

(c)  If  in  package  form  and  the  contents  are  stated  in  terms  of 
wei^t  or  measure,  such  weight  or  measure  is  not  plainly  and  cor- 
rectly stated  on  the  outside  of  the  package. 

(d)  If  the  package  or  label  shall  bear  any  statement,  design,  or 
device,  regarcmig  the  ingredients  or  the  substances  contained  therdn, 
which  statement,  design,  or  device  shall  be  false  or  misleading  in 
any  particular. 

As  adopted  by  the  Board  of  Health,  April  29,  1920. 

( 179.  Prohibiting  the  manufacturef  sale  and  distribviion  of  imUa- 
lion  mUk  and  cream, — No  person  i^all  sell,  or  exchange,  or  offer 
or  expose  for  sale  or  exchange,  any  substance  in  imitation  or  sem- 
Msnce  of  milk  or  cream  which  is  not  milk  or  cream,  nor  sell,  or  ex* 
change,  or  offer  or  expose  for  sale,  or  exchange,  any  such  substance 
as  and  for  miUc  or  cream,  or  sell,  or  exchange,  or  offer  or  expose  for 
sale,  or  exchange,  any  article  of  food  made  from  such  milk  or  cream, 
or  manufacture  from  any  such  milk  or  cream  any  article  of  food. 

As  adopted  by  the  Board  of  Health,  March  24,  1021.  I 

§  180.  The  use  of  unclean  and  unsanitary  food  receptacles  prohibited^  1 

to  be  cleaned  after  being  used. — ^No  person  shall  use,  or  cause,  or  allow  m 

to  be  used  in  the  transportation,  storage,  or  delivery  of  food,  in-  ' 
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tended  for  human  oonsumptiom  any  botUe,  can^  jar,  box,  barrel^ 
or  other  receptacle  which  is  unnt  to  be  so  used  by  reason  of  being 
unclean  or  unsanitary  or  in  a  condition  that  would  tend  to  cause 
such  food  to  become  poisoned,  infected,  imwholesome,  ox  imfit  for 
human  consumption.  . 

It  shall  be  the  duty  of  all  persons  having  in  their  possession  bottles, 
cans,  jars,  boxes,  barrels,  or  other  receptacles  containing  food,  in- 
tended for  human  consumption,  which  are  used  or  intended  to  be 
again  used  in  the  transportation,  storage,  or  delivery  of  such  food, 
to  clean  or  cause  them  to  be  cleaned  immediately  upon  emptjnng. 

Aa  adopted  by  the  Board  of  Health,  May  26,  1921, 


AETICLE  10 

GENERAL  PROVISIONS 

Sec.  181.  Misfeasance  and  nonfeasance. 

§  182.  Contractors  must  comply  with  provisions  of  the  Sanitary 

Code. 
§  183.  Nuisances;  conditions  dangerous  or  prejudicial  to  life  or 

health;  duties  of  persons  responsible. 
§.  184.  Reflations  and  orders;  to  be  observed  and  obeyed. 
§  185.  Abatement  of  nuisances. 
§  18&.  Interfering  with  or  obstructing  an  inspector. 

1 187.  False,  untruthful,  or  misleading  statements. 

1 188.  Affidavit  of  chemist;  presumptive  evidence  of  facts. 
§  189.  Notices  not  to  be  mutilated  or  torn  down. 

§  190.  Clinical  thermometers;,  sale  regulated. 

Sec.  181.  Misfeasance  and  nov/sammx. — ^No  person  shall,  know-, 
in^y,  or  carelessly  or  negli^ntly,  do  or  contribute  to  the  doin^  of, 
a3\y  act  dangerous  to  the  life  or  detrimental  to  the  healthy  of  any 
human  being,  provided,  however,  that  the  foregoing  provisions  of 
this  section  3iall  not  apply  to  a  necessary  act  authorized  by  law;  nor 
shall  any  person  omit  to  do  any  reasonable  and  proper  act,  or  to 
tate  any  reasonable  or  proper  precaution,  to  protect  human  life 
and  health.    (S.  C,  §8.) 

§  182.  Contractors  must  comply  with  provisions  of  ike  Sanitary 
Code. — ^Every  contractor,  to  whom  reference  is  made  m  the  Sanitary 
Code,  and  every  person  who  shall  have  contracted  or  undertaken, 
or  shall  be  boimd,  to  do,  or  shall  be  engaged  in  doing,  any  of  the 
things  to  which  any  of  the  provisions  of  the  Sanitary  Code  relate, 
i^all  comply  with  all  provisions  of  the  said  Code  iapplying  to  the 
work  und^taken  or  to  be  undertaken,  and  he  ^lall  not  be  excused 
for  non-compliance  with  any  of  the  said  provisions  because  of  any 
direction  given  by  any  other  person.    (S.  Cf.,  §  9.) 

§  183.  Nuisances;  conditUms  dangerous  or  prejudicial  to  life  at 
health;  dvMes  of  persons  responsible, — ^It  is  hereby  declared  to  be  the 
duty  of  every  owner,  part  owner,  lessee,  tenant,  and  occupant,  of, 
or  person  interested  in,  any  place,  water,  ground,  room,  stall,  i^iart- 
meat,  building,  erection,  vessel,  vehicle,  matter,  and  thing,  in  the 
City  of  New  York,  and  of  every  person  conducting  or  inteiested  in 
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businesis  t^rein  or  thereat^  and  of  every  persoil  who  has  underti^en 
to  clean  any  place,  ground,  or  street,  in  the  said  City,  and  of  every 
person,  public  officer,  and  department,  having  charge  of  any  ground, 
place,  building,  or  erection,  in  the  saia  Cit^^  to  keep,  place,  and  pre* 
serve  the  same  and  the  sewerage,  drainage,  and  ventilation  thereof 
in  such  condition,  and  to  conduct  the  same  in  such  manner,  that  it 
shall  not  be  a  nuisance  or  be  dangerous  or  prejudicial  to  life  or  health. 
The  term  ''building^'  as  used  in  this  section,  includes  a  railway  car, 
booth,  tent,  shop  or  other  erection  or  enclosure.    (S.  C,  §  10.) 

§  184.  ReotdcUions  and  orders;  to  be  observed  and  obeyed. — No 
person  shall  violate,  or  refuse  or  neglect  to  comply  with,  any  reg- 
ulation or  order  of  tne  Board  of  Health,  made  for  carrying  into  effect 
the  provisions  of  this  Code,  the  powers  of  the  said  Board,  or  the 
laws  oi  this  State;  and  the  violation  of,  or  the  r^usal  or  n^lect  to 
comply  with,  an^r  such  relation  or  order  which  relates  to  the  provi- 
sions of  any  section  of  this  Code  shall  be  deemed  a  vidation  of  such 
section.    (S.  C,  §  11.) 

But  iM  pen&lty  can  be  recovered  for  a  disobedience  of  an  order  unless  one 
is  prescribed.    Health  Dept.  v.  Knoll,  70  N.  Y.  530. 

i  185.  Abatement  of  nuisances. — ^Whenever  in  any  place  or  on  any 
premises  in  the  City  of  New  York  a  nuisance  ^all  have  been  found, 
or  declared  by  resolution  of  the  Board  of  Health  to  exist,  and  an 
order  shall  have  been  made  directing  the  owner,  lessee,  tenant,  or 
occupant  of  such  place  or  premises  to  make  suitable  and  necessary 
repairs  or  improvements,  or  to  abate  the  said  nuisance,  such  repairs 
or  improvements  shall  be  made^  and  such  nuisance  shall  be  fuUy 
abated,  within  the  time  specified  m  said  order.    (S.  C,  §  14.) 

§  186.  IrUerfering  txith  or  obstruduig  an  inspector. — No  person 
i^iall  interfere  with  or  obstruct  any  Inspector  or  other  duly  authorized 
representative  oi  the  Department  of  Health  when  making  the  in- 
spections or  examinations  required  by  the  Board  of  Health,  or  when 
executing  ks  ord^v.    (S.  C,  $  12.) 

§  187.  False;  tmlnUhfulf  or  misleadmg  statements. — No  person  shall 
make  any  false,  imtruthf  ul,  or  misleacung  statement  in  any  appUca^ 
tion  for  a  permit  from  the  Board  of  Health.    (S.  C,  §  15.) 

§  188.  Certificate  of  chemist;  presumptive  evidence  of  facts. — ^Every 
certificate  duly  signed  and  acknowledged,  of  a  chemist,  analyst,  or 
other  expert,  employed  by  the  Board  of  Health  of  the  Department 
of  Healtn  of  the  City  of  New  York,  relating  to  any  analysis,  ex- 
amination, or  invesi^tion,  made  oy  such  chemist,  analyst,  or 
expert  in  respect  to  any  matter,  product,  or  thing,  which  the  said 
Boaid  has  authority  to  examii^  or  investigate,  or  may  cause  to  be 
examined  or  investigated,  shall  be  presumptive  evidence  of  the  facts 
therein  set  forth.    (S.  C.,  §  69a;  as  amended.  May  6,  1920.) 

§  180k  Notices  not  to  be  mittUated  or  torn  down, — No  person  shall 
interfere  with  or  obstruct,  mutilate,  or  tear  down,  anjr  notice  of  the 
Department  of  Health  posted  in  or  on  any  premises  in  the  City  of 
New  York.    (S.C.,H37.) 

f  190.  Clinical  thermometers;  sale  reavlated.  No  person  shall 
sell,  offer  for  sale,  deal  in  or  supply  or  nave  in  his  possession  with 
intent  to  sell,  offer  for  sale,  deal  in  or  supply,  any  inaccurate  clinical 
thermometer.  Every  manufacturer  of  clinical  thermometers  shall, 
fe>efore  offering  any  such  clinical  thermometers  for  sale  in  the  City 
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of  New  Yoric,  test  the  same  or  cause  the  same  to  be  tested  in  ao^ 
oordance  with  the  Regulations  oi  the  Board  of  Health.  The  tenn 
"clinical  thennometer'  as  herein  used,  shall  be  taken  to  mean  and 
include  every  thermomet^  int^ided  for  taking  the  temperature  of 
human  bdngs  and  animals.  The  t^m  "standard  clinical  th^ 
mometer''  as  herein  used,  shall  be  taken  to  mean  and  indude  a 
clinical  thermometer  certified  by  the  Department  of  Health  as  cor- 
rect after  having  been  tested  and  compared  with  the  official  dinical 
thermometer  maintained  by  the  Department  of  Health  and  certified 
to  and  corrected  by  the  United  States  Department  of  Commerce 
and  Labor,  Bureau  of  Standards. 

A  clinical  thermometer,  as  herein  defined,  shall  be  deemed  in- 
accurate: 

(1)  If,  wh^i  tested  mih  a  standard  clinical  thermometer,  the 
mercury  fails  to  register  wiUiin  plus  or  minus  two-tenths  (0.2)  of  a 
degree  Fahrenheit,  or  its  equivalent  on  the  centigrade  scale,  of  the 
mercury  in  a  standard  cbnical  thermometer  when  compared  at 
ninety-six  (96),  one  hundred  (100),  one  hundred  and  four  (104) 
and  one  hundred  and  six  (106)  decrees  Fahrenheit,  respectivdy. 
or  their  equivalents  on  the  centigrade  scale,  or  if,  when  so  tested 
a  variance  is  found  to  exist  in  excess  of  three-tenths  (0.3)  of  a  degree 
Fahrenheit,  or  its  equivalent  on  the  centigrade  scale,  between  any  of 
the  points  compared; 

(2)  If  the  mercury  column,  by  reascm  of  its  own  weight,  or  for  any 
reason  other  than  through  uie  application  at  force,  retreats  in  tfcie 
tube  at  any  point  in  the  scale; 

(3)  If  its  scale  fails  to  show  accuratdy,  clearly  and  legibly,  gradu- 
ation lines  and  numbers  from  ninetynsix  (06)  to  one  hundred  and  six 
(106)  degrees  Fahrenheit,  or  their  equivalents  on  the  centigrade  scale; 

(4)  If  the  maker's  name  ot  trade-mark  is  not  clearly  and  legiblv 
^graved  thereon,  or  where  the  trade-mark  appears  thereon,  satik 
trade-mark  has  not  been  filed  with  the  Department  of  Health. 

Tlie  provisions  of  this  secticm  shall  take  eflFect  on  the  let  day  of 
October,  1920. 
As  adopted  by  the  Board  of  Health.  July  29. 1020. 


ARTICLE  U 

MIDWIFERT  AND  CARE  OF  CHTLDRBN 

Sec. '196.  Practice  of  midwifery  regulated. 
'  197.  Board  and  care  of  children  regulated. 

198.  Day  nurseries:  conduct  thereof  regulated. 

199.  Vaccination;  duties  of  parents,  guardians,  and  otiiens. 

200.  Physical  care  of  school  children. 

Sec.  196.  Practice  of  midwifery  regulated, — ^No  person  other  than 
a  duly  licensed  physician  shall  practice  midwifery  in  the  City  <^ 
New  Vork  without  a  permit  therefor  issued  by  the  Board  of  H^lth 
or  otherwise  than  in  accordance  with  the  terms  a(  said  permit  and 
with  the  Regulations  of  said  Boaid.    (S.  C,  §  184.) 

§  197.  Board  and  care  of  ckUdren  regulated. — No  person  (^her  than 
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a  superintendent  of  the  poor,  a  superintendent  of  almshouses,  or  an 
institution  duly  inooi^poratea  for  the  purpose,  shall  receive,  bo£u*d, 
or  keep,  except  under  legal  commitment,  any  nursing  child,  or  any 
child  unda*  the  age  of  twelve  years  who  is  not  a  relative^  pupil>  or 
ward,  or  an  apprentice,  of  such  person,  without  a  permit  therefor 
issued  by  the  Board  of  Health  or  otherwise  than  in  accordance  with 
the  terms  of  said  permit  and  with  the  Kegulations  of  said  Board. 
(S.  C,  §  191.) 

§  198.  T>ay  nurseries;  ctrndwct  thereof  regulated, — ^No  day  nin*sery 
shall  be  conducted  in  the  Ci^  ol  New  York  without  a  permit  there- 
for issued  by  the  Board  of  Health  or  otherwjfse  than  in  accordance 
with  the  terms  of  said  permit  and  with  the  Regulations  of  said 
Board.    (S.C.,§25.) 

§  199.  Vaccimtion;  duHes  of  parents,  auardians,  and  others. — 
Every  perscm,  being  the  parent  or  guardian,  or  having  the  care, 
custody  or  control  of  any  minor,  or  other  individual,  shall  (to  the 
ext^it  of  any  means,  power,  and  authority  of  said  parent,  guardian, 
or  other  person  that  could  properly  be  used  or  exerted  for  such  pur- 
pose cause  such  minor  or  individual  to  be  so  promptly,  frequently, 
and  effectivelv  vaccinated  that  such  minor  or  individual  shall  not 
taJke^r  be  liable  to  take  the  smallpox.    (S.  C,  §  147.) 

§  200.  Physical  care  of  school  cMdren, — ^A  health  certificate  pre- 
pared in  accordance  with  the  Regulations  of  the  Department  of 
Health,  and  si^ed  by  a  duly  licensed  physican  authorized  to  prac- 
tice medicine  m  the  State  of  New  York  shall  be  furnished  by  each 
pupil  at  the  time  of  his  or  her  admission  to  a  public  or  other  free 
school  supported  in  whole  or  in  part  by  funds  obtained  from  direct 
taxation.  ^ 

If  any  such  pupil  shall  not  present  a  health  certificate,  as  required 
herein,  the  principal  or  teacher  in  charge  of  the  school  shall  cause  a 
notice  to  be  promptly  sent  to  the  parent,  guardian,  or  other  person 
having  the  care,  custody,  or  control  of  such  pupil  to  the  effect  that, 
if  the  required  health  certificate  be  not  presented  within  ten  days 
thereafter,  a  physical  examination  of  such  pupil  will  be  made  by  a 
medical  inepector  of  the  D^)artment  of  Health. 

Evevy  principal  or  teacher,  in  charge  of  a  public  or  other  free 
school  supported  in  whole  or  in  part  by  funds  obtained  from  direct 
taxation,  shall  report  to  the  medical  inspector  of  the  Department  of 
Health,  having  jurisdiction  over  the  health  of  the  pupils  in  such 
school  the  names  of  all  pujHls  who  shall  not  have  furnished  such 
health  cc»rtifioate  mthin  ten  days  following  the  date  of  the  sending 
c^  sudi  notice, 

ARTICLE  12 

MISCBLLANE017S  PROVISIONS 

Sec.  211.  Discharge  (^  dense  smoke  prohibited. 

§  212.  Nuisance  caused  by  the  discharge  or  escape  of  cinders, 
dust,  gas,  steam,  or  offensive  or  noisome  odors  prohibited. 
§213.  Spitting  forbidden. 
§  214.  Use  of  common  towels  prohibited. 
i  215.  Noise  from  animals  ana  birds  i»ohilHted. 
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§  216.  Smoking  in  subway  prohibited. 

§217.  Establishment  and  maintenanoe  (^  tents  and  eamps  regu- 
lated. 

§218.  Physicians  required  to  register  in   the  Department  of 
Health. 

§219.  Nurses. 

§220.  Hospitals:  permit  required;  excepticm. 

§  221.  Growth  of  poison  ivy  and  rag  weed  prohibited. 

§  222.  Schools;  permits  required. 

§  223.  Disi)en8aries — communicable  disease;  regulations. 
*  §224.  Punishment  for  violation  of  the  Sanitary  Code. 

§225.  Heating  of  occupied  buildings. 

§226.  Persons  to  protect  nose  and  mouth  when  coughing  or 
sneezing. 

§  227.  Dogs  to  be  controlled  so  as  not  to  commit  nuisances. 

1 228.  NcHsefrom  bells,  gongs,  etc.,  prohibited. 

1 229.  Automobile  and  other  motor  vehicles;  loud  and  explosive 

noises  prohibited. 
§  230.  The  manufacture  and  sale  of  hair  brushes  and  hair  cloth. 

Sec.  211.  Discharge  of  dense  smoke  prohibited. — No  person  shall 
cause,  suffer,  or  allow  dense  smoke  to  be  discharged  from  any  build- 
ing, vessel,  stationary  or  locomotive  engine  or  motor  vehicle,  place 
or  premises  within  l^he  City  of  New  York  or  upon  the  waters  adja- 
cent thereto,  within  the  jurisdiction  of  said  City.  All  persons  par- 
ticipating in  any  violation  of  this  provision,  either  as  proprietors, 
ownei^,  tenants,  managers,  superintendents,  captains,  en^eers, 
firemen  or  motor'vehicle  operators  or  otherwise,  shall  be  severally 
liable  therefor.    (S.  C,  §  181.) 

This  section  should  be  construed  with  the  one  following.    Liability  incurred  if 
smoke  escaping  was  detrimental.    N.  Y.  Health  v.  Ebling,  38  Misc.  537. 
Sustained,  People  v.  N.  Y.  Edison  Co.,  150  App.  Div.  793. 


§  212.  Nuisance  caused  by  the  discharge  or  escajpe  of  cinders,  dust, 
aas,  steam,  or  offensive  or  noisome  odors  prohibUed. — ^The  owEtein, 
lessees,  tenants,  occupants  and  managers  of  every  building,  vessd 
or  place  in  or  upon  which  a  locomotive  or  stationary  en^ne,  furnace 
or  boilers  are  used  shall  cause  all  ashes,  cinders,  n^bish,  c^  and 
refuse  to  be  removed  to  some  proper  place  so  that  the  same  shall  not 
accumulate,  n<H*  shall  any  person  cause,  suffer  or  allow  cinders,  dust. 
gas,  steam,  or  offensive  or  noisome  odors  to  escape  or  be  discharged 
from  any  such  building,  vessd  or  place,  to  the  detriment  or  annoy- 
ance of  any  person  or  persons  not  being  therein  or  thereupon  en" 
gaged.    (S.  C,  §  96.) 

See  People  v.  Horton,  41  Misc.  Rito.  300,  and  oases  collected  in  39  Lawsrers'  Rep. 
Ann.  551.  Also  Dept.  of  Health  v.  Ebling  Brewing  Co.,  78  N.  Y.  Supp.  11;  Dept. 
of  Health  v.  Ebling  Brewing  Co.«  38  Misc.  Eep.  537.  Smoke. — Reasonable  regula- 
tion valid  under  police  power.  City  of  Rochester  v.  Macaulfnr,  199  N.  Y.  207; 
Buffalo  ordinance  sustained.    City  of  Buffalo  v.  Roy  Mfg.  Co..  124  N.  Y.  Supp.  913. 

§213.  Spitting  forbidden. — Spitting  upon  the  sidewalk   of  any 

Sublic  street,  avenue,  park,  public  souare,  or  place  in  the  City  of 
Tew  York,  or  upon  the  floor  of  any  hall  in  any  tenement  house  which 
is  used  in  common  by  the  tenants  thereof,  or  upon  t^e  floor  of  any 
hall  or  office  in  any  hotel  or  lodging  house  whicn  is  used  in  common 
by  the  guests  thereof,  or  upon  the  floor  of  any  theatre,  store,  factoiy. 
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tft  of  any  building  which  ib  uaed  ia  common  by  the  public,  or  upon 
^e  floor  of  any  fienryboat,  railroad  car,  or  other  public  conveyance, 
or  upon  the  floor  of  any  ferryhouse,  depot,  or  station,  or  upon  the 
statkn  i^tform  or  stairs  of  any  elevated  or  subway  railroad  or  other 
common  carrier,  or  upon  the  tracks  or  roadbed,  or  into  the  street 
from  the  cars,  stairs,  or  platforms  of  such  elevated  of  subway  rail- 
roads, is  forbidden.  The  oorpomtions  or  persons  owning  or  having 
the  management  or  control  of  any  such  building,  store,  f  actorv,  feny* 
boat,  railroad  car,  or  other  pubfic  conveyance,  ferryhouse^  depot  or 
station,  or  station  platform  or  stairs  of  anv  such  buildmg,  store, 
factOTy,  ferryboat,  nulroad  car,  or  other  public  conveyance,  ferry- 
house,  depot  or  station,  or  station  platform  or  stairs  of  any  elevated 
CT  subway  railroad  or  other  conmion  carrier,  shall  keep  permanently 
and  cons{»cuously  posted  in  each  oi  said  places  a  sufficient  numb^ 
of  notices  f  orbidmn^  fitting  upon  the  floors  and  calling  attention  to 
the  provisions  of  this  section. 

It  shall  be  the  duty  of  every  owner,  lessee*  or  manager  of  every 
factory,  workroom,  store,  office,  or  place  of  business,  in  which  ten 
or  more  persons  are  employed,  to  provide  i>roper  receptacles  for 
expectoration.  Such  receptacles  are  to  be  provided  in  the  proportion 
id  one  for  everv  two  persons  so  emi^yed,  and  they  are  to  be  cleansed 
and  disinfected  at  least  once  in  every  twenty-four  hours. 

A  copy  of  the  preceding  paragraph  shall  be  kept  posted  in  a  con- 
spicuous place  in  eveiy  such  factory,  workroom,  stoi^e,  office  or 
place  of  business.    (S.  C,  §  178.) 

As  amended  by  the  Board  of  Health,  October  15,  1918. 

$214.  Use  of  common  iowela  prokibUed, — No  person,  firm,  or 
corporation  having  the  management  and  con1^x>l  of  any  factory,  de- 
partment store  or  other  business  establishment,  school,  hotel,  theatre, 
concert  hall,  restaurant,  caf^  or  beer,  wine,  or  liquor  saloon,  railroaa 
station,'  railroad  car,  ferry  house,  ferry  boat,  public  lavatory,  pd^c 
wBsh  room,  public  comfort  station,  or  any  other  pubUc  place,  slujl 
maintain  therein  or  thereat  any  towd  or  towds  for  use  in  com- 
mon. 

The  term  ''for  use  in  common''  as  employed  herein  shall  be  con- 
strued to  mean,  for  the  use  of  or  intended  to  be  used  by,  more  than 
onejperson. 

The  term  "corporation"  as  used  herein  shall  be  construed  to 
mean  and  include  a  municipal  corporation.    (S.  C.^  §  190.) 

As  amended  by  the  Board  of  Heal^,  June  30, 1915; 

§  215.  Noise  from  animals  and  birds  prohibited. — No  person  own- 
ing, occupying,  or  having  charge  of  any  building  or  premises,  shaJl 
keep  or  allow  thereon  or  therein  any  animal  or  bird,  which  shall  by 
noise  disturb  the  quiet  or  repose  of  any  person  therein  or  in  the  "vicin- 
ity, to  the  detriment  of  the  life  or  health  of  such  person.  (8.  C, 
5180.) 

§  2K^  Smokit^  in  subivay  prMbited, — Smoking  or  carrying  any 
lifted  cigar,  cigarette,  or  pipe^  in  or  on  any  stairway,  platform, 
station,  or  car,  of  any  railway  running  imderneath  the  ground  surw 
face,  is  hereby  prohibited.    (8.  C,  §  187,) 

1 217.  EstabUehment  and  mamtenance  of  tents  and  camps  regw- 
iaM.-^No  tent  sbaU  be  raised  or  erected  or  any  camp  established, 
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in  the  City  of  New  York,  to  be  used  or  occupied  by  any  persons  as  a 
place  for  living  or  sleeping,  nor  shall  any  such  t^t  or  camp  be  ao 
used  or  occupied  without  a  permit  therefor  issued  by  the  Board  of 
Health  or  otherwise  than  in  accordance  with  the  terms  of  said  permit 
and  with  the  Regulations  of  said  Board.    (S.  C,  §  186.) 

§  218.  Physicians  required  to  register  in  the  Department  <jf  Health. — 
Every  physician  practising  in  the^  City  of  New  York  shall  register 
his  or  her  name  and  address,  and  ev^  change  of  address  in  the  office 
6i  the  Bureau  of  Records  of  the  Department  of  Health.  (S.  C, 
§160.) 

§  219.  Nurses. — ^No  person  other  than  one  who  shall  have  received 
from  the  re^nts  of  the  University  of  the  State  of  New  Y^k  a  cer- 
tificate of  his  or  her  qualifications  to  practice  as  a  registered  nurse 
shall  assume  the  title,  Registered  Nurse,  or  use  the  abbreviation, 
R.  N.,  or  any  other  letters,  or  words  or  figures,  to  indkate  that  such 
person  is  a  registered  nurse. 

No  person  other  than  one  who  shall  have  graduated  after  a  course 
of  training  of  not  less  than  two  years'  duration,  from  a  hospital 
training  school  for  nurses,  shall  practice  as  or  hold  himself  or  hco'self 
out  to  be,  or  be  by  anyone  held  out  or  represented  to  be  a  trained, 
graduate  or  certified  nurse,  or  use  any  letters,  words,  figures  or  de* 
vice  to  indicate  that  such  person  is  a  trained,  graduate  or  oertffied 
nurse.  , 

As  amended  by  the  Board  of  Health,  March  30,  1915. 

§  220.  Hospitals;  permit  remdred;  exception.— ^o  person,  persons, 
or  corporation,  other  than  those  specially  authorized  by  law,  shall 
conduct  or  maintain  any  pubhc  or  private  hospital  or  mstitution 
wherein  human  beings  may  be  treated  or  cared  f (xr  by  a  physician  or 
midwife,  and  no  person,  persons,  or  corporation,  other  than  those 
specifically  authorized  by  law,  shall  conduct  a  lyin^in  ho^tal,  home 
or  pdace  for  the  care  of  pregnant  women  or  advertise,  ofiFer,  or  und^^ 
take  to  receive  or  care  for  them  at  such  place,  or  at  ys  or  her  home, 
without  a  permit  therefor  issued  by  the  Board  of  Health  or  otherwise 
than  in  accordance  with  the  terms  of  said  permit  and  with  the 
Regulations  of  said  Board. 

As  amended  by  the  Board  of  Health,  March  24,  1921. 

§  221.  Growth  of  poison  icy  and.  rag  weed  prohibited. — ^No  person 
owning,  occupying,  or  having  charge  of  any  lot  or  premises  m  the 
City  of  New  York  shall  cause,  suffer,  or  allow  poison  ivy,  rag  weed, 
or  other  poisonous  weed  to  grow  therein  or  thereon  in  such  manner 
Uiat  any  part  of  such  ivy,  rag  weed,  or  other  poisonous  weed  shall 
extend  upon,  overhang,  or  border  upon  any  pubhc  place,  or  allow 
the  seed,  pollen,  or  other  poisonous  particles  or  emanations  there- 
from to  be  carried  through  tne  air  into  any  public  place. 

As  adopted  by  the  Board  of  Health,  June  30,  1915. 

§222.  Schools;  permits  reguired. — No  school  for  chUdren,  Other 
than  those  under  the  jurisdiction  of  the  Department  of  Ed^ipition 
of  the  City  of  New  York,  shall  be  estabhshed  or  maintained  m  the 
City  of  New  York  without  a  permit  therefor,  issued  by  the  Board,  of 
Health,  or  otherwise  than  in  accordance  with  the  terms  of  said  per- 
mit and  the  Regulations  of  said  Board.  For  the  purpooea  ol  ikus 
Section,  the  term  ''children"  shall  be  taken  to  mean  and  indude  ad 
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humaoi  foemgs  under  sixteen  (16)  years  of  age.  (The  provisions  of 
this  Section  shall  take  effect  September  1,  1916.)  (New.  Passed 
Dec.  21, 1915.) 

§  223.  Diapenaaries — annmimicable  diaeaae;  regulations. — ^No  pub- 
lic dispensary  where  communicable  diseases  are  treated  or  diagnosed 
shall  be  conducted  or  maintained  otherwise  than  in  accordance  with 
the  Regulations  of  the  Board  of  Health. 

As  adopted  by  the  Board  of  Health,  June  28, 1917. 

Nevr. 

§  224.  Punishment  for  vidation  of  the  Sanitary  Code, — ^Any  viola- 
tion of  the  Sanit£uy  Code  of  the  Board  of  Health  of  the  Department 
of  Health  of  the  City  of  New  York  shall  be  punished  in  the  manner 
prescribed  by  sections  1740  and  1937  of  the  Penal  Law  of  the  State 
of  New  York,  and  Sections  1172,  1222  and  1262  of  the  Greater  New 
Yoric  Charter. 

As  adopted  by  the  Board  of  Health,  May  21,  1918. 

§  225.  Heatina  of  occupied  buildings. — It  shall  be  the  duty  of 
every  person  who  shall  have  contracted  or  undertaken,  or  shall  be 
bound,  to  heat,  or  to  furnish  heat  for  any  building  or  portion  thereof, 
oocuptied  as  a  home  or  place  of  residence  of  one  or  more  persons,  or  as 
a  business  establishment  where  one  or  more  persons  are  employed,  to 
heat,  or  to  f umii^  heat  for  every  occupied  room  in  such  builcung.  or 
portion  thereof,  so  that  a  minimimi  temperature  of  sixty-eight  (^) 
degrees  Fahrenheit  may  be  maintained  therein  at  all  such  tiznes. 
Provided,  however  the  provisions  of  this  section  shall  not  apply  to 
buildings,  or  portions  thereof,  used  and  occupied  for  trades,  busi- 
nesses, or  occupaticms  where  nigh  or  k>w  temperatures  are  essential 
and  unavoidable. 

For  the  purpose  of  this  section,  wherever  a  building  is  heated  by 
means  of  a  furnace,  boiler,  or  other  apjparatus  imder  the  control  of 
the  owner,  agent,  or  lessee  of  such  building,  such  owner,  agent,  or 
lessee,  in  the  absence  of  a  contract  or  aja^reement  to  the  contrary, 
sltall  be  deemed  to  have  contracted,  undertaken  or  bound  himsdi 
or  hers^  to  furnish  heat  in  accordance  with  the  provisions  of  this 
section. 

The  term  ''at  all  such  times''  as  used  in  this  section,  unless  other- 
wise provided  by  a  contract  or  agreement,  shall  include  the  time 
between  the  hours  of  6  A.  M.  and  10  P.  M.  in  a  building,  or  portion 
thereof,  occupied  as  a  home  or  place  of  residence^  and  dunng  the 
usual  working  hours  established  and  maintained  m  a  building,  or 
poitbn  tJiereof ,  occupied  as  a  business  establishment,  of  each  day 
whemver  tiie  outer  or  street  temperature  shall  fall  below  fifty  (50) 
dcgees  Fahiynheit. 

The  term  ''contract''  as  used  in  this  section  shall  be  taken  to  . 
mean  and  include  a  written  or  verbal  contract. 

Am  atBetid«d  by  thfr  Boaid  of  Health,  Deoeoiber  11, 1919. 

§  226.  Persons  to  protect  nose  and  rrumth  when  coughing  or  sneedng. 
— ^In  order  to  prevent  the  conveyance  of  infective  material  to  otiiers, 
all  persons  shall,  when  couj^iing  or  sneesing,  properly  cover  the  nose 
ana  mouth  with  an  himdkerchief  or  other  protective  substance. 

§  227.  Dogs  to  be  controlled  so  as  not  to  commit  nuisances. — ^No  per- 
son having  the  right  Had  i^ty  to  prevent  shall,  knowingly,  or  cax^ 
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• 

lessly  or  negligently,  permit  any  dog  or  other  animal  to  commit  anj 
niiisance  upon  an^  sidewalk  of  any  public  street,  av^iue,  park,  pufc^o 
square,  or  place  m  the  City  of  New  York;  or  upon  the  floor  oi  any 
hall  of  any  tenement  house  which  is  used  in  common  by  the  tenants 
thereof;  or  upon  the  fences  of  any  premises,  or  the  walls  or  stairwaya 
of  any  building,  abutting  on  a  public  street,  avenue,  paric,  pubue 
square,  or  place;  or  upon  the  floor  of  any  theatre,  store,  factory,  or 
any  building  which  is  used  in  common  by  the  public,  including  all 
public  rooms  or  places  therewith  connected;  or  upon  the  floor  of 
any  ferry  house^  depot,  or  station;  or  upon  the  station  platform  or 
stairs  of  any  railroad  or  other  conanon  carri^;  or  upon  the  roof  {£ 
any  tenement  house  used  in  common  by  the  tenants  thaieof;  or 
upon  the  floor  of  any  hall,  stairway,  or  office  of  any  hotel  or  lodging 
house  which  is  used  in  common  by  the  guests  thereof;  nor  shall  any 
such  person  omit  to  do  any  reasonable  and  proper  act,  or  take  any 
reasonable  and  proper  precaution,  to  prevent  any  such  dog  or  other 
animal  from  committing  such  a  nuisance  in,  on,  or  upon,  any  of  the 
places  cr  premises  herein  specified. 

As  adopted  by  the  Board  of  Health,  November  4,  1918. 

J  228.  Noise  from  beUSf  gongs,  etc.,  prohibited, — ^No  peismi  shall 
cause,  suffer  or  allow  to  be  attached  to,  or  maintainea  in  or  upon 
any  building  or  premises  any  bell  or  gong,  which  shall  by  noise  dis- 
iurb  the  quiet  or  repose  of  persons  in  the  vicinity  thuereai,  to  the 
detriment  of  the  repose  or  health  of  such  persons.  All  persons  par- 
ticipating in  the  violation  of  this  provision,  either  as  pTGprietors, 
owners,  tejiants,  managers  or  superintend^it  of  such  ouuding  or 
premises,  or  licensees  or  Uc^isors  of  such  electric  beU  or  gong,  or 
otherwise,  shall  be  liable  therefor. 

As  adopted  by  the  Board  of  Health,  August  20,  1919. 

§229.  Avtomobile  and  other  motor  vehicles;  lotid  and  expUmce 
noises  prohibited. — ^Every  automobile  or  other  v^icle  equippea  with 
a  gasoline  or  other  internal  combustion  engine  in  which  gas  is  gener- 
ated or  used  for  the  purpose  of  propulsion,  rfiall  be  oonstructod  m> 
that  the  exhaust  from  such  engine  is  made  to  disdiarge  into  a  muffler 
or  other  device  which  will  prevent  loud  or  explosive  noises;  and  no 
person  having  the  management  and  control  of  any  such  antomobile 
or  vehicle,  or  operating  the  engine  thereof .  shall  cause,  permit>  suffer 
or  allow  tfie  exhaust  from  such  engine  to  discharge  into  the  open  air, 
or  otherwise  than  into  a  muffler  or  other  device  which  would  pre- 
vent loud  or  explosive  noises. 

No  person  having  the  management  and  control  of  any  such  auto* 
mobile  or  vehicle,  or  operating  the  engine  thereof,  shall  use  a  horn  or 
other  device  for  signalling  except  in  a  reasonable  manner  as  a  danger 
warning,  nor  shalTany  such  person  produce  or  cause,  suffer  or  allow 
to  be  produced  by  means  of  such  horn  or  other  signa^iig  device,  a 
sound  which  shall  be  unnecessarily  loud  or  harsh  or  whidi  shall  oon- 
tanue  for  an  unnecessary  and  unreasonable  period  of  time. 

As  amended  by  the  Board  of  Health*  July  25, 1921. 

§  230.  The  manufacture  and  sale  of  hair  brushes  and  hair  cto<ik.-^No 

Eerson  shall  use  in  the  manufacture  of  brudbes  or  doth,  any  fti^imal 
air  which  has  not  been  sterihsed  by  a  inoeess  presmbed  or  i^ 
proved  by  the  Board  of  Health;  nor  shsdl  any  person  brine  into 
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or  offer  for  sale,  sell,  or  deliver  in  the  City  of  New  York,  any  bmsh, 
or  cloth  eontaining  animal  hair  unless  the  same  shall  have  been  so 
sterilized. 

It  shall  be  the  duty  of  the  manufacturer  ol  shaving  brushes,  tooth 
brushes,  hair  brushes,  nail  brushes,  or  other  toilet  brushes  intended 
for  human  use,  to  cause  his  name  or  trade-mark,  the  place  of  manu- 
facture;^  and  the  word  STERILIZED  to  be  permanently,  clearly 
and  legibly  painted  or  branded  upon  every  such  brush  before  offering 
for  sale,  selling,  or  delivering  the  same  in  the  City  of  New  York. 
Provided,  however,  the  word  STERILIZED  shall  not  be  painted 
or  branded  upon  any  such  brush  unless  the  animal  hair  usea  in  the 
manufacture  thereof  shall  have  been  sterilized  by  a  process  prescribed 
or  approved  by  the  Board  of  Health. 

No  person  shall  sell,  offer  for  sale,  or  deliver,  or  have  in  his  pos- 
session with  intent  to  sell,  (Mer  for  sale,  or  deliver  in  the  City  of 
New  York,  any  shaving  brui^,  tooth  brush,  hair  brush,  nail  brush, 
or  other  toilet  brush  mtended  for  human  use,  containing  animal 
hair,  unless  the  name  or  trade-mark  of  the  manufacturer,  place  of 
manufacture,  and  the  word  STERILIZED  is  permanently,  clearly 
and  legibly  painted  or  branded  thereon. 

The  provisions  of  this  section  shall  take  effect  the  1st  day  of  July, 
1920,  but  shall  not  apply  to  brushes  in  stock  on  the  16th  day  of 
June,  1920,  in  the  hands  of  dealers  which  have  not  been  labeled  or 
branded  as  hereinbefore  required. 

As  adopted  by  the  Board  of  Health,  June  10,  1920. 


ARTICLE  13 

OFFENSIVE  MATERIALS 

Sec.  231.  offensive  water  or  other  liquid  or  silbstance;  not  per- 
mitted on  premises  or  grounds. 

§  232.  Offensive  matter  or  substances;  accumulations  thereof  not 
to  be  disturbed  in  certain  periods  of  year;  permit  required. 

§  233.  Stinking,  noxious  liquids;  not  to  fall  into  or  upon  any 
public  place. 

§  234.  Blood,  butcher's  offal  or  garbage,  dead  animals,  and  putrid 
or  stinking  animal  or  vegetable  matter;  disposal  re- 
stricted. 

§  235.  Contents  of  vaults,  privies,  cisterns,  cesspools,  and  sinks; 
creation  of  nuisances  prohibited. 

§  236.  Disinfection  and  removal  of  contents  of  sinks,  privies, 
vaults,  and  all  other  noxious  substances. 

§  237.  Vaults,  sinks,  privies,  and  cesspools;  use  thereof  limited. 

I  238.  Transportation  of  garbage  on  boats  and  scows  to  Barren 
Island  reflated. 

I  239.  Transportation  of  offal  and  butcher's  refuse  regulated. 

I  240.  TVansix>rtation  of  manure,  swill,  ashes,  garbage,  and  offal 
regulated. 

§  241.  Collection  and  transportation  of  bones,  refuse,  and  offen- 
sive materials  regulated. 
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.  §^242.  Accumula^ns  c^  manuie,  ofifaJl,  garbage^  and  otluer  <^- 
feivsiye  and  nauseous  substances^;  retention  and  disposal 
regulated. 

§  243.  Removal  of  dead  or  diseased  animals  and  filthy,  offeiudve, 
and  noxious  substances  regulated. 

§  244.  Carts,  vehicles,  and  implements  to  be  kept  in  an  inoffen- 
sive and  sanitary  condition;  use  of  same  regulated. 

§  ^5.  Ship&  boats,  and  other  vessels;  not  allowed  at  dock  or  pier 
imless  permitted. 

I  246.  The  use  of  docks,  piers,  and  bulkheads  regulated. 

§  247.  Refuse  from  oyster4iouses,  oysternsaloons,  and  other 
premises;  method  of  diH><>sal  of  r^use  regulated;  nui- 
sances prohibited. 

§  24i8.  Ashes,  garbage,  and  liquid  sub^^nces;  separate  receptacles 
to  be  povided :  duties  of  owners^  lessee^,  and  agents; 
rEunoval;  special  provisions  apphcable  to  Borougb  of 
Richmond. 

§  249.  Receptacles  for  ashes,  garbage,  and  liquid  substances-  not 
to  oe  interfered  with  or  cont^ats  disturbed. 

§  250.  Ashes,  garbage,  and  rubbish;  method  of  removal  regulated. 

§  251.  Vacant  lots;  accumulation  of  water  thereon  prohibited; 
fence  to  be  provided,  if  sunken;  throwing  and  depositing 
offensive  material  into  such  lots  prohibited. 

§  252.  Filling  in  land;  offensive  and  unwholesome  materials  not 
to  be  used;  the  use  of  street  sweepings  for  filling  in  pur- 
poses forbidden. 

§  253.  Lime,  ashes,  coal,  dry  sand,  hair,  feathers,  hke  substances, 
and  other  materials  not  to  be  sieved,  agitated,  or  ex- 
posed. 

Sec.  231.  Offensive  vxUer  or  other  liquid  or  svbstance;  not  penmUed 
on  premises  or  qrounds. — No  person  or  corporation  shall  permit  or 
have  any  offensive  water  or  other  Uquid  or  substance  can  his,  her,  or 
it8,  premises  or  grounds  to  the  prejudice  of  life  or  h^th,  whether 
for  use  in  any  trade  or  otherwise.    (S.  C,  §  88.) 

§232^  Offensive  matter  or  substances;  accuimdations  thereof  not  to 
be  disturbed  in  certain  periods  of  year;  permit  required, — ^No  ground 
or  material  filled  with  or  containmg  offensive  matter  or  substance, 
;0r  that  will  emit  or  allow  to  rise  thnnigh  or  from  the  same  any 
offensive  smell  or  deleterious  e;dialatiQn,  enall  (adjacent  to  or  within 
the  built-up  portion  of  the  City  of  New  York)  be  opened  or  turned 
up,  nor  shall  the  surface  thereof  be  removed,  between  the  first  day  of 
May  and  the  first  day  of  October  of  any  year,  without  a  permit 
therefor  issued  by  the  Board  of  Health  or  otherwise  than  in  accord- 
ance with  the  terms  of  said  permit  and  with  the  Regulations  of  said 
Board.     (S.  C,  §99.) 

§  233.  Stinking,  noxious  liquids;  not  to  fall  into  or  upon  any  pMic 
place. — No  swill,  brine,  urine  of  animals,  or  other  offensive  animal 
matter,  or.xmv  stinking  or  noxujms  hquid,  or  oth^  filthy  matter  of 
any  kind,  shall  by  any  person  be  allowed  to  run  or  fall  into  or  upon 
any  street  or  pumic  place,  or  be  taken  or  put  therein.    (S.  C,  §  102.) 

}  234.  Bloodf  l^uicher's  affal  or  garbage,  dead  animals,  and  mMd 
or  stinking  animal  or  vegetable  matter;  dispose^  restricted. — No  blood. 


butcher's  <MaX  or  garbage,  or  any  dead  aniinal^  or  any  putrid  or 
stinking  animal  or  vegetable  matter,  shall  be  thrown  by  any  person 
or  allowed  to  fp  into  any  street,  place,  sewer,  or  receiving  basin,  any 
river  or-standme  or  running  water  or  excavation,  or  any  ground  or 
premises  in  the  built-up  portions  of  the  City.    (S,  C,  §  103.) 

§235.  Contents  of  vatutSf  prwies,  cistemSf  cesspools,  and  sinks; 
creation  of  nuisances  prohibited. — ^No  person  shall  depcNsit,  or  allow, 
to  run  or  go  into  or  remain  in  any  street  or  other  public  ph^  in  the 
City  of  New  York,  or  d^)08it,  or  allow  to  run  or  go  (except  through 
the  proi)er  underground  sewers)  into  any  river  or  other  body  of 
water  within  the  territorial  limits  of  the  said  City,  the  contents  (or 
9ny  part  thereof)  of  any  vault,  privy^  cdstem,  ces^)ool,  or  sink;  nor 
shall  any  owner,  tenant,  or  occupant,  of  any  boildmg  to  which  an^ 
vault,  smk,  privy,  or  ces^ool  shall  pertain  or  be  attached,  peormit 
the  contents,  or  any  part  thereof,  to  now  th^ref rcun  or  to  rise  within 
two  feet  of  any  part  of  the  top  thereof,  or  said  contents. to  become 
offensive;  nor  shaU  any  vault^  privy,  cistern,  cesq)ool,  or  sink  foe 
filled  or  covered  with  dirt  until  it  shall  have  been  emptied  of  its  filthy 
contents.    (S.  C,  §  104.) 

S  236.  DimrfecUon  and  remoualdf  contents  of  sinks,  privies,  vauUs, 
and  afl  other  noxious  siAskmces.-^mi  imtrid  or  offensive  matter,  ^ 
night  soil,  the  content  pf  all  ^inks,  privies,  yault$,  and  cesq)ools, 
aiMl  all  noxious  substances,  shaH.  before  their  removal  or  exposure, 
be  disinfected  and  rendered  inofifensive  by  the  owner,  lessee^  ox  oo^ 
cupant  of  the  premises  where  the  same  may  be.  or  by  the  person  or 
contractcH*  who  removes  or  is  about  to  renK)ve  tne  same:  and  no  part 
of  the  contents  of  any  vault^  privy,  siiiik,  or  oes^x>ol  shaU  be  remoy«Ki 
without  a  pennit  therefor  issued  by  the  Boara  of  Health  or  oth^ 
wise  than  m  accordance  with  the  terms  of  said  permit  and  with  the 
Emulations  of  said  Board.    (S.  C,  f  122.) 

f  237.  VavUs,  sinks,  privies,  and  cesspools;  use  thereof  limited* — ^No 
person  shall  throw  or  deposit  into  any  vault,  sink,  privy,  or  cesspool^ 
any  offal,  ashes,  meat,  fish^  garbag)e,  or  other  substance.except  that 
of  which  any  such  place  is  tl3K^api»x^riate  rec^tade.    (S.  C.^  §  105.) 

f  238.  Transportation  ofgoHxtge  on  boats  and  scows  to  Barren  Island 
regylatedi — No  boat*  scow,  or  other  receptacle,  used  in  tmnsporting 
garbage  to  Barren  Island  or  the  place  of  disposal  shall  be  pennitted 
to  remain  moored  or  be  at  any  dock,  wharf,  or  place,  within  the  limits 
of  ihe  City  of  New  York,  for  a  lonf^  period  than  twenty-four  hours 
from  the  time  when  garbage  is  nrst  delivered  pr  placed  thereon. 
Garbage  shall  be  received  on  and  transported  in  such  boat,  scow,  or 
oth^  receptacle  in  a  manner  a^roved  by  the  Board  of  Health  and 
not  otherwise.     (S.  C,  §  123.)  . 

§^9.  Transportation  if  offal  omd  butcher's  refuse  regidated. — No 
oShX/or  butcher's  refuse. or  garbage  shaU  be  conveyed  through  any 
street  or  avenue  or  over  any  ferry  in  .the, City  of  New  York  without 
a  permit  therefor  issued  by  the  Board  of  Health  or  otherwise  th^ni 
in  aeeordanoe  with  the  terms  d  said  permit  and  with  the  Regulations 
oi  said  Board* 

No  otkl  or  butcher's  refuse  shall  be  brought  into  the  City  of 
-NewYcMk.     (S.C.,  §87.) 

S<^.  Transportation  of  manure,  auriU,  ashes,  garbage,  and  off al 
re0thted*^^Q  p^mm  shall  oogage  in  the  foulness  <^  tranfiportuig 
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Q!i^ure^  swill,  ajsilies,  garbage,  offal,  or  any  <^e&siye  or  iK>xiouB  sub- 
stance, or  drive  any  cart  for  stich  purpose,  in  ^le  City  of  New  York, 
without  a  permit  therefor  issued  by  the  Board  of  Health  or  otherwise 
than  in  accordance  with  the  terms  of  said  permit  cmd  with  the  RegiK 
lations  of  said  Board.    (S.  C,  §  119.) 

{241.  CoUedtUm  and  transp&rtoHon  of  haneSf  rtfuse,  cmd  effennive 
matericda  regulated, — No  person  shaQ  gather,  collect,  accumulate, 
store,  expose,  carry,  or  transport  in  any  mamier  through  any  street 
or  public  place,  or  into  any  buUdin^  or  cellar^  in  the  City  (rf  New 
York,  any  bones,  refuse,  or  offensive  material  without  a  permit 
therefor  issued  by  the  Board  of  Health  or  otherwise  than  in  aooord- 
ande  ynth  the  teims  of  said  p^mit  and  with  the  Regulations  of  said 
Board.    (S.  C,  §  101.) 

§242.  Accumidations  of  manuref  offal,  ^rbaqe,  and  other  offensive 
and  nauseotis  substances^  retention  and  disposd  regukiied. — ^No  fnle, 
dmxisit,  or  accumulation  of  manure,  offal,  dirt,  or  garbage,  or  any 
onenmve  or  nauseous  substance,  shall  be  made  within  the  built^p 
portions  of  the  City  of  New  York,  or  on  ot  upon  the  piers,  dodss,  or 
bulkheads  adjacent  thereto,  or  on  or  upon  any  vessel,  boat,  or  scow, 
lying  at  such  pier,  wharf,  or  bulkhead:  hkx  shall  such  inte,  deposit, 
or  accumulation  be  made  anywhere  in  said  Citv  within  tb^  hundred 
feet  of  any  diurch  ot  place  of  wondiip,  or  inhaoited  dwelling,  without 
a  permit  therefor  issued  by  the  Board  of  Health  or  otherwise  than 
in  accordance  with  the  t^ms  (A  said  permit  and  with  the  Regula- 
tions of  said  Board;  and  no  person  shafi  contribute  to  the  making  €A 
any  such  pile,  d^)Osit,  or  accumulation  without  such  a  permit  or 
otherwise  than  in  accordance  with  the  terms  of  such  paimt  and  the 
Regulations  of  said  Board;  nor  shall  any  car  loaded  with  or  having 
in  or  on  it  any  such  substance  or  substances  be  allowed  to  remain  or 
stand  on  any  railroad  track,  street,  or  hi^iway,  within  three  hun- 
dred feet  of  any  inhabited  dwelling,  or  elsewhere  in  said  City,  nor 
^aU  any  vessel,  boat,  scow,  or  float,  loaded  with  any  such  substanee 
or  substances  be  allowed  to  r^nain  at  any  pier,  dock,  or  bulkhead  in 
said  City,  without  a  permit  ther^or  issued  by  the  Board  of  Health 
*or  otherwiseHhan  in  accordance  wi^  the  terms  of  said  permit  and 
with  the  Regulations  of  said  Board;  and  no  manure,  garbage,  or 
other  material  that  is  liable  to  emit  an  offensive  exhalation  idiaU,  in 
Gt  adjacent  to  the  built-up  pcMrtions  of  the  City  of  New  York,  be 
turned  or  stirred,  except  in  its  removal,  in  such  a  way  as  to  increase 
such  exhalations  by  reason  th^*eof;  nor  Shall  any  straw,  hay,  or 
other  substance,  which  has  been  used  as  bedding  i<xt  aninuds,  be 
placed  or  dried  upon  any  street  or  sidewalk,  or  rodf  of  any  buikubng; 
nor  shall  any  such  straw,  hay,  or  other  substance,  or  the  oonteats 
of  any  matlifess  or  bed,  be  d^x)sited  or  burnt  wit^iout  a  permit  tibere- 
for  issued  by  the  Board  of  Health  or  otherwise  than  in  aocordaaoe 
with  the  terms  of  said  permit  and  with  t^  ReguktiJcms  of  said 
Board.    (S.  C.,§111.) 

§  243.  Remoicd  of  dead  &r  diseased  animals  and  fMy,  offeruMe^ 
and  noxiove  substances  regidated, — It  shall  be  the  du^  of  evety 
person  Qm  agents  and  emjJoyees)  who  has  contracted  or  under- 
taken to  remove  any  diseased  or  dead  animal,  offal,  rubbish,  gM^ 
ba^,  dirt,  street-sweepings,  night  soil,  or  oiher  filMir,  offensive,  c» 
noadous  awbstanoe,  or  is  engaged  in  my  mot  temow,  or  in  kMuteg 
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OX  tmkading  anv  mA  aubetance,  to  do  the  Bome  with  dispatch,  and, 
in  every  particuUr,  at  aa  cleanly  and  inofFensive  a  manner,  ana  with 
as  little  danger  and  p^iudice  to  life  and  health,  as  possibte,  and  no 
matter  or  material  shall  lie  piled  up,  or  partially  raked  together,  in 
any  street  or  place,  before  the  remoral  thereof,  more  than  a  reason- 
alue  time,  or  tor  more  than  four  hours,  under  any  circumstances,  in 
the  daytime.     (S.  C,  $  114.) 

S244.  Carts,  tiehide»,  and  xmplemenlt 
and  ganitary  condition;  use  of  game  reguU 
da  used  for  carrying  or  containing  a 
o&l,  or  rubbish,  or  other  nauseous  or 
contents  of  any  privy,  vault,  cesspool,  < 
sity  therefor,  be  allowed  to  stand  or  rem 
ing,  dace  otbuaineas,  or  Other  premises 
nor  shall  the  loftdiiw  or  unloading  of  an, 
conveying  thereof  through  any  street, 
so  unreasonable  period  of  time.  Sucn 
plements  used  in  connection  therewith 
»ve  and  sanitary  condition,  and,  whei 
and  kept  in  some  place  where  no  neiedl 
any  of  the  people  of  the  City  of  New  Yi 

1 245.  Skips,  bonis,  and  other  vessels! 
mleai  vaviitted. — No  ship,  boal^  or  otJ 
aflowea  by  any  person  to  oome  mto,  or 
pier,  bulkheaa,  or  rfip,  for  the  purpose 
of  any  oCfal,  garbage,  rubbish,  blood,  or  i 
mHtt«r,  dirt,  or  d^d  animals,  or  for  tl 
the  removil  of  any  of  tie  foregoing  si 
therefor  issued  by  the  Board  of  Health 
ftnoe  with  the  terms  of  said  permit  and 
Board    {8.  C,  %  US.)  i 

{  246.  The  use  0}  docks,  piers,  and  hdk, 
shall  obetxuet,  delay,  or  mterfere  with  *'■ 
the  purposes  for  wnich  they  may  be  _ 
den^ed^  of  any  dock,  pier,  or  buUchead 
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„  it  soil,  or  other  uke  Bubataaces,  < 
of  such  oontractfi.     (8.  C,  S  113.) 

§  247.  Rdtise  jrotn  oj/BUr-itouaes,  oysUr-galoons,  and  other  premises; 
m^hod  of  disposal  c^  refuse  reffviated;  nuisances  prokUnled. — Every 
proprietor,  lessee,  tenant,  and  occupant  of  any  oyster-house,  oystei^ 
eaiooa,  or  other  praniaes  where  any  oysters,  clams,  lobsters,  or  shell 
or  otha  fish  are  consumed,  used,  or  sold,  or  where  any  of  the  refuse 
matter,  offal,  or  shells  thereof  accumulate  shall  daily  cause  all  such 
al^Us,  cSal,  and  refuse  matter  to  be  removed  theo^rom  to  some 
ixoper  place,  and  shall  keep  such  house,  ssjoon,  or  premises  at  all 
times  free  from  any  offensive  smells  or  accumulations.    (S.  C,  J  112.) 

§  248.  Ashes,  garbage,  and  liquid  substance^;  separate  receptaclee  to 
be  provided,  duii^  of  ovmers,  lessees,  and  agents;  removal;  special  provi- 
Mons  appUct^le  to  Bontugh  <^  Richmond. — It  shall  be  the  duty  of 
every  owner,  t«nantj  lessee,  occupant,  or  person  in  charge  of  any 
1  every  buitding  m  the  built-up  and  g         "  "  """  "'  ""  "' 
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ashes,  garbage,  rubbish,  or  refuse,  to  provide  or  cause  to  be  provided^ 
forthwith,  and  at  all  times  thereafter  to  keep  and  provide  or  cause 
to  be  kept  and  provided,  within  and  for  the  exclusive  use  of  such 
building,  or  the  part  thereof  to  which  reference  is  hereinafter  made, 
separate  receptacles,  made  of  metal,  for  holding,  respectively,  with- 
out leakage,  all  ashes,  garbage,  and  liquid  waste  substances,  that 
may  accumulate,  during  sixty  consecutive  hours,  in  or  through  the 
use  of  such  builaing,  or  the  part  thereof  of  which  such  person  may 
be  the  owner,  tenant,  lessee,  occupant,  or  in  charge. 

And  it  shall  be  the  duty  of  every  owner,  tenant,  lessee,  occupant 
or  person  in  charge  of  any  such  building  to  cause  to  be  separated 
and  put  into  their  respective  receptacles  all  such  materials  and  mA>- 
stances;  but  no  such  receptacle  shall  be  filled  to  a  great  height  than 
a  line  within  such  receptacle  four  inches  from  the  top  thereof,  nor 
shall  any  such  receptacle,  when  so  filled,  contain  more  than  two 
cubic  feet  of  material,  nor  weigh  more  than  one  hundred  pounds; 
and  every  such  receptacle  shall  be  kept,  at  all  times,  in  a  conditicMi 
satisfactory  to  the  Street  Gleaning  Department  or  the  Department 
of  Health. 

And  all  such  receptacles  shall  be  kept  within  the  building,  or  in 
the  rear  premises  therewith  connected,  imtil  the  time  for  the  removal 
of  such  ashes,  garbage,. or  Uquid  waste  substances,  when  such  re- 
ceptacles shall  be  placed  in  tne  area,  or  within  the  fence  or  other 
enclosure,  in  front  of  such  building,  or,  tf  there  be  no  area,  or  fence 
or  other  enclosure,  such  receptades  shall  be  placed  on  the  sidewalk 
close  to  such  building;  all  such  receptacles  shall  remain  so  placed 
until  the  contents  thereof  shall  have  been  removed  by  the  Street 
Cleaning  Department,  immediately  after  which,  such  receptacles 
shall  be  returned  to  such  building,  or  to  the  rear  premises  therewith 
connected;  and  every  receptacle  containing  garbage  or  liquid  waste 
substance,  when  outride  of  such  building  shall  be  kept,  at  all  times, 
covered  with  a  tight  fitting  cover. 

And  newspapers,  wrappmg-paper,  and  all  other  light  refuse  and 
rubbish  likely  to  be  blown  or  scattered  about  the  streets,  shall  be 
securdy  bundled,  tied,  or  packed,  before  being  placed  for  ronovzd; 
and  such  newspapers,  wrapping-paper,  and  other  light  refuse  and 
rubbish,  as  well  as  all  other  refuse  and  rubbish,  shall  he  kept  witMn 
the  building,  or  in  the  rear  premises  therewith  connected,  until  the 
time  for  the  removal  thereof,  when  they  shall  be  placed  as  the  re- 
ceptacles hereinbefore  mentioned  are  required,  by  the  provisions  of 
this  section,  to  be  placed. 

No  such  receptacle  and  no  such  refuse  or  rubbish  shaU,  however, 
be  so  placed  as  to  constitute  or  contribute  to  the  creation  of  a  nui- 
sance; and  no  yard  sweepings,  hedge  cuttines,  grass,  leaves,  earth, 
stone,  bricks,  or  business  waste  shall  be  mixed  with  household  waste. 

Accumulations  of  household  ashes,  garbage,  refuse  or  rubbkh  re- 
sulting from  the  failure  to  take  advantage  of  the  r^^ar  collection 
service  diall  be  removed  at  the  expense  of  the  person  or  persons  con- 
cerned. 

It  shall,  however,  be  the  duty  of  every  owner,  tenant,  lessee,  occu- 
pant, or  person  in  charge  of  every  building  in  the  built-up  and  gen- 
erallv  built-up  parts  of  the  City  of  New  York  not  included  within 
the  foregoing  provisions  of  this  section  to  observe  the  requir^naits 
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of  the  said  provifioons,  except  that  such  owner,  tenant,  lessee,  oeeu- 
pant,  or  person  shall  cause  all  i^es,  garbage,  liquid  waste,  rubbish, 
and  refuse  to  be  daily  removed  therefrom. 

The  foregoing  provisions  shall  apply  to  the  built-up.  and  generally 
buik-up  parts  oi  the  City  of  New  York  except  as  follows: 

In  the  Borough  of  Ridbmond,  ai^es  from  house  furnaces  shall  be 
k^t  apart  from  the  remain(^r  of  the  household  waste  and  be  kept 
in  a  receptacle,  or  in  receptacles,  made  of  metal,  which  shall  be  used 
<»ily  for  holding  such  aj^es;  and  the  r^nainder  of  the  housdiold 
waste,  including  garbage,  kitchen  ashes,  sweepings,  soiled  paper, 
refuse,  and  rubbish,  shaJl  be  placed  in  another  metal  receptacle,  or 
in  other  metal  receptacles,  which,  when  outside  x)f  a  building,  snail 
be  k^t  covered  with  a  tight  fitting  covct.    (S.  C,  §  108.) 

f  249.  Receptacles  for  ashes,  garbage,  and  liquid  substances  not  to 
be  interfered  wUk  or  contents  disturbed. — ^No  person,  not  Ux  that  pur- 
pose authorized,  shall  interfere  with  the  rec^tacles  for  ashes,  gar* 
bage,  or  liquid  substances,  as  provided  in  accordance  with  Section 
248  of  the  Sanitary  Code,  or  with  the  contents  thereof;  nor  diall  any 
person  in  any  way  handle  or  disturb  such  contents.    (S.  C,  §  109.) 

§  250.  Ashes,  garbage,  and  rubbish;  method  of  removal  regulated.^^ 
All  occupants  so  preferring  may  deliver  their  aishes,  garbage,  refuse, 
and  rubbish  directly  to  the  proper  carts,  to  be  taken  away  at  any 
hour  of  the  day  when  said  carts  may  be  present,  and  said  carts  may 
take  such  articles  and  substances  at  any  such  hour;  provided  that 
such  garbage,  refuse,  or  rubbish  be  not  highly  filthy  or  offensive. 
In  the  latter  case,  the  same  shall  not  be  so  delivered  or  received  dur- 
ing the  period  begimiing  at  seven  o'clock  a  m.,  of  any  day  and  end- 
ing at  ten  o'clock  of  the  evening  of  the  same  day.    (S.  C,  §  110.) 

§  251.  Vacant  lots;  accumulation  of  waJter  thereon  'prohibited;  fence 
to  he  provided,  if  sunken;  thr&wing  and  depositing  ojfensive  material 
into  such  lots  prohibited. — It  shall  be  the  duty  of  every  owner,  lessee, 
contractor,  or  other  pers<Hi  having  the  management  or  control  of 
any  lot  or  parcel  of  land  in  the  City  of  New  York,  to  keep  and  pre- 
serve the  same,  at  all  times,  clean  and  inoffensive,  and  to  prevent  the 
gathering  or  collecting  of  wat^  thereon;  and  to  prov»^  and  mam- 
tain  around  or  in  front  of  any  lot  which  is  sunken,  ^ccavated,  or 
below  the  grade  of  the  sidewalk  adjacent  thereto,  a  proper  fence  to 
protect  persons  from  falling  into  such  lot. 

No  person  shall  throw  or  deposit  into  or  upon  any  lot  any  garbage, 
Tefuse,  or  other  offenave  material.    (S.  C,  §  116.) 

A  somewhat  edmilar  ordinance,  sustidned.  City  of  Rochester  v.  Simpson,  t34 
N.  Y.414. 

§  252.  Filling  in  land;  offensive  and  unwholesome  materials  not  to 
be  used;  the  nise  of  street  sweepings  for  fiUing^n  purposes  forbidden. — 
No  person  shall  fill  in  any  land  imder  or  above  water  within  the 
limits  of  the  City  of  New  York,  or  any  of  the  islands  situated  within 
such  limits,  with  garbage,  dead  animals  or  any  part  thereof,  decay- 
ing matter,  or  any  offensive  and  unwholesome  mat^al,  or  with 
dirt,  ashes,  or  other  refuse,  when  mixed  with  such  garbage,  dead 
animals  or  parts  thereof,  decaying  matter,  or  <^ensive  and  unwhole- 
some material. 

No  street  sweepings  shall  be  d^)osited  or  used  to  fill  up  or  raise 
the  surface  or  level  of  any  lot,  grounds,  dock,  whturf,  or  pier  in  ^r 


470  CODE  OP  ORDINANOBfi  OP  TBfi  OtTT  OP  KSW  TORS 

adjfteent  to  the  built-up  portions  of  the  Qty  of  New  York  without  a 
pennit  ther^or  issued  t>y  tiie  Board  of  Health  or  otherwise  than  In 
accordance  with  the  terms  of  said  permit  and  with  the  Regulatione 
of  said  Board.     (S.  C,  §  98.) 

§  253.  Lome,  asheSf  cocdf  dry  sand,  hair,  feathers,  and  like  subslanceSf 
and  other  materials  not  to  be  sieved,  agtiated,  or  exposed.— ^^o  Ume 
ashes,  coal,  dry  sand,  hair,  feathers,  or  other  substance  that  is  in 
a  similar  manner  liable  to  be  blown  by  the  wind,.sh^l  be  sieved, 
agitated,  or  exposed,  nor  shall  any  mat,  carpet,  or  cloth  be  shaken 
or  beaten,  nor  shall  any  cloth,  yam,  garment,  material,  or  substance 
be  sooiued,  cleaned,  or  hung,  nor  shall  any  rags,  damaged  merchan* 
dise,  barrels,  boxes,  or  broken  bales  of  merchandise  or  goods,  be 
placed,  kept,  or  exposed  in  any  place  where  they  are  particles  there- 
from wiU  pass  into  any  street  or  pubUo  place,  or  into  any  occupied 
pr^nises;  nor  shall  any  usual  or  any  reasonable  precautions  be 
omitted  by  any  person  to  prevent  fragments  or  other  substances 
from  falling,  to  iJie  detriment  or  peril  of  life  or  health,  or  dust  or 
light  material  flying  into  any  street,  place,  or  building,  from  any 
building  or  erection,  while  the  same  is  being  altered,  repaired,  or 
demohahed,  or  otherwise.     (S*  C,  §  118.) 


ARTICLE  14 

FLTTMBING,  DBAINAOE  AND  SEWERAGE- 

Sec  271.  Drainage;  duties  of  owners,  lessees,  tenants,  and  occupants 
of  buildings  and  premises. 

i  272.  Drainage  of  marsh  land. 

§  273.  Sewers;  to  be  adequately  flushed;  duties  of  boards,  de- 
partments, officers  and  persons. 

§  274.  Sewage,  drainage,  factory  refuse,  and  foul  offensive  liquid 
or  other  material;  disposal  thereof  regulated  and  re- 
stricted. 

i  275.  Change  in  drainage,  sewerage,  and  sewer  connection,  affect 
ing  other  premises  regulated. 

§  276.  Drains,  soil-jpipes,  passages,  or  connections  between  sewers 
and  Duildmgs;  to  be  adequate. 

277.  Plumbing;  to  be  k^t  in  good  order  and  repair. 

278.  Plumbing  fixtures;  to  be  separately  trapped. 

279.  Drain,  soil,  and  waste  pipes;  joints  and  connections. 

280.  Drsun  pipes  from  re(rigerators;  to  discharge  into  open  sink; 
discharge  from  overflow  pipe  regulated. 

§  281.  Waste,  soil,  and  vent  pipes;  to  be  constructed  and  located 
so  as  not  to  contribute  to  the  creation  of  a  nuisance. 

§  272.  Ventilation  of  sewers  and  plumbing. 

§  283.  Rain  water  leaders  and  gutters;  use  restricted;  to  be  sound, 
tight,  and  adequate. 

4  284.  Privies  and  water-closets;  maintenance. 

§285.  Temporary  privies;  to  be  provided  during  construction 
work. 

i286.  Provies  to  be  screened  to  prevent  access  of  flies. 
?87.  Privy  vaults  and  cesspools;  construction. 
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Bee.  ^1.  Drainage;  dtiHea  af  ownerSf  lessees,  tetumtB,  and  •oociponto 
cf  btaldinga  and  prenmes, — ^No  person  being  owner,  kesee,.  temmt, 
or  occupant  of  any  building  <Hr  prenuses,  ahall  allow  any  wati^  or 
other  liquid  to  nin  from  or  out  of  such  building  or  premises  upon  or 
across  any  indewalk  or  curbstone,  and,  no  such  simtance  shall  be 
allowed  to  pass  into  any  street  except  by  means  of  a  passage  o(h> 
structed  under  or  through,  which  passage  must  be  kc^t  at  aU  times 
adequate  and  in  r^>air;  and  no  water  or  other  Uquid^  or  ice  thefe* 
from,  shall  be  allowed  to  gather  or  ranain  on  the  umier  surface  of 
stidi  curb,  flagHstone,  or  ptuasage;  nor  shall  any  such  pereon  allow 
aiQT  accumulaticm  of  «ich  wat^  or  hquid,  or  the  ice  therd'rcaa. 
upon  any  street  or  place,  but  shall  at  all  times  cause  the  same  to  be 
removed  or  to  |>ass  along  the  gutter  or  some  proper  passage  to  <me 
of  the  rivera  or  into  a  sewer.    (S.  C,  §  40.) 

J  272.  Drainage  of  marsh  toiwi.— It  i^all  be  the  duty  of  every 
awhef,  lessee,  agent,  contractor,  or  other  p«:^son  having  t£e  manage- 
ment or  control  of  any  salt  marsh  land,  inland  swamp,  sunken  £»t, 
abandoned  excavaticm,  or  any  other  place  wherein  or  wh«ceon  either 
salt  or  frei^  water  becomes  stagnant  and  in  which  said  stagnant 
^^ter  mosquitoes  are  bred  and  devek^>ed,  to  fill  in  or  drain  the  same^ 
or  employ  such  other  methods  as  will  prevent  at  all  times  the  bireed-r 
ing  of  mosquitoes  in  or  on  such  places. 

{273.  Sewer8;tabeade^tuatelyflti^^ied;duHe»ofboarde,  departmmia, 
o.gder9  am2  persons.— 'It  shall  be  the  duty  of  all  boards,  departmeuts^ 
cheers,  and  persons  having  power  and  authority  so  to  do  or  re* 
quired  (and  to  the  extent  thereof)  to  cause  sufficient  water  to  be 
used,  and  other  adequate  means  to  be  taken,  so  that  whatever  sub- 
stances may  enter  any  sewer  shall  pass  speedily  ak»g  and  from  the 
same  and  sufficiently  far  into  some  water  or  proper  reservoir,  in 
onler  that  no  accumulations  shall  take  j^ee  therein,  and  no  ex- 
halations TOoceed  therefrcttn,  dangerous  or  prejudicdal  to  life  or 
health.    (S.C.,§28.) 

§  274.  Sewage,  dramige,  faotary  refuae,  and  find  or  offen^ve  liquid 
or  <i4her  maietial;  disposal  thereof  regnlated  and  restrieied, — No  person, 
persons,  company,  or  corporation  shall  cause,  permit,  or  cdlow  any 
sewage,  drainage,  factory  refuse,  or  any  foul  or  oiea^ive  liquid  or 
other  material  to  flow,  leak,  escape,  or  be  emptied  or  discharged,  into 
the  waters  of  any  river,  stream,  canaL  haribor,  Imy,  or  estuary,  or 
into  the  sea,  within  the  limits  of  the  City  of  New  York,  exceptin/s 
under  low-water  marie,  and  in  such  manner  and  under  such  condir 
tions  that  no  nuisance  can  or  shall  be  caused  ih&a^y  or  aa  a  result 
thereof.    (8:0.,  f  28.) 

§  275.  Change  of  drainaae,  sewerqge,  and  sewer  corinecHon,  affecting 
other  premises  regidcUed. — ^No  change  shall  be  made  in  the  drainage, 
sewerage,  or  the  sewer  connection  <rf  any  house  or  premises,  involv- 
ing changes  in  the  drainage,  sewerage,  or  sewer  connection  of  any 
other  house  or  ]n^mises,  imless  at  leajst  30  days^  notice  thereof  in 
writing  shall  have  been  previoudy  given  to  this  Department,  and  to 
the  owner  or  occupant  of  the  premises  affected  by  such  (^anse. 
(8.C.,  §27.)  ^^ 

§276.  DramSf  sofil-pipes,  passages,  or  cannections  between  sewers 
and  buildings;  to  be  adequcUe. — Every  person  udng,  making,  or  having 
any  drain,  soil-pipe,  passage,  or  connection  between  any  sew^  (or 
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any  river  or  other  body  of  water)  and  any  ground,  fonilding,  erec- 
tion, or  i^ace  of  business,  every  owner  or  tenant  of  any  such  ground, 
buil^gror  erection  or  placeof  busmess,  ahd  eveiy  person,  board, 
depsurtment,  or  officer  occupying  or  interested  in,  any  such  ground, 
bwlding,  ^<ection,  or  place  of  business,  shall,  to  the  extent  of  the 
right  and  authority  of  each,^  cause  and  require  such  drain,  soil-pipe, 
passage,  or  connection  to  be  at  all  times  adequate  for  the  purpose  c^ 
conveying  and  allowing,  freely  and  entirely,  to  paas  whatever  enters 
or  should  ent^  the  same.    (S.  C,  §  27.) 

§  277.  PhmMng;  to  be  kept  in  good  order  and  repair. — All  house 
drains,  house  sewers,  waste  a^d  soil  pipes,  traps,  and  water  and  gas 
pipes,  in  any  building  or  premises  shall  at  all  times  be  k^  in  good 
Older  and  repair  so  that  no  gases  or  odors  shall  escape  ther^xMn 
and  so  that  the  same  ^all  not  leak;  and  all  vent  pipes  ab&ll  be  kept 
in  good  ord^  and  repair  and  free  from  obstructions.    (8*  C,  §  32.) 

f  278.  Plumbing  fixturee;  to  be  separatdp  trapped. — ^Eveiy  wat^ 
closet,  urinal,  sink,  basin,  wash-tray,  and  bath,  and  every  tub  or  set 
(^  tubs  and  nydraiit  waste  pipe,  must  be  s^)arately  and  efifeCtively 
tram)ed,  except  where  a  sink  and  wash  tubs  immediatdy  adjoin 
each  other,  in  which  caae  the  waste  pipe  from  the  tubs  may  be  oour 
nected  with  the  inlet  side  of  the  sink  trap.  Traps  must  be  placed 
as  near  the  fixtures  as  practicable,  and  in  no  case  shall  a  trap  be 
more  than  two  feet  from  the  fixture.  In  no  case  shall  the  waste  ircHn 
a  bath  tub  or  oiber  fixture  be  connected  witii  a  wata^doset  trap, 
nor  shall  any  trap  vent  pipe  be  used  as  a  waste  or  soil  pqae.  (S.-  C., 
§33.) 

§279.  Drain^  soUy  and  waste  pipee;  joints  and  connections. — All 
joints  in  cast  inm  (faiain,  soil,  and  waste  pipes  must  be  filled  with 
oakum  and  lead  and  be  hand  caulked  so  as  to  make  them  gas-tight. 
All  connections  of  lead  with  iron  pipes  must  be  made  with  a  brass 
sleeve  or  ferule  of  the  same  size  as  the  lead  pipe,  put  into  the  hub 
of  the  branch  of  the  iron  pipe,  and  caulked  with  wad;  and  the  lead 
pipe  must  be  attached  to  the  sleeve  or  f  emde  by  a  wiped  or  cfvercast 
uHnt.  All  connections  of  lead  waste  and  v&kt  pipes  shall  be  made 
by  means  of  wiped  joints,  and  all  connections  ol  galvaniaed  wroU^t 
iron  pipe  shall  be  made  with  screw  joints.    (S.  C,  §  31.) 

§  ^0.  Drain  pipes  from  refrigerators;  to  discharge  into  open  8%$Uc; 
dischar^  from  overflow  pipe  remdaied. — No  drain  pipe  from  a  refrig- 
erator shall  be  connected  with  the  soil  or  waste  iDipe,  but  it  dtiul 
discharge  into  a  prop^Iy  trapped,  sewer-connectea,  water-supp&ed, 
open  sink.  No  overaow  pipe  from  a  tank  shall  dischaijse  into  any 
soil  or  waste  pipe,  or  water-closet  trap,  or  into  the  dram  or  sewer, 
but  it  may  dischaj^ge  upon  the  ipof  or  into  an  open  water-suppliea 
tank.    (S.  C,  §34.) 

§  281.  Waste.  soU,  and  vent  pipes;  to  be  constructed  and  located  so 
08  not  to  contribute  to  the  creation  of  a  mdaanee. — ^All  waste,  soil,  and 
vent  pipes  in  any  building  in  the  City  of  New  Yoric  shall  extend  above 
the  roof  thereof  to  a  height  of  at  least  two  feet,  and  that  portkm  of 
the  pipe  extending  above  the  roof  shall  be  of  an  inor^»ed  diameter. 
All  such  pipes  shall  be  so  constructed  and  located  that  they  shall 
not  contribute  to  the  creatk>n  of  a  nuisance.    (S.  C,  §  36.) 

§282.  VerUfUaHonof  sewers  and  plumbing. — No  brick,  sheet  metal, 
or  ebrthenware,  material  or  chimney  flue  shall  be  \wed  as  a  sewer 
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ventilator,  w  to  ventilate  any  trap,  drain,  soil,  or  waste  pipe.   (8.  Q,, 
§29.) 

r|283.  Bain  wetter  leaders  and  auUera;  use  restrided;  to  he  somd^ 
tififUy  and  adequate, — ^Rain  waters  leaders  and  gutters  i^aU  be  sounds 
t^t,  ^and  adequate  for  their,  purpose  and  such  leaders  shall  not  b& 
uaed  as  soil^  Waste,  or  v^it  pipes,  or  be  connected  therewith;  nor 
shall  any  soil,  waste,  or  vent  pipe  be  used  as  a  leader.  When  within 
the  house,  the  leader  must  be  of  cast  iron,  wrought  iron,  or  steel, 
with  leaded  joints  and  properly  connected  with  tiie  house  dndn; 
when  outside  of  the  house  and  connected  with  the  house  drain,  it 
must  be  trapped  beneath  the  ground  or  just  inside  of  the  wall,  the 
trap  being  arranged  in  either  case  i^  as  to  prevent  freezing.  In  every 
case  where  a  sewer  or  cesspool  connected  leader  opens  near  a  window 
or  a  light-diaft,  it  must  be  properly  trapped  at  its  b^ise.  ,The  joint 
between  a  cast  iron  leader  and  the  roof  must  be  made  gas  and  water 
tight  by  means  of  a  brass  ferrule  and  a  lead  or  copper  pipe  properly 
connected.    (S.  C,  §  35>) 

§284.  Privies  and  water-dosets;  maintenance, — ^Every  owner, 
lessee^  keeper,  or  manager  of  any  boarding-house,  lodgmg-house, 
dwelhng-house,  and  any  factory,  workroom,  store,  o£Eioe^  or  place 
of  business,  in  which  persons  are  employed,  shall  provide,  or  cause 
to  be  provided,  for  the  use  of  the  ten^^ts,  boarders,  lodgers,  dweBers 
or  employees  therein  adequate  privies  or  water-closets^  and  the 
same  EuiaU  be  properly  lighted  and  ventilated,  and  shall  at  all  times 
be  kept  in  such  cleanly  and  sanitary  condition,  as  not  to  be  ojffensive 
or  dangerous  or  detrimental  to  life  or  health-  And  no  offensive  smell 
or  gases,  from  any  outlet  or  sewei*,  or  from  any  such  privy  or  water- 
closet,  ^all  be  allowed  to  pass  into  any  other  part  of  said  house, 
building,  or  premises,  or  into  any  other  housie,  building,  or  premises. 
(S.  C.,§20.) 

§  285.  Temporary  privies;  to  be  provided  during  construction  vjork. — 
Contractors  or  builders  shall  provide  or  cause  to  be  provided  tem- 
porary privie?  for  the  use  of  the  men  employed  during  construction 
work,  at  sottie  convenient  place  upon  the  premises,  or  which  shall 
be  readily  accessible,  and  the  same  shall  be  properly  screened  to 
prevent  the  entrance  of  flies  thereto.  The  contents  of  such  privies 
shall  be  disinfected  and  removed,  and  shall  not  be  allowed  to  accumu- 
late thereat.  Contractors,  builders,  or  other  persons  having  the 
mana^ment  and  control  of  construction  work  shall  prevent  the 
commission  of  any  nuisance  by  workers,  employees,  or  other  persons 
connected  therewith,  in  and  about  such  work  or  premises,  and  re- 
quire workers  and  employees  to  use  the  privies  so  provided.  (S.  C, 
§  37a.) 

§  286.  Privies  to  he  screened  to  prevent  access  of  flies. — It  shall  be 
the  duty  of  each  owner,  lessee,  or  occupant  of  any  premises  on  which 
a  privy  is  located  or  used  to  cause  the  same  to  be  properly  screened 
so  that  flies  shall  not  have  access  thereto  or  to  the  contents  thereof. 
(S.  C,  1 37a.) 

§287.  Privy  vatdts  and  cesspools;  construction, — ^No  privy  vault 
or  cesspool  shall  be  aUowed  to  remain  on  any  premises,  or  built,  in 
the  City  of  New  York  imless  when  unavoidable.  The  sides  and 
bottom  of  every  privy  vault,  cesspool,  or  "school  sink,'*  in  the  City 
of  New  YOTk,  must  be  impearmeaUe  and  secure  against  say  satura- 
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ti<^  of  the  wiJhs  or  the  ^und  above  the  same,  unless  otherwise 
allowed  by  a  permit  in  writing  issued  therefor  by  the  Board  of  HeaHh 
and  must  then  be  us^  in  accordance  with  the  terms  of  said  permit 
ahd  the  Regulations  of  said  Board.  No  water-closet  or  privy  vault 
shall  be  constructed  without  adequate  provision  for  the  dBTectual 
and  proper  ventilaticm  and  cleansing  thereof.    (S.  C,  {  37.) 


ARTICaLE  16 

RAILROAD  CARS  AND  OTHER  PUBLIC  VEHICLES 

Sec.  301.  Public  vehicles  and  other  public  places;  to  be  cleaned 
daily. 

§  302.  Railroad  cars  and  other  public  vehicles;  carrying  or  con- 
veying soiled  or  cirty  clothing  restricted. 

§  303.  Railroad  cars  and  other  public  vehicles;  to  be  adequately 
and  sufficiently  ventilated. 

§  304.  Heating. 

g  305.  Lighting. 

§  306.  Cars  not  to  be  overcrowded. 

§  307.  Public  vehicles  not  to  be  overcrowded. 

Sec.  301.  Public  vehicles  and  other  public  places,*  to  be  cleaned  dailjh — 
Every  railroad  car,  omnibus,  and  ferryboat,  used  in  the  City  of  New- 
York  for  carrying  passengers,  and  every  railroad  depot,  railroad 
station,  railroad  platform,  and  ferryhouse,  and  every  puolic  room 
or  space  connected  therewith,  and  every  stairway  and  other  means 
of  entrance  thereto  or  exit  therefrom,  shall,  on  each  and  every  day 
on  which  it  shall  be  used,  be  carefully  and  tnoroug^y  cleaned  so  that 
all  refuse,  dirt,  and  filth  are  removed  therefrom,  in  such  manner  as 
to  avoid  the  raising  of  dust.     Dry  sweeping  is  prohibited. 

As  amended  by  ^e  Board  of  Health,  Odober  15,  1918. 

§  302.  Railroad  cars  and  other  public  vehicles;  carrying  or  conveying 
saUed  or  dirty  clothing  restricted. — No  person  shall  at  any  time  carry 
or  convey  upon  or  in  any  passenger  car  or  other  public  vehicle,  nor 
shall  any  conductor  or  person  in  charge  of  any  such  car  or  other 
public  vehicle  permit  or  allow  to  be  carried  or  conveyed  upon  or  in 
such  car  or  other  public  vehicle,  except  upon  or  on  the  front  plat- 
form thereof,  any  soiled  or  dirty  articles  of  clothing  or  beddiAg. 
(S.  C,  174.) 

As  amended  by  the  Board  of  Health,  December  16, 1916. 

§  303.  BaOroad  cars  and  other  public  vehicles;  1o  be  adeqwUdy  and 
svfficiently  ventilated, — ^Every  railroad  ear  and  other  pubyc  vehiole 
used  in  the  City  of  New  York  for  carrying  of  passengers  shall  be 
ooDstructed  so  as  to  provide  and  secure,  at  all  times,  good,  adequate 
and  sufficient  ventilation,  and  such  ^ood,  adequate  and  sufficient 
ventilation  shall  be  maintained  at  all  tunes  by  natural  or  medianieal 
means.    (S.  C,  §  176.) 

As  amended  by  the  Boatd  of  Heahh.  December  16,  1M6. 
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i  304.  HeaHng, — Every  railroad  oar  and  other  public  vehtde,  and 
every  ferryboat,  used  in  the  City  of  New  York  for  carrying  pas- 
saigers,  and  every  d^x)t,  station,  f^ryhouse  and  waiting  room  used 
in  connection  with  such  means  of  transit,  shall,  between  the  first 
day  of  October  of  each  year  and  the  first  day  of  April  of  each  follow- 
ing year,  be  properly  heated  and  kept  heated  whenever  the  tempera- 
ture upon  the  street  shall  fdl  below  forty  degrees  Fahrenheit. 

As  amended  by  l^e  Board  of  Health,  December  16,  1916. 

{  305.  Ldghting. — ^Every  railroad  car  and  other  public  vehicle,  and 
every  ferryboat  used  in  the  City  of  New  York  for  carrying  passen- 
gers, and  every  depotj  station,  f erryhouse,  waiting  room  and  other 
public  place  or  premise  used  in  connection  with  such  means  of 
transit  shall  be,  at  all  times,  adequatdy  lighted,  by  natural  or 
artificial  means. 

As  adopted  by  the  Board  of  Heftlth.  December  16.  1916. 

1 306.  Cars  not  to  be  overcrowded. — ^Annulled  March  28. 1918. 
§  307.  PMic  vehidea  not  to  be  overcrowded. — ^AnnuUea  March  28, 
1918. 


ARTICLE  16 

STREET  CONDITIONS 

Sec.  311.  Method  of  cleaning  streets  regulated. 

1 312.  Street  obstruction  prohibited. 

1 313.  Dirt  and  other  materials  not  to  obstruct  street. 

See.  311.  Meffiod  of  deanina  streets  reaidated. — ^Every  person, 
when  cleaning  any  street,  shall  clean,  and  every  contractor  s^all 
cause  to  be  cleaned,  the  gutters  and  parts  of  the  street  along  which 
the  water  will  run,  before  using  any  water  to  wadh  ttie  same;  and  no 
substance  that  could  be  before  scraped  away  shall  be  washed  or 
allowed  to  be  carried  or  beput  into  the  sewer,  or  into  Bay  recfi^acle 
therewith  connected.    (S.  Cf.,  §  39.) 

§  312.  Street  obstructions  mokSbUed. — No  person  having  the  right 
and  ability  to  prevent,  shall  take  or  drive  or  allow  to  go  or  be  tidcen, 
any  horse  or  other  animal,  or  any  vehicle,  upon  any  sidewalk  or 
footpath  in  front  of  any  building,  to  the  peril  of  any  person;  nor  shall 
any  person  block  or  obstruct,  or  contribute  to  the  blocking  or  ob- 
stafucting  of,  any  street  or  other  public  place.    (S.  C,  §  78*) 

§313.  Dirt  and  other  materials  net  to  obstruct  street. — No  person 
shall  deposit  upon  any  street  or  public  i^ce  within  the  g^erally 
built-up  portion  of  the  City  of  New  York,  or  upon  any  paved  street 
in  the  said  city,  any  dirt,  bride,  or  other  material,  m  such  manner 
as  to  occupy  more  than  one  himdred  square  feet  of  surface  of  any 
mi(^  street  or  publie  place  (and  the  same  shall  be  compact  and  at 
one  side);  nor  diall  any  person  allow  tiie  oune  to  remain  in  said 
street  er  public  i^aoe  more  than  twelve  hours  without  a  permit  there- 
for issuea  by  the  Board  of  Health,  or  unlets  aadb.  occupancy  shall 
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be  otherwise  duly  authorized  by  pai^amouat  authority.  Nor  sdiall 
any  such  substance  be  so  deposited  or  allowed  to  remain  by  any 
person,  as  to  obstruct  the  free  flowage  along  any  gutter.  (S.  C, 
§117.) 

ARTICLE  17 

TRADES,   OCCUPATIONS  AND  BUSINESSES 

Sec.  321.  Occupations  arirf  businesses,  dangerous  or  detrimental  to 
life  or  health,  prohibited. 

1 322.  Offensive  or  noisome  trades  and  businesses  regulated. 

§323.  Certain  offensive  or  noisome  trades,  occupations,  and 
,  businesses  prohibited  in  the  Borough  of  Manhattan. 

§  324.  Certain  offensive  or  noisome  businesses  in  the  Boroughs 
of  Brooklyn,  The  Bronx,  Queens,  and  Richmond  reg- 
ulated. 

§  325.  Business  of  slaughtering  cattle,  sheep,  swine,  pigs,  calves, 
and  fowl  regulated.  „ 

§  326.  Business  of  slaughtering  cattle,  horses,  sheep,  swine,'  pigs, 
and  calves  restricted  in  the  Borough  of  Manhattan. 

§327.  Slaughtering  of  horses  and  sale  of  horseflesh  for  food, 
related.  ' 

§328.  Tanning,  skinning,  and  scouring  or  dressing  hides  and 
leather  regulated. 

§  329.  Business  of  rendering  and  melting  fat  regulated. 

§330.  Business  of-  manufacturing  or  preparing,  sausages  and 
smoking  or  preserving  meat  or  fish  regulated. 

§331.  Business  of  breaking  out  e^  regulated;  s$le  of  "spots" 
and  "spot  eggs"  prohibited;  the  tri?m  "spot'*  and 
"spot  eggs"  defined. 

§  332.  Boflmg  varnish  or  oil;  distilling  alcohoUc  spirits;  making 
lampblack,  turpentine,  or  tar;  treating  and  refining 
ores,  metals,  or  alloys  of  metals;  regulated. 

§  333.  Oas  manufacture  regulated  and  restricted;  plans  of  build- 
ings and  location  to  be  approved. 

1 334.  Lodging  houses  regulated. 

§335.  Barber  shops  regulated. 

§336.  Public  laundries  regulated. 

§  337,  Duty  of  employers  to  provide  means  to  prevent  occupar- 
tional  diseases. 

§  338.  Manufacturing,  sorting  and  handling  cigars,  cigarettes 
and  tobacco  regulated. 

§  339.  Removal  of  dust,  gajsies,  and  other  impurities  from  work- 
rooms by  suction  devices. 

340.  Bathing  establishments  regulated. 

341.  Ocean  bathing;  r^ulations  for  |HX>teotion. 

342.  Horseshoeing  establishment^  regulated. 

Sec.  321.  OceupabUmB  and  ImsmeaseSf  dangerous  er  ddnmenkd  to 
life  or  health,  proAiWtod.— No  occupation  or  business  that  is.danaeF- 
pns  or  detrimental  to  life  or  health  shall  be  established  or  carried-on 
in  the  City  of  New  York.    (S.  C.,§92.) 
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{322.  OffeuMwe  or  noiMme  trodea  und  businesses  rtgidated, — No 
estabUshment  or  place  for  carrying  on  any  offensive  or  noisome  trade 
or  business  shall  be  opened,  started,  established,  or  maintained  in 
the  City  of  New  York,  without  a  permit  therefor  ismed  by  the  Board 
of  Health  or  otherwise  than  in  accordance  with  the  terms  of  said  per- 
mit and  with  the  Regulations  of  said  Board.    (S.  C,  1 88.) 

{323.  Certain  offensive  or  noisome  trades^  occupations  and  husi- 
nesses  prokSbiUd  in  the  Borough  of  MankaUan,^-lt  shaU  not  be  lawful 
for  any  person^  peracnis,  or  corporation,  to  carry  on,  estabtish,  prose- 
cute, or  continue,  within  the  Borough  of  Manhattan,  the  ooCuiiation, 
or  trade,  or  business,  of  bone  boilm^,  bone  burning,  bone  grinding 
horse  skinning,  cow  skinning,  or  skmning  of  dead  animals,  or  the 
boiling  of  offal:  and  any  such  estabhshment  existing  within  said 
Boroi^  shall  be  forwith  removed  from  said  B(m)u^,  and  sudi 
oeeupati(Mi,  trade,  or  business  shall  be  forUiwith  abated  and  die* 
contmued,  provided  that  the  provisions  of  this  section  shall  not  sspply 
to  the  dau^itering  or  dressing  of  animals  for  sale  in  said  Boioiigh. 
(S.  C,  {90.) 

{324.  Certain  offensive  or  noisome  businesses^  in  the  Boroughs  of 
Brooklyn^  The  Bronx,  QueenSj  and  Richmond^  regnlaied, — The  busi^ 
ness  oi  bone  enu^iing,  bone  botUng,  bone  grinding,  bone  or  shell  bum* 
ing,  lime  making,  horse  skinmn^  cow  inning,  ^ue  making  from 
any  part  of  dead  animals,  gut  cleaning,  hide  ounng,  fat  rendering, 
boiling  of  fish,  swill,  or  offal,  heating,  drsring,  or  stCMing  of  Mood, 
seiap,  fat,  grease,  or  other  offensive  aniinal  matter  or  €«  offensive 
vegetable  matter,  or  manuf acturinff  materials  for  manure  or  ferti- 
li2^,  shall  not  be  carr^  on  in  tne  Boroughs  of  Brooki}^,  The 
Bronx,  Queens,  or  Richmond  without  a  permit  iheax^oT  issued  by 
the  Board  of  Health  or  otherwise  than  in  accordance  with  the  terms 
of  said  permit  and  with  the  Regulations  of  said  Board.    (S.  C,  {  91.) 

{326.  Business  of  slaughi^ng  caUle,  sheep^  swine,  pips,  calves, 
and  fowl  regulated. — ^The  ousiness  of  slaughtering  cattfe,  she^p, 
swine^  piss,  calves,  or  fowl  shall  not  be  conducted  in  the  City  of 
New  York  without  a  permit  therefor  issued  by  the  Boaid  of  Health 
or  otherwise  than  in  accordance  with  the  terms  oi  said  permit  and 
with  the  Regulations  of  said  Board.  It  sbsJl  not  be  unlawful,  how* 
ever,  to  slau^ter  cattle,  she^,  swine^  pigs,  or  calves  in  the  Borough 
of  Brooklyn,  at  ^ich  places  where  such  business  was  established  and 
carried  on  on  Jwuaiy  3, 1896.    (S.a.{83.) 

{  326.  Businees  of  sUiughiering  caiue,  ftorses^^ieep,  swine,  pigs,  and 
calves  restricted  in  the  Borough  of  Manhattan. — The  business  of  slaugh- 
tering cattle,  horses,  sheep,  or  calves  ^all  not  be  conducted  in  the 
Borou^  of  Manhattan  except  in  that  part  of  the  said  Borough 
bounded  by  the  west  side  of  Eleventh  Avenue,  the  middle  line  of  the 
Uoek  between  West  38th  and  West  39th  streets  (west  of  Eleventh 
avenue),  the  North  River,  and  the  south  ode  oi  West  4l8t  street: 
and  in  that  part  of  the  said  Borough  bounded  by  the  east  side  of 
First  avenue^  the  middle  line  of  the  block  between  East  42d  street 
and  East  43d  street  (east  of  First  avenue),  the  East  River,  and  the 
south  side  of  East  47th  street.    (Am^nd.  JJee.  21,  1915.) 

The  buffiness  of  slaughtering  swine  and  pigs  shall  not  be  continued 
in  the  Boiough  of  Manhattan  exce|>t  in  that  part  of  the  said  Borouigh 
bounded  by  the  west  side  of  Eleventh  avenue,  the  middle  lioe  ol 
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tlie  bJook  between  West^SSth  and  We6td9th  streets  (west  of  Eleveoth 
avenue)  the  North  River,  and  the  south  side  of  West  41st  ^reet. 

(S.  a,  §  84)  . 

Limiting  the  slaughtering  of  cattle  to  a  reetiicted  section  is  regulating  the  busi^- 
Haas  a^d  not  void  as  Imng  in  restraint  of  trade.    Cronin  v.  People.  92  N.  Y.  31S« 

1 327.  Slaughtering  cf  hones  and  sale  of  horseflesh  for  food  regtdaied. 
— ^The  business  of  slaughtering  horses  shall  not  be  conducted  in  the 
City  of  New  York,  not  shall  any  horseflesh  be  broii^t  into,  or  held, 
kept,  or  offered  for  sale  in  said  City  without  a  pennit  therefor,  issued 
by  the  Board  of  Health,  or  otherwise  than  in  aoeordance  wiih  the 
terms  of  said  permit  and  the  Regulations  of  said  Board.  (Amended 
Dec.  21,  1915.) 

§  328.  Tanning f  skinning ,  and  scouring  or  dressing  hides  and  leather 
regulated, — No  establishment  or  place  oif  business  for  ianning^  skin* 
ning,  or  scouring,  or  for  dressing  hides  or  leather  ^all  be  opened, 
started,  established,  or  maintained  in  the  City  of  New  York,  wiUiout 
a  permit  therefor  issued  by  the  Board  of  Health  or  otherwise  than 
in  accordance  with  the  terms  of  said  permit  and  with  the  Regulations 
of  said  Board,    (S.  C,  §88.) 

(329.  Bu>siness  of  rendering  and  melting  fat  regulated, — ^The 
business  of  rendering  or  melting  fat  i^all  not  be  earned  on  in  the 
City  of  New  Yoric  without  a  permit  therefor  issued  by  the  Board  of 
Health  or  otlierwise  than  in  accordance  witib  the  terms  of  said  pemiit 
and  with  the  Regulations  of  said  Board.    (S.  C,  {  95.) 

\  330.  Rusiiness  of  manufacturing  or  preparing  sausages  and  smok- 
ing or  preserving  meat  or  fish  regulated. — ^The  misiness  of  manufme- 
turing  or  preparing  sausages  or  smoking  or  preserving  meat  or  fish 
shall  not  be  carr^  on,  nor  shall  any  place  therefor  he  established, 
in  l^e  City  of  New  York  without  a  permit  therefor  issued  by  the 
Board  of  Health  or  otherwise  than  in  accordance  with  the  terms  of 
said  permit  and  with  the  Regulations  of  said  Board.    (S.  C,  |49a.) 

f  331.  Business  of  breaking  ovi  eggs  regulated;  sale  of  ^^spots**  and 
*^spot  eggs"  prohibited;  the  term  *^spot"  and  "«po<  eggs"  defned, — 
No  person  shall  break  out  eggs  for  sale  or  conauet  the  bunness  of 
breaking  out  e^  to  be  canned,  frozen,  dried,  or  teed  in  any  other 
manner,  in  the  Uity  of  New  York,  and  no  eggs  broken  from  the  shell, 
wfaeUier  canned,  frozen,  dried,  or  treated  in  any  other  manner,  shall 
be  received,  held,  kept,  sold,  offered  for  sale,  or  ddivered  in  the  said 
City  without  a  permit  therefor  issued  by  the  Board  of  Health  <» 
otlierwise  than  in  aeoordimce  with  the  terms  <^  said  pennit  and  with 
the  Regulations  of  said  Board. 

(a)  No  peiBon  shall  receive,  hold,  ke^,  sell,  offer  for  sale,  or  driver, 
as  or  for  food,  or  to  be  used  in  food,  in  the  City  of  New  York,  any 
canned^  frozen,  or  dried  eggs,  or  eggs  broken  from  the  shell,  which  are 
adulterated  or  to  which  has  been  added  any  poisonous  ingredient  or 
an3^  ingredient  which  may  render  sudi  eggs  injurious  to  health,  or  to 
vrbioh  has  be^  added  any  antiseptic,  preservative,  or  foreign  sub- 
stance not  evident  and  not  known  to  the  purchaser  or  consumer,  or 
whic^  shiUl  contain  filthy,  decomposed,  or  putrid  animal  matter. 

(b)  No  person  shall  keep,  s^  or  offer  for  sale  as  food  any  *' spots" 
or  "  spot  eggs.''  Such  eg^s  in  the  possession  of  a  dealer  in  food  shall, 
prima  facie,  be  deemed  to  be  held,  kept,  and  offa*ed  for  sale,  as  sudi 
food. 
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Tbtt  Uxm  *^spolm**  and  ''spot  ^g^s^''  when  used  hemn,  idiall  be 
tukm  to  mean  sU  ^sgs  that  are  partially  hatched,  broken  yolked, 
t^ood  ringed,  or  veined,  and  all  unsound  eggs,  including  those  af- 
fected by  moulds  or  which  are  partly  decomposed  or  that  have  be- 
come sour.     (S.  C,  §  48a.) 

§  332.  Bailing  varnish  or  oU;  distiUing  alcoholic  spirits;  making 
lampblackf  turpeniinCf  or  far;  treating  and  refining  ores^  melalSj  or 
alloys  of  mdals;  regulated. — ^No  person  shall  hereafter  erect  or  estab- 
lish in  the  City  of  New  York  any  manufactory  or  place  of  business, 
for  boiling  any  varnish  or  oil,  for  the  distillmg  o£  any  ardent  or 
alcoholic  spirits,  for  nmking  any  lampblack,  turpentine,  or  tar,  for 
tJbe  treating  and  refining  of  ores,  metals,  or  alloys  of  metals,  with 
acids  or  heat,  or  for  conducting  any  other  business  that  will  or  does 
generate  any  offensive  or  deleterious  gas,  vapor,  deposit,  or  exhala- 
tion, without  a  permit  therefor  issued  by  the  Board  of  Health  or 
othervnse  than  in  accordance  with  the  terms  of  said  peimit  and  with 
the  Regulations  of  said  Board.     (S.  C,  §94.) 

§  333.  Gas  manvifactvre  regulated  and  restricted;  ^ns  of  building 
and  location  to  be  approved.— -No  person  or  corporation  being  a  man- 
ufacturer of  gas,  or  engaged  in  or  about  the  manufacture  thereof, 
shall  throw  or  deposit  or  allow  to  run,  or  shall  permit  to  be  thrown 
or  deposited,  into  any  public  waters,  river,  or  stream,  or  into  any 
sewer  therewith  connected,  or  into  any  street  or  other  public  place, 
any  gas,  tar,  or  any  refuse  matter  of  or  from  any  gas-house  works, 
manufactory,  mains,  or  service  pip^  or  permit  the  escape  of  any 
offensive  odors  from  their  wojks,  mains,  or  pipes;  nor  shall  any  such 
person  or  corporation  permit  to  escape  from  any  of  their  works, 
mains,  or  pipes,  any  ^as  dangerous  or  prejudicial  to  life  or  health, 
or  manufacture  illummatin^  gas  of  such  ingredients  and  quality 
l^t  in  the  process  of.  burning  it  any  substance  which  may  escape 
therefrom  shall  be  dangerous  or  prejudicial  to  life  or  health;  nor 
shall  any  sudi  person  or  corporation  fail  to  use  the  most  approved 
and  sJl  reasonaole  means  for  preventing  the  escape  of  odors. 

No  buildings  shall  be  erected  or  converted  into,  or  used  as,  a  place 
for  the  manufacture  of  illuminating  gas,  until  the  plans  of  such 
buildings  and  the  location  thereof,  shall  have  been  duly  approved 
in  writing  by  the  Board  of  Health.    (S.  C,  §  89.) 

§  334.  Lodjging  houses  regulated. — ^No  locMging  house  containing 
rooms  in  which  there  are  more  than  three  beds  for  the  use  of  lodgers, 
or  in  which  more  than  sue  persons  are  allowed  to  sleep,  shall  be  con- 
ducted, maintained,  or  operated  in  the  City  of  New  i  oric  without 
a  permit  therefor  issued  by  the  Board  of  Health  or  otherwise  than 
in  accordance  with  the  terms  of  the  said  permit  and  the  Begulations 
of  the  said  Board.    (S.  C,  §  21.) 

§  335.  Barber  shops  regulated. — ^No  barber  shop  in  the  City  of 
New  York  shall  be  conducted  otherwise  than  in  accordance  with  the 
Relations  of  the  Board  of  Health.    (S.  C,  §  179.) 

5  33&:  Public  laundries  regulated. — ^No  public  laundry  shall  be 
conducted  otherwise  than  in  accordance  with  the  Relations  of  the 
Board  of  Health.  The  provisions  of  this  section  shall  not  apply  to 
the  home  of  a  person  p^oiining  laundry  work  thereat  for  a  r^ular 
family  trade. 

§  337.  Duly  of  employers  to  provide  means  to  prevent  occupational 
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diseases. — Every  employer  shall  provide  reascmably  effective  deviceB, 
means,  and  methods  to  prevent  the  contractfen  by  his  ^nployees 
of  any  illness  or  disease  incident  to  the  work  or  process  in  which  such 
employees  are  engaged. 

§  338.  Manufacturing y  sorting  and  handling  cigars,  cigarettes  and 
tobacco  regidated.—No  person  engajged,  in  the  City  of  New  York, 
in  manufacturing,  sorting,  or  handlmg,  cigars  or  cigarettes  or  in  pre- 
paring, sorting,  or  handung,  tobacco  for  any'  purpose,  shall,  at  any 
time,  touch  with  lips,  teeth,  or  tongue  any  such  cigar  or  cigarette 
or  any  such  tobacco,  intended  to  be  sold  or  offered  for  sale;  nor 
shall  any  person  moisten  with  saliva,  directly  or  indirectly,  by 
spitting,  or  by  use  of  the  fingers,  or  utensils  or  accessories  of  any  kind, 
any  such  cigar  or  cigarette  or  any  such  tobacco;  nor  shall  any  person 
spray  or  moisten  any  such  cigar  or  cigarette  or  any  such  tobacco 
by  means  of  water  or  any  other  liquid^  emitted  from  the  mouth; 
nor  shall  any  part  of  any  such  cigar  or  cigarette  be  allowed  to  touch 
or  be  introduced  into  the  nose  of  any  person. 

A  copy  of  this  section  shall  be  conspicuously  posted  in  every  place 
where  such  cigars  or  cigarettes  are,  or  tobacco  is  manufactured,  pre- 
pared, sorted,  or  handled.     (Amend.  Dec.  21,  19X5.) 

§  339.  Removal  of  dust,  gdses,  and  other  impurities  from  worhrooms 
by  suction  devices. — ^Every  factory  and  other  place  of  business  in  any 
workroom  of  which,  in  the  course  of  business,  dust,  gases,  fumes, 
vapors,  fibers,  or  other  impurities  are  generatea,  released,  or  set  in 
motion,  in  quantities  tending  to  injure  the  health  of  the  persons 
therein  employed,  shall  be  provided  with  suction  devices  that  will 
remove  such  dust,  gases,  fumes,  vapors,  fibers,  or  other  impurities 
from  every  such  workroom,  and  such  aevices  shall  be  installed  as 
near  as  practicable  to  the  place  where  such  dust,  gases,  fmnes,  vapOr, 
fibers,  or  other  impurities  are  generated,  xeleased,  or  set  in  motion. 
Such  devices  shall,  also,  be  kept  constantly  working  when  their  em- 
ployment is  necessary  to  meet  the  reouirementd  of  this  section. 

Every  factory  and  other  place  Of  business  m  any  Workroom  of 
which,  through  the  nature  of  the  business  carried  oil,  excessive  heat 
is  created  shall  be  provided  with  such  means  or  appliances  as  will 
appreciably  reduce  such  heat,  and  such  means  or  appliances  fiSiall 
be  constantly  employed  When  such  excessive  heat  is  being  created. 

§340.  Bathing  establishments  regulated. — ^Bathine  suits  shall  not 
be  hired  out,  nor  shall  any  biathing  establishment  be  maintained  in 
the  City  of  New  York  without  a  permit  therefore  issued  by  the  Board 
of  Health  or  otherwise  than  in  accordance  with  the  terms  of  said 
permit  and  the  Reg;iilations  of  said  Board.  For  the  purpose  of  this 
section,  the  expression  '* bathing  establishment"  shall  be  taken  to 
mean  and  include  every  building,  room,  enclosure,  place  or  premises 
wherein  bathing  is  permitted  for  hire  or  wherein  bathing  suits  are 
hfred  out  or  which,  for  hire,  is  used  for  the  purpose  of  dressing  or 
undressing  in  connection  with  l3ie  wearing,  putting  on  or  taking  off 
of  bathing  suits.     (S.  C,  §26.) 

As  amended  by  the  Board  of  Health.  June  28,  1016,  and  further  amended  June 
28.  1917.  '  • 

For  the  purpose  of  this  sediiort  the  expression  "bkthing  estabHsli- 
ment"  shall  be  taken  to  mean  and  include  every  buildiiu^,  room, 
enclosure,  place,  or  premises  wherein  bathing  suits  are  hirea  out,  or 
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iv^iK^^  for  hire,  is  used  for  the  puipose  of  dressing  or  undressing 
in  connection  with  the  wearing,  puttmg  on,  or  taking  off  of  bathing 
suits.     (Amend,  adopted  June  28,  1916.) 

S  341.  Ocean  bathing:  regulaiions  for  yroUction, — ^Every  keeper  or 
proprietor  of  a  hot^  or  boarding  house,  and  every  other  person  having 
a  bathing-house  upon  or  near  any  beach  or  shore  of  the  ocean  for 
tb^  aceommodatkm  of  his  guests  or  other  persons,  for  ipay^  shall 
provide  for  the  safety  of  such  bathers  two  lines  of  sound,  serviceable, 
and  strong  manila  ox  hemp  rope,  not  less  thim  one  inch  in  diameter, 
anchor^  at  some  point  above  ni^  water,  at  the  same  distance  apart 
as  liie  width  of  the  space  occupied  by  mm  fronting  on  such  b^h; 
and  from  the  two  points  at  which  such  life  lines  are  so  anchored, 
mi(di  lines  shall  be  made  to  extend  ^  far  into  the  suif  as  bathing 
therein  is  ordinarily  safe  and  free  f  rcmi  danger  c^  drow  ning  to  persons 
not  exp^  in  swimming,  and  at  such  limit  points  of  safety  such  lines 
shall  oe  anchored  andln^oyed.  From  such  limit  points  of  such  lines 
SQ,  extended,  i^chored,  and  buoyed,  a  third  line  shall  be  extended, 
connecting  the  two  extremities  of  such  lines,  and  buoyed  at  suon 
points  as  to  be  principally  above  the  surface  of  the  water  ,^  thercl>y 
inclosing  »  space  withm  such  lines  and  the  beach  within  which  bath- 
mg  is  bdieved  to  be  safe,  fjvery  such  keeper,  proprietor,  or  other 
such  person  shall  cause  to  be  painted  and  put  up  in  some  prominent 
place  upon  the  beach,  near  such  bathing-houses,  the  foUowmg  words: 
''Bathing  beyond  the  lines  dangerous/'  Such  lines  so  placed,  an«- 
eh€Nred,;and  buoyed,  fmd  such  notice  so  put  up,  shall  be  so  main- 
tained by  every  suoh  keeper,  proprietor,  or  other  person  during  the 
'Mitire  season  of  surf  bathing.  Tne  -ownev  of  a  bathing-house  shaU 
not  be  subject  to  the  provisions  of  this  section  where  such  bathinp- 
house  is  used,  occupied,  or  maintained  by  a  lessee  for  hire,  b^t,  la 
«uoh  instances,  the  lessee  shall  be  deemed  the  keeper  or  proprietor 
th^-eof.    (S.  G.,  (26.) 

§342.  Hcrseshoeing  estabUskmenta  regvkUed. — ^No  horseshoeuig 
establishment  shall  be  conducted  or  lyiaintained  in  the  City  of  New 
York  without  a  permit  therefor  issued  by  the  Board  of  Health,  or 
<»tiherw]8e  than  in  accordance  with  the  tenns  of  said  permit  and  the 
EeguliMions  of  said  BqanL    (New.    Passed,  Dec.  21,  1915.) 


ARTICLE  18 

VESSELS  AND  SEAMBK 

8ec.  351.  Duties  of  masters,  chief  officers,  and  physicians. 

(352.  Vessels  from  infected  ports,  or  liaMe  to  quarantine:  not 

to  be  brought  widmi  three  himdred  yards  of  docks  or 

piers  unless  permitted. 
4  353.  VesB^  not  in  quarantine;  duty  of  master,  chief  offioors, 

and  consignee  to  make  daily  r^wrts. 
(  354.  Retaaoval  of  persons  sick  of  an  infectious  disease  prohibited. 
§  355.  Removal  of  persons  and  articles  exposed  to  infectious 

disease  resmoted;  permit  reqinred. 
(  356.'  Straw,  beddmg,  clothing,  and  other  substances;  not  to  be 
*  cast  into  pubho  waters. 
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§  357.  Births,  mamages,  and  deai^;  duty  of  offioers^  suigeoaery 

and  others  to  report. 
§  358.  Discharge  of  cargo  r^ulatedr 
§  359.  Skins,  hides,  rags,  straw,  bedding,  and  other  articles  and 

materials;  removal  and  distribution  regulated. 
§  360.  Houseboats;  the  use  thereof  regulated. 
§  361.  Boats  and  other  water  craft;  loud  and  explosive  noises 

prohibited. 
i  362.  Duties  of  keepers,  lessees,  tenants,  and  owners  of  boaxdinK- 

houses  aiKi  kxiging-houses. 

Sec.  361.  Duties  of  masters^  chief  qfficersy  and  physicians, — Every 
master  and  chief  officer  of  any  vessel,  and  every  i>hy[^ian  <rf,  or  who 
has  practiced  on,  any  vessel,  which  shall  arrive  in  the  port  of  New 
Y(m4c  from  any  other  port,  snail  at  once  r^jort  to  the  Department  of 
Health  any  facts  connected  with  any  person  or  Hiing  cm  said  vessel, 
or  that  came  th^-eon.  which  he  has  reaSon  to  Uiink  may  endanger 
the  public  health  of  me  City  of  New  York;  and  he  shall  r^)ort  me 
facts  as  to  any  person  thereon  being  or  having  b^n  sick  of  an  in- 
fectious disease^  and  as  to  there  being  or  having  been  th/ereaa  during 
the  voyage  or  smce  the  arrival  of  any  such  vessel  any  infected  perscMi 
or  articles.     (S.  C,  §  15L) 

§  362.  Vessek  from  infected  ports,  or  MMe  to  quarantine;  not  to  be 
broitgM  vn&dn  three  hundred  yards  of  docks  or  piers  unltess  permiUed. — 
No  master,  charterer,  consignee,  or  othw  person  g^all  order,  bring, 
or  allow  (having  power  and  authority  to  prevwit)  any  vessel  or 
pCTson,  or  article  thCTefrom,  from  any  infected  port,  or  any  vessel,  or 
person  or  article  thwefrom,  liable  to  cruarantme,  according  to  the 
ninth  section  of  the  three  hundred  and  fifty-eidith  chapter  of  the 
Laws  of  1863  (orxmder  any  other  laws,  and  whemer  such  quarantine 
has  been  made  or  suffered  or  not),  to  come  or  be  l»oug}it  to  anjf 
point  nearer  than  three  hundred  yards  from  any  dock,  pier,  or  build- 
mg,  in  the  City  of  New  York  without  a  pennit  therrfor  issued  by  the 
Board  of  Health,  or  otherwise  than  in  accordance  with  the  tenns  of 
said  pennit  and  with  the  Regulations  of  said  Board.  Nor  tdiaUtuiy 
vessel,  or  person  or  thing  therein  or  therefnmi,  hav^g  been  in^^aiv 
antine,  come  or  be  brought  or  be  permitted  to  remain  within  the  last- 
named  distance  of  any  last-named  place^  without  a  permit  therefor 
issued  by  the  Board  of  Health  ot  otnerwise  than  in  accordance  with 
the  terms  of  said  permit  and  with  the  Regulations  of  said  Board. 
(Amended,  Dec.  21,  lftl6.) 

§  353.  Vessels  not  in  quarantine;  duty  of  master^  chi^  officers,  and 
consignee  to  make  daily  reports, — The  master,  diief  tsnoer,  at^  oon- 
fiignee,  of  every  vessdi  not  being  in  quarantine^  or  withki  imaniijtiiie 
limits,  but  being,  within  one-fourth  d  a  mile*  of  any  dodk,  wnarf,  pier, 
or  building  of  the  City  of  New  York,  shall  daily  report  to  the  Depart- 
Boent  of  Health,  or  cause  to  be  reported  thereto,  m  wntiog,  the  par- 
ticulars, and  shall  therein  state  the  name,  disease,  and  condition,  of 
anypearson  in  or  on  such  vessel  who  is  siokof  anyinfeotiousi&ease. 
(S.  C.,  i  149.) 

§  453.  Removal  of  persons  sick  ef  an  infectious  disease  prohibited, — 
No  person  4Bhall  bring  into  the  City  of  New  Yoric  from  any  Afeeted 
place,  or  land  at  or  take  into  the  said  Qty  from  amy  vessel  lately 
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horn  an  iojEeeted  port,  or  from  any  veeael  or  building  in  wliich  hm 
latdy  btMOU  any  person  sick  of  an  infectious  disease,  any  article  or 
person  \i4iat8oever,  nor. shall  any  such  latter  person  land  or  come 
mto  said  City,  without  a  permit  therefor  iissued  by  the  Board  ci 
Health  or  otherwise  than  in  aoc(M?d&nce  with  the  terms  and  oonditi<HB 
€^  said  permit;  and  it  shall  be  no  excuse  that  the  person  So  offending, 
or  the  article  involved  in  the  offense,  has  passed  through  quarantine, 
or  that  a  permit  therefor  has  been  obtained  frmn  any  other  source 
than  the  said  Board.    (S.  C,  §  156.) 

§  355.  Removal  of  penons  and  articles  exposed  to  infectious  dis^ 
eases  restricted;  permit  required, — ^No  captain,  officer,  consignee^ 
owner,  or  other  person  in  tmarge  of  any  vessel  (or  having  right  ana 
authority  to  prevent)  shall  remove  or  aid  in  removing  from  any 
vessel  to  the  shore  (save  as  legally  authorized  by  the  Health  (Meer 
of  the  Port  of  New  York,  and  uien  into  quaraaline  grounds  and 
buildings  only)  any  person  sick  of,  or  person  that  has  beoi  exposed 
to  and  is  lia&le  very  soon  to  dev^op,  any  inlectious  disease,  or  so 
remove  or  aid  in  removing  any  articles  that  may  have  been  exposed 
to  the  contagion  of  cmy  such  disease,  without  or  otherwise  man  in 
aeoordance  with  the  terms  and  conditions  of  a  permit  therefor  issued 
by  the  Board  of  HeaHh.    (8.  C,  §  154.) 

(  356.  Straw,  bedding,  dothing,  and  other  stibstances;  not  to  he  coiSt 
'kdo  ptMio  waters* — ^No  owner,  part  owner,  charterer,  ag^it,  or  con- 
mgnee  of  any  vessd,  or  any  officer  or  person  having  charge  or  oontfol 
of  the  same,  shall  cast  or  allow  to  be  cast,  therefrom,  into  anv  pub^ 
Waters  <rf  the  City  of  New  York,  any  straw,  bedding,  clothing,  or 
other  substance.    (S.  C,  §  157.) 

(  357.  Births,  marriages,  and  deaths;  duty  of  officers,  sturgeons f  and 
ethers  to  report, — ^The  master,  chief  officer,  ship's  surgeon,  <»r  the 
oompany,  ooiporation,  charterer,  or  person  having  the  management 
and  control,  of  an^r  vessel  which  shall  arrive  at  the  port  of  New  Yoik 
fidiaU  ]!^)ort,  in  writing,  to  the  Department  oi  Health  of  the  City  of 
New  York,  within  tfaoree  days  after  the  arrival  of  su^  vessel,  the 
death  or  marriage  of  any  resident  of  said  City,  or  the  birth  oi  any 
ebild,  whose  partita*  are  residents  or  parent  is  a  resident  of  said  City, 
ceourring  tiiereon  at  sea,  and  shall  nte  in  the  Bureau  of  Records  of 
said  Department  a  transcript  of  the  entry  made  in  the  log  boolt  of 
audi  vessel,  in  respect  to  any  such  death,  marriage,  or  Birth.  A 
inmsoript  of  an^  death,  mamage,  or  birth  filed  as  aforesaid  may  be 
Issued,  m  the  discretipn  of  said  Department)  to  any  person  ^ititled 
to  receive  the  same.    (S.  C,  §  151a.) 

(  368.  Discharge  of  cargo  regtiated. — ^No  owner,  agent,  or  consignee, 
of  any  vessel,  or  cargo,  and  no  officer  of  any  vessel  (in  respect  of 
either  <^  which  vessel  or  oafgo  a  pennit,  according  to  any  lam,  ordi- 
nance, or  regulation  shall  or  should  have  been  obtained  to  pass 
quarantine,  or  to  come  up  to  the  waterfront  of  the  City  of  Ne^ 
York)  shall  unload,  or  laiKl,  or  cause  to  be  unladen  or  landed,  audi 
cargo,  or  any  part  thereof,  at  any  place  in  said  City,  ¥^thout  or 
otherwise  than  m  aeoordance  with  the  terms  and  conditions  of  a  per* 
mit  th«*efor  issued  by  the  Board  of  Health.    (S.  C,  §  153.) 

(35^.  Skins,  hddes,  roi^s,  straw,  bedding,  and  other  artides  and 
materials:  removal  ana  distribution  regulated, — No  master,  charteref  ^ 
owner,  part  owner,  or  consignee  ol  any  vessd,  or  any  other  person. 
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shall  bring  nearer  to  any  dock,  pier,  wharf,  or  buUdiBc,  than  one 
thousand  feet  therefrom  in  the  City  of  New  York,  or  unload  at  any 
doek,  pier,  wharf,  or  building,  therein,  or  have  on  storage  in  tm 
buih-up  portions  of  said  City,  any  skins,  hides,  rags,  or  sitmhir  arti- 
des  or  mat^ials  which  have  been  brought  from  any  foreign  country 
or  any  infected  place,  or  from  any  points  south  of  Norfolk,  Virginia, 
without  or.  otherwise  than  in  accordance  with  the  terms  and  condi- 
tions of  a  permit  therefor  issued  by  the  Board  of  Health,  and  no 
person  shall  sell,  exchange,  remove,  or  in  ai^  way  expose,  any  straw, 
bedding,  or  other  articles  used  by  immigrants  upon  any  vessel  bring- 
ing inmiigrants  to  this  port,  imtil  it  shall  have  oeen  adequately  and 
pfc^rly  cleansed  or  disinfected;  and  all  straw,  bedding,  or  c^h^ 
articles  that  have  been  exposed  on  any  vessd  to  the  contagion  or  in- 
fection of  any  infectious  aisease,  or  nave  be^i  or  are  liable  to  com- 
municate such  disease,  shall  be  destroyed  by  fire  om  said  vess^ 
(S.  C,  §  162.) 

§  360.  Houseboat^;  the  use  thereof  regtdatedr-^i^o  hoiliseboat,  while 
used  or  occupied  as  such,  shall  be  moored,  anchored,  or  located  in 
the  waters  of  any  inlet  or  bay  within  the  territorial  liniits  Of  the  City 
of  New  Yoric,  except  the  upper  or  lower  bay  of  New  Yoric  Harbcnr, 
without  a  permit  therefor  issued  by  the  Boara  of  Health  or  otha*wiae 
than  in  accordance  with  the  terms  <^  said  permit  and  with  the  Ref- 
lations of  said  Board;  and  no  person  shall  use  or  occupy  for  living 
purposes  any  such  boat  so  moored,  anchored,  or  located,  imless  a 
permit  for  such  boat  has  been  issued  as  hereinbefore  provided,  or 
then  otherwise  than  in  accordance  with  the  terms  of  said  p^mil  and 
the  Regulations  of  said  Board.    (S.  C,  {  157a.) 

§  361.  Boats  and  other  wcUer  craft;  loud  and  expUmve  noises  pro^ 
kibUed.^AR  boats  or  other  water  craft  plyii^  on  any  of  the  waters 
of  or  adjacent  to  the  City  of  New  Yorie,  equipped  with  a  gasoline  or 
other  internal  combustion  engine  in  which  a  gas  is  generated  or  used 
for  purposes  of  propulsion,  shall  be  construed  so  that  the  exhftUst 
from  such  engine  is  made  to  discharge  into  a  muffler  or  other  device 
which  will  prevent  loud  or  explosive  noises  occurring  on  or  about 
any  such  boat  or  craft,  and  no  p^'son  havinj^  the  manaj^ement  and 
control  of  any  such  boat  or  craft,  or  operatmg  tJie  ^igine  thereon, 
shall  cause,  |>ermit.  suffer,  or  allow  the  exhaust  from  such  ^igine 
to  discharge  into  tiie  open  air,  or  otherwise  than  into  a  mtffler  or 
other  device  which  will  prevent  loud  or  explosive  noises  ooourraig 
on  or  about  any  such  boat  or  craft.    (S.  C,  §  188.) 

§  362.  Duties  of  keepers,  lessees,  tenants,  and  owners  of  boarding^ 
houses  and  lodging^honises, — ^The  keepers,  lessees,  tenants,  and  owners 
of  every  boarding-chouse  and  lodgmg-house  shall  forthwitii  notify 
the  Department  of  Health  of  the  fact  of  any  seafaring  man,  or  pa»on 
eoimng  lately  frcnn  any  vessel,  being  taken  sick  at  such  house,  and 
shaU,  at  ^e  same  time,  inform  the  sakl  Department  of  the  premiseB 
where  such  sick  person  may  be  found,  and  of  the  name  of  the  vessel 
from  whidi  and  the  time  when  such  person  came,  to  tJie  best  of  the 
knowledge  of  ihe  parson  or  persons  giving  such  notice  and  infoima- 
tk)n.     (S.  C,  §150.) 

The  Sanitary  Code  of  the  Board  of  Healtii  of  the  Department  of 
Health  of  the  City  of  New  York,  revised  and  amended  oy  the  said 
Board  and  filed,  as  thus  revised  and  amended,  with  the  CHy  Clerk 
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pluded  and  proved  aa  a  maCt«f  of  fact  b>  b«  used  in  evidence.  The  court  will 
not  take  judicial  notice  or  ordinances.  BoeUm  v.  AbrahBUi,  91  App.  Div.  417; 
City  of  New  York  v.  Knickerbocker  Tmst  Ck>.,  104  App.  Div.  223:  Met.  Milk  Co. 
V.  Cily  of  N.  y.,  88  N.  Y.  Supp.  894;  113  App.  Div.  3?7;  186  N.  Y.  6J3;  TM^  <if 
Hetltb  V.  City  R.  E.  Invent.  Co.,  SO  N.  Y.  Supp.  18. 

Abaiina  nuuunfe.— Soc.  1179,  L,  1901,  ch.  4&,  gives  Board  of  Health  power  to 
sbau  any  building  which  it  deems  a  nuisance,  and  sec.  1300  prescribea  the  pro- 
cedure.   The  ricbt  to  destioy  a  building  Buoimanly  is,  if  granted  by  atatute.  valid. 
EsBii  V.  Health  Dept.,  9  App.  Div.  431;  Van  Wanner  V.  Mu'or  of  AnMoy,  15  Wend. 
202;  Cartwright  v.  City  of  Cohoes.  39  App.  Div.  69;  Smith  v.  Irish,  37  App.  Div. 
220;  but  the  necosraty  for  such  an  abalement  is  a  question  ol  fact  wbicb  will  be 
reviewed  by  the  courts.    Heaith  Dept.  v.  Daasr-    '  ■"  •'   ■>'  "■  ■  ■  •• — '-  —  — ' 
Copcutt  V.  Board  of  Health  of  Yonkors,  140  N. 
Peopk  ei  nl.  Savage  v.  Board  of  Health.  33  Ba 
■uce  muBt  be  specific.    Rogers  v.  Baker,  31  Bi 
nature  indnisi  sad  prima  facie,  is  deemed  liut 
Gi^den  v.  Health  DeU.  of  M.  Y..  21  App.  Div.  42 

new  which  is  not  necenaVto  BbateT^aag  v.  Cif 
CnutJLlHtwuiI.— See  notes  befani  Art.  L.  mrpr 
be^th  may  1 
■rit^i^Ua  pi 

'  hntOi  oS^xn. — Aa  to  liabidt: 
B  and  tem^disSi  as*  Sbarbom 

4% 


of  Buffalo. '19  App.  Di 


„  .,   officen. — Aa  to  liabilities  of  henidi  offleen  in  deatioying  pro[^ 

erty  fot  riihts  and  temediss,  se*  Sbarbom  r.  Health  Dtsii.  of  N.  Y..  26  AMi.  I^- 
177:  Golden  v.  BeatthDept.  of  N.  Y.,  21  App.  Div.  420;  Underwood  v.  Green, 
'•    mv.Healthr     "  "^       " " 

N.  y!*187!  ' 

InjvnctianB. — Tnjunctioni.  ..«,j    .—  n.- —  -^^....^  . — ..„....». 
cutt,  140  N.  Y.  12;  Gould  v.  Rochester,  105  N.  Y.  46;  Giw 

App,  Div.  249;  N.  Y.  Hear  '        "     •       "~ "    - 

^Hun.  M2. 

Oarbatt- — Cities  have  the  power  to  prevent  garbage  beiog  drawn  through  the 
streets  by  the  owners.     Eddy  v.  Buffalo.  193  App.  Div.  246. 

JuriiSriion.— Voder  the  Greater  New  York  Oharier,  the  DapartoHsit  of  Health 
mky  sue  and  be  sued.    Aleunderv.  Mew  York.  IMApp.  Div,  1B1. 

Manura.— ReguUtiona  goTeming  the  rcmoTal  are  teasanabts,     Senny  v.  Health 
EKtpt.  110  Misc  892. 
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CHAPTER  21 
Sewers  and  Drains 


Article  1.  General  provisions. 

2.  Construction. 

3.  Maintenance. 


ARTICLE  1 

GENERAL  PROYISIONft 


Sec.  1.  Jurisdiction. 


Sec  1.  Jurisdiction, — ^AU  sewers  and  drains  in  streets  or  pubUo 
places  shall  be  under  the  charge  of  the  president  of  the  borough  in 
which  the  same  are  situated,  who  shall  keep  the  same  in  good  order 
and  condition,  and  clean  ana  free  from  obstructions.  He  shall  cause 
such  repairs  to  be  made  to  sewers,  drains  and  to  the  receiving  basins, 
culverts  and  openings  connected  th^ewith,  as  may  from  time^  to 
time  become  necessary;  provided  that  sudi  sewer  culverts  shall  be 
cleaned  at  night  and  not  m  the  daytime.    (C.  O.,  J  152.) 


ARTICLE  2 

CONSTRUCTION 

Sec.  10.  Construction  generally. 
§  11.  Private  constructions. 
§  12.  Fees  for  connections. 
§  13.  Constructors:  license  and  bond. 
§  14.  Notice  to  pubUc  service  corporations. 
§  15.  Water  connections. 

Sec.  10.  Construction  generaUy,  1.  Permit, — No  connection  shall 
be  made  with  any  sewer  or  drain  without  a  written  parmit  therefor^ 
issued  by  the  borough  president  having  jurisdiction. 

2.  Mode  and  materials  of  construction.  Each  borough  president, 
within  his  jurisdiction,  shall  prescribe  the  mode  of  piercing  or  open- 
ing sewers  or  drains  and  the  form,  size  and  mataial  of  which  con- 
nections therewith  shall  be  composed,  and  shall  have  authority  to 
grant  permission  to  make  latest  connections  with  said  sewers. 
No  person  shall  make  any  connection  with,  or  opening  into  any  sew^r 
in  a  mode  dififerent  from  t^t  prescribed  therefor  by  the  Dorou|^ 
president,  under  the  penalty  of  $50.    (C.  O.,  ^§  153,  156.) 

§  11.  Private  constructions, — ^Within  his  jur&diction,  each  borou|^ 
president  may  issue  permits  to  persons  to  construct,  at  their  own 
expense,  sew»«  or  drains,  or  to  lay  pipes  to  connect  with  any  sewers 
or  dndns  built  in  any  street,  on  being  furnished  with  the  writt^i 
consent  of  the  owners  of  a  majority  of  the  property  upon  the  street 
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tbro<^  which  such  Mwer,  drun  or 
miseioD  shall  not  be  granted  except  u; 
of  the  persons  applying  therefor,  thi 
provisions  of  chwter  23  of  this  ordiiu 
m  streets;  that  they  will  indemnify  th 
to  which  it  may  be  put,  b}[  reason  of 
or  carelessness  in  perfonniog  the  wc 
claiiQ  will  be  made  oy  them  or  tteir  ai 
city,  if  the  work  bo  permitted  shall  bi 
the  aoaxd  of  aldermen,  or  for  exemptu 
imposed  for  coDstructing  Bewere  or  < 
property;  and  upon  the  further  con 
^me  may  revoke  and  annul  such  pen 
drains  or  pipes  b>  be  taken  up  or  rei 
Oxd,  May  6,  1913.) 

il2.Fee»forcotmeetions.  1.  ftwoJe.— The  fee  to  be  paid  to  the 
reroective  borough  presidents  for  a  permit  for  each  connection  made 
either  directly  or  indirectly,  witb  any  pubUc  sewer  or  drain,  shall 
be  as  follows: 

In  the  borough  oi  Manhattan,  $10; 

In  the  borou^  of  Brooklyn.  $10; 

In  the  borough  of  Queens,  $5; 

In  the  borough  of  The  Bronx,  $5; 

In  the  borou^  of  Richmond,  $5. 

No  additional  char^  shall  be  made  for  the  sewer  connection  to  a 
building  erected  m  place  of  pne  tb^t  bMi  been  ranoved,  demolished 
or  destroyed  in  whole  or  in  part,  or  for  extenuons  or  alterations 
made  to  same,  unless  actually  a  new  CQnpection  be  required.  (C.  0., 
S  158,  amend.  May  6,  1913.) 

tWe  doUan  held  tobtn  nuoiuble  fee.  dV  .of  euS*)a.  v.  aUYWlMFW  'tC  An>> 

2.  Pubii 

municipal       ^ ,,       ,..       __  . .  ...... 

or  fees  for  connecting  into  any  pubUc  sewer  in  any  street,  except 
nominal  charge  of  tlO  for  each  such  municipal  or  public  buildinB 
owned  by  the  «ity.    (Ord.  July  2, 1912.) 

i  13.  CotuiTuclora;  l-Uenae  and  bond. — All  openii^  into  any  sewers 
or  drains,  for  the  purpose  of  malting  coiLnection  therewith,  from  any 
house,  cellar,  vault,  yard  or  other  premises,  shall  bo  made  by_  per- 
sons to  be  Ucensea  by  the  several  borough  presidents,  in  writing, 
to  perform  such  work,  who,  before  being  so  licensed,  shall  execute 
a  bond  to  the  city  in  the  sum  of  $1,000,  with  one  or  more  sureties 
to  be  approved  by  the  borouzh  president  issuing  such  license,  con- 
ditioned that  they  will  carefully  wiJte  all  openings  into  any  sewer 
or  drain  in  the  manner  prescribed  by  the  borough  president  having 
jurisdiction,  without  injuring  the  some;  that  they  will  leave  no  ob- 
Btructions  of  any  description  whatever  in,  and  will  properly  close 
up  the  sewer  or  drain  around  the  connection  made  by  tiiem  and 
make  no  opening  into  the  arch  <^  any  sewer  or  drain;  t^at  they  will 
faithfully  comply  with  the  provisions  of  this  ordinance  relatmg  to 
opening  and  excavating  streets;  be  responsible  for  any  damages 
or  injuries  that  may  accrue  to  persons,  animals  or  property,  by  rea- 
aon  of  any.  opening  in  any  street  made  by  them  or  thoae  in  their 
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ijtsiure  oreaKuig  gnjunu  mereior.     i\:  \j,. "  . 

S  15.  Water  amnedions. — All  CoiuiectH: 
used  for  the  purpose  of  carrying  off  wastes 
ranks  or  otherwise,  shall  have  facHities  ft 
be  properly  discharged,  so  as  to  safety  cm 
the  poialty  of  S5  for  each  day  the  fiirtun 
without  adequate .  means  for  such  watc 
amend.  May  fl,  1913.) 

ARTICLE  3 

UAHTTENAJiCm  , 

Sec.  20.  Obetructinz  subatanoea. 
S21.  Volatile  inflammable  liquids. 
i  22.  Steam  and  hot  water, 
1 23.  Injury  to  aewera,  baaina  and  manholes. 
S  24,  Violations, 

Sec,  20,  Ohitnicting  substaiuxt. — No  person  shaU  pwmit  any 
substance  to  flow  or  pssa  into  any  sewer,  drain  or  receiving  baain, 
connecting  with  a  public  sewer,  which  may  form  a  deposit  tending 
to  choke  stud  sewer,  drain  or  t^n,  (C.  0.,  }  1S8,  amend.  May  6, 
1913.) 

S  21.  Volalile  inflammable  liquids. — No  connection  with  or  op«ning 
into,  or  gutter  leaaing  into  any  sewer  or  drain,  either  public  or  private, 
shall  be  used  for  the  conveyance  or  discharge,  directly  or  inairectly, 
into  stud  aewer  or  drain,  of  any  volatile  inflammable  liquid,  Koa  or 
vapor;  it  being  noted  that  a  volatile  inflammable  liquid  is  any  liquid 
that  will  emit  an  inflammable  vapor  at  a  temperature  below  160 
degrees  Fahrenheit.     (C.  O.,  S  561  as  amend,  ord!  app.  Aug.  8, 1916.) 

1 22.  SUam  and  hot  toaler. — No  connection  with  or  opoiing  into 
any  eewer  or  drain  shall  be  used  for  the  conveyance  or  discharge 
into  sud  sewer  or  dr^  of  steam  or  hot  water,  above  100  degrees 
Fahrenheit,  from  any  boiler  or  engine,  or  from  any  manufactory  or 
building  in  which  steam  is  either  uaed  or  generated;  nor  shall  any 
person  discharge  or  permit  steam  to  escape  mto  any  sewer  or  drain, 
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or  into  any  public  street,  from  any  stopcock,  valve  or  other  opening 
in  any  steam  pipe  or  main.  The  borough  president  having  juris- 
diction of  said  sewer  or  <^rain  ier  hereby  authorized  and  du'ected, 
upon  the  expiration  of  5  days  after  notice,  to  discontinue  the  dis- 
charge of  steam  or  hot  water  from  any  connection,  to  cancel  the 
permit  for  such  connection,  and  to  close  up  and  remove  the  same, 
if  the  discharge  of  steam  or  hot  water  ther^rom  shall  not  have  been 
discontinued.  The  penalty  prescribed  by  §  24  of  this  article  shall 
be  imposed  upon  and  recovered  from  tne  owner  and  occupants, 
severally  and  respectively,  of  any  manufactory  or  building,  or  any 
corporation  violating  any  provision  of  this  section.     (C.  O.,  §  168.) 

§  23.  Injury  to  setverSf  basins  and  manholes. — No  person  shtill  in- 
jure, break  or  remove  any  portion  of  any  receiving  basin,  covering, 
flag,  manhole,  vent,  or  any  part  of  any  sewer  or  dram,  or  obstruct  the 
mouth  of  any  sewer  or  drain,  nor  shall  any  person  place  or  deposit 
any  substance  exceeding  one  ton  in  weight  upon  any  wharf  or  bu&- 
head  through  which  any  sewer  or  drain  may  run;  nor  upon  or  over 
any  S0Wei*or  drain  where  the  same  shall  be  within  3  f  eet  or  thb  surface 
of  the  lAreet.    (C.  C,  §  160.) 

§  24.  Violations. — ^Any  p&feon  ^ilio  shall  Violate  any  provision  of 
this  chapter  riiall  be  liable  for  a  penalty  of  $50,  and  may  also  be 
prosecuted  criminally.  Any  person  convicted  of  any  violation  of  the 
provisions  of  this  article  s^all  be  punished  by  a  fine  of  not  more  thati 
$50,  01^  by  imprisoifinent  for  not  exceeding  30  days,  or  by  both  such 
fine  and  irapnscmment.    (C:  O.,  §§  160,  562.) 


(    t 
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CHAPTER  22 

Street  Cleaning 

Article  1.  General  provisions. 

2.  Refuse  and  rubbish. 

3.  Snow  and  ice. 

ARTICLE  1 

Oiia^RAL  PnOVISIONS 

Sec.  1,  Rejanburaement  for  removal  of  rubbish  <Hr  ffliow. 

Sec.  1.,  Reimbursement  for  removal  of  rvbbi^  or  ^mwr^WhsoeYer 
any  owi^er,  lessee,  tenant,  occupant,  or  o^r  person,  haviog  obiui^ 
of  aay  buildha^  or  lot  of  ground  abutting  upon  any  stre^  pr  imbEc 
pbm,  whero  tbe  sidewalk  is  paved,  shall  fail  to  covaply  with  i^  t^ 
the  provisions  of  this  ch^ter  for  the  removal  of  snow  or  ioe,  cUrt  or 
;Ot^er  material  from  the  sidewalk  and  gntter  on  the  aide  of  the  etroet 
on  which;  sajd  build^  or  lot  abuts,  the  wTomMmm  <^  $t«eetisl«Hk- 
ing,  or  the  borough  president  of  Queens  or  J|jk$b9iv(m4>  -M  ?the  e«ae 
may  be,  may  cause  such  removal  to  be  made,  meeting  such  expense 
from  any  suitable  street  cleaning  or  hi^way  fund.  Thereafter,  the 
expense  of  such  removal  as  to  each  particular  lot  of  grotmd  shall  be 
ascertained  and  certified  by  the  commissioner  of  street  cleaning,  or 
the  president  of  the  borou^  of  Queens  or  Richmond,  to  the  comp- 
troller, and  the  board  of  estimate  and  apportionment  mav  authorize 
such  additional  expenditures  as  may  be  required,  for  the  removal 
of  the  snow  or  ice,  dirt  or  other  material,  to  be  repaid  to  the  fund  from 
which  the  payments  were  made,  or,  instead,  in  the  borough  of  Queens 
or  Riclmiond,  to  the  special  fund  for  restoring  and  repaving  in  said 
boroughs,  if  the  presidents  thereof  so  elect,  with  prooeeds  from  the 
issue  and  sale  of  revenue  bonds,  which  shall  be  sold  by  the  comptroller 
as  provided  by  law. 

Adopted  March  26. 1918.   Approved  April  4, 1918. 

ARTICtE  2 

REFUSE  AND  RUBBISH 

Sec.  10.  Throwing  refuse  into  streets  and  vacant  lots. 
§  11.  Interference  with  deposits  of  rubbish  or  refuse. 
§  12.  Fruit  skins  on  sidewalks. 
§  13.  Droppings  from  vehicles. 
§  14.  Offensive  matter. 
§  15.  Handbills,  cards  and  circulars. 
§  16.  Sprinkling  streets. 
§  17.  Protection  of  sewers. 
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See.  IQ.  Thii^iimffrefmeiiUo6^reeUemdwuxttUlUs.  1.  PrekUrited.— 
No  person  or  persons  shall  throw,  cast  or  lay,  or  direct,  suffer  or  per* 
mit  a^  servant;  agent  or  employee  to  throw,  oast  or  lay  any  ashes, 
offal,  vejsetables,  garbage,  dross,  cinders,  shells,  straw,  shavings, 
paper,  dirt,  filth,  broken  glassware,  crockery,  bottles  or  rubbish  of 
any  kind  whatsoever  in  or  upon  any  vacant  lot,  lots  or  pk)t,  except 
where  ashes  or  dirt  may  be  used  for  filling  in  purposes  under  a  permit 
secured  from  the  department  or  binreau  having  jurisdiction,  or  in 
any  street;  either  upon  the  roadway  or  sidewalk  thereof. 

Adopted  March  20,  1917.    Became  effective  April  3.  1917. 

2.  Sidewalk  sweepings.  In  the  boroughs  of  Manhattan,  Brookljrn 
and  The  Bronx,  dust  from  the  sidew£^  may  be  swept  into  the 
gutter  in  the  morning  before  8  o'clock,  or  before  the  sweepinc  of  the 
roadway  by  the  depwtment  of  street  cleaning,  if  there  piled;  but  not 
otherwise,  and  at  no  other  time.    (C.  O.,  §  404,  amend.  Apr.  2i9, 1913.) 

3.  Interference  wUh  slreetrdeaners.    No  person  shall  prevent  or^ 
interfere  with  any  employee  of  the  department  of  street  cleaiiing  in 
the  sweeping  or  cleaning  of  any  street,  or  in  the  removal  therefrom  of 
sweepings,  ashes,  garbage,  rubbish,  snow,  ice  or  other  refuse  material. 
(Manh.  Ord.,  §  3.) 

§  11.  Interference  with  deposits  of  rubbish  or  refuse. — ^No  person, 
other  than  an  authorized  employee  or  agent  of  the  department  of 
street  cleaning,  or  the  bureau  of  street  cleaning  in  the  ooroughs  of 
Queens  or  Richmond^  shall  disturb  or  remove  any  ashes,  garbage  or 
light  refuse  or  rubbish  placed  by  householders,  or  their  tenanto, 
or  by  ©ocupants  or  their  servants,  within  the  stoop  or  wea  line,  or  in 
front  of  houses  or  lots,  for  renoval,  unless  requested  by  residents  of 
such  houses.     (C.  O.,  §405.) 

§  12.  Fruit-skins  on  sidetoalks.  h  Prohibited. — ^No  person  shall 
cast,  throw  or  deposit  on  any  Sidewalk  or  crossing  in  any  street  or 
public  place  any  part  or  portion  of  any  fruit  or  vegetable  or  other 
substance,  which,  when  stepped  upon  by  anyone,  is  liable  to  cause, 
or  does  cause,  him  or  her  te  sM^or  falL    (C.  O.,  §'27U 

2.  Copy  of  section  to  be  posted. — ^The  pvopnetor  of  ev«ry  stare,  at^d 
or  other  palace  who^e  fv^  or  vegetable. or  other  si^tanoe  nftentioaed 
in  subdivision  1  of  this  section  are  sold,  shaU  ke^  eocistantly  sus- 
pended therein  or  posted  thereon,  in  some  conspicuoyo  place,  a  topy 
of  this  seetion  {Hinted  in  lanp  t^pe,  so  that  perscms  purchasing  any 
such  fruit  or  vegetable  or  other  substance  may  become  aware  of  Us 
piovisioBB.    (C.  0.,f272.) 

§  13.  Droppings  from  vehicles. — No  one  bein^  the  owner,  driver^ 
mannger  or  eonouctor  of  any  cart  or  other  vehicle,  or  of  any  reoep- 
taide»  shall  scatter,  drop  or  spill,  or  permit  to  be  scattered^  dropped  or 
spilled,  any  diH,  sand,  gravel,  clay,  loam,  stone  or  buildm^  rubbish, 
or  hay,  straw,  oats,  sawdust,  shavings  or  other  light  materials  of  any 
sort,  or  raumfaetwing,  trade  or  household  waste,  refuse,  rubbish  of 
any  ac^rt,  or  ashes  or  manure,  garba^  or  other  organic  refuse  or  other 
oSanoi  ve  matt^  th^sef lom,  or  permit  the  same  to  be  blown  off  there- 
from by  the  wind,  in  or  upon  any  street  or  public  place.    (C.  O. ,  1 407 .) 

$  14.  Qffenme  matter. — No  peraoin  shall  t^w  any  switl^  bnae, 
mine  of  aohnals  or  other  offensive  animal  matter,  nor  any  aiinkmpr 
noxious  liquid  or  oiber  filthy  matter  of  any  kind,  |Gh  run  <Hr  i^  m 
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or  upon  any  etreet  or  publio  pbtce,  or  be  t(ik«n  or  pot  theruO.    (Sao- 
it«ry  Code,  J  102.) 

i  IS.  HandiriUt,  cards  and  eircubm. — No  pereoa  ^all  throT,  cast 
or  dJBtribute,  or  cause  to  be  thrown,  cast  ot  diBttibtiled,  any  hand- 
bill,  circular,  card  or  other  advertiaii^  matter  whatsoever,  hi  oy 
Upon  any  street  or  public  place,  or  in  a  front  yard  or  oourt  yardj  op 
on  any  stoop,  or  in  the  vestibule  or  any  hall  of  any  building,  or  m  a 
letterbox  Uterein;  provided  that  nothing  herein  contained  shall  be 
deoned  to  prohibit  or  otherwise  ^eKu^a^   "      '  ''  "'  "" 

matter  by  the  postal  service.    {C.  O.,  i  ■ 

i  16.  sprinkling  aireeis.— All  persons 
streets  shall  be  requird  to  contract  with 
supply,  gas  and  electricity  for  the  purcl 
neceasary  therefor,  and  to  obtain  the  ap 
tiie  borough  to  such  contract,  but  in  no  ci 
tracte'l  tor  or  used  than  shall  be  sulficien 
on  such  streefa.  Every  street  railroad  o 
of  Richmond  and  Queens  shall  sprinkle 
trades  and  rails  when  and  as  often  as  dirt 


S  17.  Protfclion  of  sewers. — Every  ] 
street,  shall  clean,  and  every  contracto 
ike  gutters  and  parts  of  the  street  alot 
before  using  any  water  to  wash  the  bi 
could  have  been  scraped  away  shall  be 
ried  or  be  put  into  tie  sewer,  or  into  a) 
nected.     (San.  Code,  5  39,  C.  0.,  }  H 

ARTICLE  3 

SNOW  AND  ICE 


Sec.  20.  RemoTf^  from  roadways  and  crosawftlka. 

!21.  Property  owners'  duties. 
32.  Btreet  railroad  companiee;  iwponeibilitieB  of. 
i?S.  Sfdtin^  tracks. 
I  24.  Dumping. 

l%u  it  At  Bo-CKllod  "aoov  and  <ee"  ocdtnuee.  SeoUon  flSO,  R.  0.  ISDT,  n- 
(foiied  tiw  lOBOvil  to  be  vitUo  (Bcht  bann.  aeoUan  S17  of  lA.  S,  R.  O.  IB8D, 
only  iIIowhI  four  boun.  The  onliDsiHw  bu  be«D  fnoiUDtly  MiMDdad,  Uay  IS. 
ISBZ;  July  »,  I8SS.  and  Much  18,  1902.  The  dty  ia  auttonwd  to  put  nich  *  U« 
M  >  police  TcgulktioD,  wotion  *3,  Gnater  N«v  York  Charter,  and  when  within  tlw 
poWBT  dalccated  to  it  br  the  lagMatun  raeh  ui  Dtdiaance  hu  equal  foKc  andtAaet 
aa  a  atatuta  of  the  ItsmUMrs.  Villaaa  of  CaRhaaa  v.  Fnderidc.  U3  N.  T.  Mg. 
Altboiwh  a  ndewalk  be  not  flused  in  its  entiis  width,  bd  owner  mngl  daan  oS  tlM 
SamsdpoTtioos.  (Sty  of  N,  YTi.  Brown,  2T  Mbc.  2IS.  C^ty  not  liable  for  faUure 
to  war  aklewailE  innnediately  of  ice,  may  wait  raaaonabla  time  for  abattinf  o^Riar 
M>  rfn  »  .rui  _ihu  in  modenite.  Cuff  t.  Citjr  ot  Ebniim,  US  App.  DiT.  HB. 
.    Wmeklerv.atyof  NY.,  I29App.Div.«r 

^_^  -^  ^. .!_.._  __^_^j L!-L  -Tiiiiar  ordinanoM  ai«aH>E«d 

m  Netfliehw  aad  MuDUipal 

_  See.  20.  Removal  from  Toadteayg  and  eroaswaUct. — llio  commis- 
Eooner  of  street  cleaning  and  the  borouf^  preejdents  tit  Queats  utH 
RIchniDnd,  immediate  after  every  stiowfaH  or  the  formation  of  lee 
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street  cleaning  or  highway  tund,  anid  thereafter  the  expense  of  such 
raDoval,_  as  to  each  i>articular  lot  of  ground,  shall  be  ascertained 
and  certified  hy  the  said  commissioner  of  street  cleaninE  or  the  bor- 
ough president  of  Queena  and  Richmond  to  the  comptrmler,  and  the 
board  of  estimate  and  apportionment  may  authorize  auch  additional 
e^endituiee  as  may  be  required,  for  the  sajd  removal  of  such  mow 
of  ice,  dirt,  or  other  malarial,  to  be  repaid  to  the  fund  from  which  the 
paymenta  were  made,  with  proceeds  from  the  issue  and  sale  of  revenue 
bonds,  which  shall  be  sold  by  the  comptroller  as  provided  bv  law. 

The  said  conunisaioner  of  street  cleaning  or  \ite  borou 
of  Queens  or  Richmond,  as  the  case  may  be,  shall  as  soo 
after  such  work  is  done,  certify  to  the  corporation  eounse 
of  the  expense  chargeable  against  each  piece  of  properl 
poration  coiinsel  is  hereby^  directed  ana  authonsea  to 
recover  the  amount  of  this  expense,  and,  when  so  re 
amount  shall  be  turned  over  to  the  city  chamberlain,  to 
to  the  credit  ot  the  general  fund  of  the  City  of  New  \^..^  .^.  „^„ 
leductioD  of  taxation. 

Any  person  violating  any  proviskm  or  regulation  hereof  shall, 
upon  coliviotion  tberecf  by  any  city  maturate,  be  fined  for  sucb 
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offense  not  kea  than  One  DoUW  (tl)  and  not  inorC  than  Three  Dc4- 
lars  (S3)  and  in  default  of  payment  thereof  may  be  imprisoned  for 
a  period  of  one  day. 

Adopted  November  2S,  1B18.    AppMTed  April  1,  1018. 


the  pavement,  the  ownei 
having  charge  of  any  bu 
within  the  time  apeci6ed  i 
walk  abutting  on  the  aai 
sawdust,  or  some  similar 
after  as  the  weather  aha] 


city.    (U.  O.,  S  416,) 

2.  Use  qf  snow  plows  and  rolary  sweepers.  No  surface  raiboad 
company  or  other  company,  or  any  corporation  or  person  whatever, 
or  the  officers,  ^enta  or  servants  thereof,  shall  cause  or  allow  any 
snow  plow,  sweeping  machine  or  other  similar  instrument  to  pwti 
over  the  tracks  or  lines  used  by  them  within  the  limits  of  tlft  ci^, 
miless  by  the  written  permit  of  the  commissioner  of  street  cleaniriB 
or  the  borough  president  of  Queens  or  Richmond;  any  violation  of 
this  provision  shall  be  punished  by  a  penalty  not  exceeding  SlOO  foj- 
each  such  offense.  No  such  permit  or  renewal  thereof  shall  te  granted 
except  upon  the  condition  and  ^recment,  upon  the  part  of  the 
company  applying  for  such  perttut  or  renewal,  that  the  party  to 
whom  the  same  has  been  granted  shall  and  will,  at  its  own  eiqiense, 
promptly  remove  and  carry  away  the  snow  thrown  up  by  such 
pbw  or  machine,  and  that  such  snow  plow,  sweeping  machine  or 
other  instrument  shall  be  bo  con^ructeo  Bs  not  to  throw  any  sluA 
or  snow  upon  sidewalks  or  buildings,  under  a  penalty  of  110  for  every 
house,  or  sidewalk  in  front  thereof,  upon  which  slush  or  snow  disll  - 
be  thrown.  No  such  permit  oi  renewal  shall  be  granted  nnlesB 
the  party  to  whom  granted  diall  expresHtf  covenant,  stipulate  and 
agree  that,  in  case  of  ite  failure,  neglect  or  o— • '-  —*— — 
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promptly  and  carry  away  the  snow  and  ice  thrown  up  by  such  snow 
plow  or  other  instrument,  then  the  same  may  be  removed  under 
the  direction  of  the  commissioner  of  street  cleaning  or  the  borough 
president  of  Queens  or  RidlUilOS(t>  lUld  -the  expense  of  removing 
the  same  shall  be  paid  by  the  party  to  the  conunissioner  or  the 
borough  president,  on  demand.  Tb^  board  of  estimate  may  au- 
thorize that  the  amount  or  amounts  of  mon«y  sb  paid  shall  be 
credited  to  the  appropriation,  in  the  respective  b<»oug)is,>  for  tha^ 
removal  of  snow  asdice;  but  nothing  herein  contained  shaQ  be 
deemed  to  prohibit  the  commissioner  or  a  borough  president  from 
demanding,  before  issuing  said  permit  and  as  a  condition  thereof, 
the  deposit  of  such  sum  of  money  or  other  security  as  in  t^  judgment 
may  be  necessary  to  pay  the  cost  of  prop^ly  performinp  the  work 
above  mentioned,  together  with  tbe  expense  ol  toe  ini^ctioir  thereof . 
In  case  of -neglect  or  refusal  or  omission  of  the  party  to  wbipm  such 
permit  may  be  granted  promptly  to  remove  aod  to  carry  sway  the 
snow  and  ice  thrown  up  by  such  plow  pr  other  iBstciunemt,  then  the 
commissioner  of  street  cleaning,  or  the  borough  presid^t  pf  Queens 
or  Richmond  may  forthwith  cause  the  same  to  be  removed  at  the 
public  expense,  and  all  expendittires  made  or  ineun^  therefor  shall 
be  chargeable  upon  the  party  do  neglecting,- refusing  or  'emitting 
to  perform  his  agreement,  and  shall  be  recoverable  by  an  action  at 
law  on  behalf  of  the  city,  and  when  so  recovered  A^m  be  jplaced  to 
the  credit  of  the  department  of  street  cleaning  or  the  bur^ir^  street 
cleaning  in  the  boroughs  of  Queens  or  Richmond^  ap  the  joius^may  be, 
to  sumuy  tfaedefieieBoy  occasitoed  by  mieb  additiimQ^  ^pcpepditure. 
(C.  0.,  §  417,  as  amend.  Aug.  8,  1916.) 

3.  Obstructing  tracks.  No  person  shall  throw,  place  or  pile,  or 
assist  others  in  throwing,  placing  or  pfling  any  snow,  ice  or  other 
impediment  or  obstruction  to  the  running  of  cars  upon  the  tracks 
of  any  railroad  company,  or  in  the  space  between  the  rails  thereof, 
or  in  the  space  between  the  tracks  and  a  line  distant  3  feet  outside  of 
such  rails.     (C.  O.,  §412.) 

§  23.  Salting  tracks. — ^No  person  shall  throw,  e^cpose  or  piace,  or 
cause  or  procure  to  be  thrown,  exposed  or  i^ced  in  or  \ipoix  ^y 
street  or  public  place,  except  upon  the  curves,  crossings  or  switdhes 
of  railroad  tracks^  any  salt,  salti>etre  or  other  substance .  for  the 
purpose  of  dissolving  any  snow  or  ice  which  may  have  fallen  or  been 
deposited  thereon;  nor  shall  any  person  throw  or  placf  upon  the 
curves,  crossings  or  switches  of  railroad  tracks  any  salt,  saltpetre 
or  other  substance  for  the  purpose  of  dissolving  snow  or  ice,  unless 
permission  therefor  be  first  obtained  from  the  Borough  President 
having  jurisdiction.  Nothing  herm  contained  shall  be  construed 
to  prohubit  or  interfere  with  any  properly  conducted  tests  or  ex- 
X>erunents  by  the  Pepartment  of  Street  Cleaning,  between  January, 
lat,  1917,  and  April  1st,  1917. 

Adopted  February  13, 1917^   Approvtd  February  21,  1917. 

f  24.  Dtmping. — ^AU  contractors  and  other  perscHis,  no  matter 
hcNf  teimed,  are  hereby  foi^dden,  restrained  and  are  never  i»  be 
permitled  to  dump,  throw,  empty,  etrnvey  or  cause  to  be  conveyed, 
for  the  purpose  of  dumping,  any  snow,  ice  or  water  in  a  vaeani  kxt 
or  tract  of  bmdi  if  such  lot  or  tract  of  land  i^all  be  wil^iii  a  radius  of 
30Q  feet  fif  a  dwelliiag,  factory,  school,  pubHc  buiUing  or  aiiy  jdaoe 
of  business.    (CO.,  §411.) 
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CHAPTER  28 

Streets 

'   Artide   1.  General  provisionfi. 
,    '  2.  AdvertisenientB,  placards  and  poBters. 

3.  Assemblies. 

4.  Auctions  and  other  sales. 

5.  Awnings. 

6.  Boundaries  and  monuments. 

7.  Construction  and  repair* 

8.  Disturbance  of  surface. 

9.  Excavation. 

10.  House  numbmng. 

11.  Li^ts. 

13.  Obstructions  and  encumlMranoes. 

14.  Projections  and  encroachments. 
16.  Sidewalks. 

16.  Signs  and  show-bills. 

17.  Vaults  and  cisterns. 

18.  Miscellaneous.  -    j  .^ 

19.  La^Dg  and  installation  of  japes,  mams  or  oooduits. 


ARTICLE  1 

GENERAL  PROVISIONS 

Sec.  1.  Temporary  closing  of  streets. 

2.  Unsafe  conditions;  notice. 

3.  Barriers^  guards  and  lights. 

4.  Liability  for  damage. 

5.  Violations. 

Sec.  1.  Temporary  dosing  of  street, — ^Each  borough  president  is 
empowered  to  close  temporarily  to  traffic  any  street,  or  a  portion 
thereof,  within  his  jurisdiction  when,  in  his  judgment,  travel  in  the 
same  is  deemed  to  be  dangerous  to  life,  in  consequence  of  there 
being  carried  on  in  said  street,  building  operations,  repairs  to  street 
pavements,  sewer  connections,  or  blasting  for  the  purpose  of  re- 
moving rode  from  abutting  property.    (C.  O.,  §  100.) 

§  2.  Unsafe  conditions;  notice. — ^Whenever  any  person  shall  haT6 
authority,  imder  any  contract  with  the  city  or  any  office  Uieireof , 
or  under  tmy  permit,  to  remove  the  pavement  from  or  to  excavate, 
occupy  or  use  any  part  of  a  pubUc  street,  so  as  to  obstruct  trara 
therein,  he  stedl  erect,  or  cause  to  be  erected,  suitable  notices  of 
tiie  obstruction  in  coni^icuous  positicms,  at  all  points  ci  interaection 
of  such  etreet  With  the  cross-streets  nearest  to  the  obstrootion,  which 
notice  shall  be  in  the  form  i»'escrU)ed  by  ^^e  boiouidi  proiirtonl  hav 
ing  jurisdiction.     (C.  O.,  §  142.) 
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§  3.  Barriers,  fuarda  and  lights,  1.  Barriers  and  guards.^^JSi^eiy 
peaman  engaged  in  dig^g  down  or  paving  any  street,  or  fotiiiding 
therdn  any  sewer,  dram  or  trench  f cnr  any  purpose,  tinder  contrai^i 
with  the  city  or  by  virtue  of  any  permit  that  may  have  been  granted 
by  any  depi^immit,  board  or  officer  of  the  diy,  shiUl  erect  such  a  fence 
or  noting  about  the  ^ccavation  or  work  as  imall  prevent  danger  to 
persons  traveling  the  street,  whUe  the  work  is  left  escposed  and  would 
be  dan^ercHiB,  and  any  such  railing  or  fence  ^lall  be  oontinued  and 
maintamed  until  the  woark  shall  be  completed  or  the  obstruction  or 
danger  removed.    (C.  O.,  §§  142,  209.) 

2.  Extent  of  enclosure.  The  extent  to  winch  such  raSing  or  fence 
shall  be  built  in  the  several  cases  is  hereby  defined  as  follows,  to  wit: 

(a)  In  digging  down  any  street  or  road,  by  i^adng  the  barrier  along 
the  upper  bank  of  such  excavation,  or  by  extending  t^e  fence  as 
far  across  the  strieet  as  may  be  necessary  to  prevent  persons  from 
traveling  on  such  portion  as  would  be  dangerous: 

(b)  In  paving  any  street,  by  extending  such  railing  or  fence  across 
the  carriageway  of  such  street,  or,  if  but  a  portion  of  the  width  of 
such  carriageway  be  obstructed,  across  such  porti(m,  in  which  case 
the  obstructiQn  snail  be  so  arranged  as  to  leave  a  passageway  through, 
as  nearly  as  may  be,  of  uniform  width: 

(c)  In  building  a  sewer,  by  placing  tne  barrier  across  the  carriage* 
wav  at  the  ends  of  such  excavation  as  shall  be  made; 

(d)  In  building  vaults,  by  inclosing  the  excavation  and  the  ground 
taken  therefrom.     (C.  O.,  §  211.) 

3.  lAghts.  At  twilight,  th^e  shall  be  placod  upon  eaoh  such  rail- 
ing or  f  enc^  and  upon  building  materials,  poeubs,  poles,  pipes  or  other 
obstructions  in  any  street  or  public  place,  suitable  and  sufficient 
li^ts,  which  shall  be  kept  burning  tnroudi  the  night  during  the 
existence  of  the  obstruction.     (C.  O.,  §  2097)  . 

4.  Disturbance,  prohibited.  No  person  shall  throw  down,  displace 
or  remove  any  barrier,  guard  or  railing,  or  extinguish  or  remove 
any  light  thereon  or  on  any  obstruction  in  any  street,  without  the 
wntten  consent  of  the  borough  president  having  jurisdictioi;i  ot 
the  street  in  which  any  obstruction  is  placed,  or  without  the  con- 
sent of  the  oerson  superintending  the  work  or  materials  protected 
thereby.     (C.  0.,  §  140.) 

5.  Restriction.  Nothmg  contained  in  this  section  shall  be  con- 
strued to  authorize  any  person  to  stop  ui>  or  obstruct  more  than 
the  space  of  one  continuous  block  and  one  intersection,  at  the  same 
time,  in  any  one  street,  or  to  keep  the  same  so  stoppea  \ip  for  more 
than  2  days  after  the  roadway  is  finished,  unless  by  special  permit 
of  the  borou^  president.     (C.  O.,  §  141.) 

6.  ApplicaHon  of  section.  The  proykiohs  of  this  section  shall 
i^ply  to  every  person  engaged  in  building  any  vauH,  or  oonstmcting 
any  lateral  drain  to  any  pubUc  sewer,  or  who  shall  do  or  perform 
any  work  causing  obstruetiohs  in  a  pubUc  street,  by  virtue  of  any 
permit  from  any  department,  board  or  officer  of  the  city,  and  also 
to  aU  penmm  engaged  in  performing  any  work  in  behdf  of  the  dty, 
whereby  obstructions  or  excavations  shall  be  made  in  piibUc  streetok 
(C.  0^§210.) 

7.  Er^orcement  of  section.  The  borou^^  president  having  juri»- 
dletion  ol  any  work  referred  to  in  this  section  shall  see  to  it  that 
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idi  tiie^regoii%  reciiHreno^its  are  oom|)lied  wilii,  and  he  riiall  miike 
immediate  oomrdaint  to  the  cofporation  ooaneel  of  any  violaitikm 
thereof,  under  the  peoaity  of  $50  for  each  and  every  nei^ect.-  (C.  O^ 
H213,  214.) 

'  {  4.  LtabUUtf  fair  dcLmsige, — lii  all  oases  where  any  periton  ihatt 
perform  aay  of  tiie  wcnrk  mentioned  in  the  prececfing  seetioi^  eitiier 
under  oontipaet  with  the  city  or  by  virtue  of  permiflston  obtamed 
from  any* 'dq[>artmj»it,  board  or  officer  of  the  city,  audi  pereons 
ahjEdl  be  answa^le  for  any  damage  which  may  be  occaaioiied  to 
persons,  animals  or  property  by  reason  of  careleasneas  in  any  manner 
cooneoted  with  the  work. 

§  5.  Vu^oHoM^-^Ajiy  person  violating  any  provision  of  tids 
artide  shalL  upon  conviction  therefor,  be  pumoied  by  a  &ie  of  not 
Bfeore  than  ilQO,  or  fary  iminisonment  for  not  more  thsin  30  days,  or 
by  both  sudi  fine  and  imprisonment.    (O.  O.,  §  206,  in  part.) 


ARTICLE  2 

advebhsementb,  placards  and  posters 

Sec.  10.  Pbsting. 

§  11.  Protection  of  city  advertisements. 
§  12.  (Repealed  Aug.  8,  1915.) 


Sec.  10.  Posting, — No  person  shall  paste,  post,  paint,  pdnt,  car 
nail  upon  any  curb,  gutter,  flagstone,  tree,  lamppost,  awning  post, 
horse  post,  telegraph  pole,  barrel,  box  or  nydraut,  in  any  street  or 

J  public  place,  fimy  handbill,  poster,  notice,  sign  or  advertisement. 
(C.  O.,  §^548.) 
[11.  Protection  of  city  ixdoertisements, — No  person  shall  tear  down^ 
ace  or  destroy  any  notice,  handbill  or  poster,  put  up  or  postea 
by  or  under  the  direction  of  the  board  of  aldermen,  or  by  or  under 
tne  direction  of  any  other  city  department,  bureau,  board  or  office. 
(Arveme  Ords.,  §  18.) 
{  12.  fl^atrical  himoarda,  Bfoo%n.— (Repealed  Aug.  8,  1916.) 


ARTICLE  3 

ARaiBVTlT.Tinft 

Sec.  20.  PubUc  worship. 

1 21.  Interference  with  street  services. 

22.  Slareet  shows. 

23.  Loafers  and  loungers. 

24.  PubUc  asseml^es;  di^lay  of  fla^i. 

Sec.  20.  PubUc  worship. — No  person  shall  be  eonoemed  or  in- 
strumental in  odieoting  or  promoting  any  assemblage  ci  pesvons 
for  public  worship  or  exhortation,  or  under  any  pretense  therefor, 
in  any  paric,  stfeet,  or  other  public  place;  proved,  tiiat  a  <derfy- 
taun  or  mmister  of  any  defiomination,  or  any  person  responsmB 
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to  or  regtilar^  aflsooiated  with  any  diur^  or  ineorporaied  mission- 
ary soeiety,  or  any  lay-preach^,  or  lay-reader  may  eonduct  religious 
services  in  any  piriblk  place  or  places  specified  in  a  permit  therefor 
which  may  be  granted  and  issued  by  the  poUce  commissioner.  This 
section  shall  not  be  construed  to  prevent  any  congregation  of  the 
B^tist  denomination  from  assembling  in  a  propc^  place  for  the 
purpose  of  performing  the  rites  of  baptism,  according  to  the  cero- 
monies  of  that  churdi.    (C.  O.,  §§  494,  497,  498.) 

Salvation  Army  meeting  not  a  nuisance.  People  v.  C^ty  of  Rooheater,  44  Hun, 
166. 

§  21.  Interference  with  street  services, — No  person  shall  disturb, 
molest  or  interrupt  any  clerg3muu[i,  minister,  missionBry,  lay- 
preacher  or  lay-reader  who  shall  be  conducting  religious  services  by 
authority  of  a  pennit,  ia^ied  as  prescribed  by  this  article,  or  any 
minister  or  peo{^e  who  shall  be  perf<»ming  the  rite  of  baptism  as  p&t^ 
mitted  by  the  preceding  section,  nor  shall  any  parson  commit  any 
riot  or  disorder  in  any  such  assembly.   (C.  O.,  i  499.) 

§  22.  Street  shows. — No  person  shidl,  from  any  window  or  open 
i^ace  <^  any  house,  exhibit  to  the  public  upon  the  street,  or  the  side- 
walk thereof,  any  performance  of  puppet  or  other  figures,  ballet  or 
other  dancing,  comedy,  farce,  show  with  moving  figures^  play  or  other 
entertainment.    (C.  O.,  §  40,  revised.) 

§  23.  Loafers  and  loungers, — No  person  shall  encumber  or  obstruct 
any  street  or  other  public  place  by  loafing  or  lounging  in  or  about 
Uie  same,  to  the  annoyance  of  passers-by.    (Brookl.  Qrds^,  §23.) 

§24.  Public  assemblies;  display  of  flags. — ^All  assen^qlies,  war- 
ranted by  law,  held  in  any  of  the  streets  of  the  City,  where  public 
discussions  are  held,  shall  have  the  American  flag  conspicuously  dis- 
plaved  at  all  times  during  the  Inkling  pf  such  assemblies.  No  red 
or  black  flag,  and  no  banner^  ensign  or  sign  having  upon  it  any 
inscription  opposed  to  organized  government,  or  which  is  sacn- 
legious,  or  which  may  be  aerogatory  to  public  morals,  shall  be  dis- 
played at  any  such  assembly,  or  m  any  public  place,  or  carried 
through  the  streets  of  tl^  eity  in  any  procession  or  parade.'  Any 
person  who  shall  violate  any  provision  of  this  section  shall,  upon 
conviction  thereof,  be  punished  by  a  fine  of  not  more  than  one 
hundred  dollars  ($100),  or  by  imprisonment  for  not  exceeding  ten 
days,  or  by  both  such  nne  and  imprisonment. 

Adopted  November  26,  1918.    Approved  December  6.  1918.  ' 


ARTICLE  4 

AUCTIONS  AND  OTHBB  SALES 

Sec.  30.  Auctions. 

§  31.  Vending  and  selling  of  salted  meat,  fish,  etc. 

Sec.  30.  Atictions.  1.  Bestrictions. — No  auctioneer,  nor  his  agent, 
employee  or  servant  shall 

(a)  Sell  or  expose  for  sale,  at  public  auction  or  vendue,  any  dry- 
^oods,  clothing,  hardware,  household  furniture,  woodenware  or 
tinware,  by  retail  or  in  small  parcels  or  pieces,  in  any  street  or  pub- 
Uc  place  (C.0.,§  538); 
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(b)  Sell  or  expose  for  sale  at  public  auction  any  goods^  wares, 
merduindise  or  other  things  whatsoever  to  any  person  or  persons 
who,  at  the  time  of  bidding  for  or  while  examining  the  same,  shall 
be  on  the  sidewalk  or  carriageway  al  any  street; 

(c)  Sell  at  auction  or  expose  for  sale  or  lay  or  place  any  goods, 
wares,  merchandise  or  other  thin^  in  any  street  or  pubhc  place, 
unless  such  person  diall  first  obtain  the  consent  or  permission,  in 
writing,  of  me  occupant  of  the  lot  or  building  before  which  such 
articles  or  any  part  thereof  shall  be  placed  or  exposed  for  sale.  (C. 
O.,  §  534.) 

2.  AUracUnq  jmrchasere.  No  beUman  or  crier,  nor  any  drum, 
fife,  or  other  instrument  ci  music,  or  any  show-signal  or  means  c^ 
attracting  the  attrition  of  purchasers,  other  than  a  sign  or  flag, 
shall  be  employed,  or  suffered  or  permitted  to  be  used  at  or  near  any 
place  of  sale,  auction  room,  residence  of  «an  auctioneer,  nor  at  or 
near  any  auction  whatsoever.    (C.  O.,  §  637.) 

3.  Removal  of  goods.  Every  article  exposed  for  sale  at  public 
auction,  or  sold  in  any  street  or  pubhc  place,  shall  be  ranoved  from 
1^  same  by  the  setting  of  the  sun  of  the  day  of  selling  or  exposing  for 
sale.    (CO.,  §536.) 

VaKd.    City  o#  Buffalo  v.  Marion,  13  Misd.  639. 

§  31.  Vending  and  selling  salted  meat  and  fishy  etc. — ^No  person 
shall  sell^  expose  for  sale,  lay  or  place  in  any  street  or  public  place, 
at  anv  time  between  June  1st  and  November  Ist  in  any  year,  any 
salted  beef  or  pork,  dried  or  pickled  fish,  blubba:,  hides,  cotton  or 
wool.   (CO.,  §535.) 


ARTICLE  5 

AWNINGS 

Sec.  40.  Pennanent  awnings. 

§  41.  Construction  of  permanent  awnings. 

§42.  Drop  awnings. 

§  43.  Temporary  awnings. 
.    §  44.  Violations.  - 

Sec.  40.  Permanent  awnings,  (Repealed  by  ord.  effective  I>ec.  28, 
1915.) 

Awnings  in  the  city  streets  have  been  the  subject  of  several  adjudications.  By 
section  50  of  the  Greater  New  York  Charter  (L.  1901,  chap.  466)  the  Board  of 
Aldermen  is  given  power  to  "regula1«  the  use  of  the  streets  for  .  .  .  awnings, 
awning-posts,  etc.  While  the  Charter  says  there  shall  be  no  "pennanent  obstruc- 
tions" in  the  streets,  this  haa  been  held  not  to  apply  to  awnings  where  authorised 
expressly,  and  the  ptublic  authorities  will  be  restrained  from  tearing  dpwn  tm  awii-> 
ing  built  in  conformity  with  the  ordinances.  Hoey  v.  Gilroy,  129  N.  i.  132.  Even 
though  an  awning  may  have  stood  longer  than  twenty  years,  if  not  erected  in  ac- 
cordtmce  with  the  law,  the  municipal  authorities  may  remove  it.  Simis  v.  Brook - 
field,  13  Miso,  569.  For  such  an  one  is  a  nuisance  which  the  public  avthonties  have 
no  power  to  jpermit.  Farrell  v.  New  York,  20  St.  Bep.  12,  a£f*d  22  St.  Rep.  469. 
The  public  sidewalks  are  held  in  trust  for  the  use  of  the  pubKe  and  awnings  for 
private  parties  cannot  be  permitted  thereon  where  they  unreasonaUy  create  a 
nuisance  (1873).  Trenor  v.  Jackson.  15  Abb.  Pr.  N.  S.  115.  An  awning,  altbouch 
enMted  under  a  permit  from  the  municipal  authorities,  must  not  interfere  with  the 
adjacent  owner  m  his  reasonable  enjoyment  of  his  property.  Lavery  v.  Hanisan. 
52  Super.  Ct.  (20  J.  A  S.)  463.    See  cases  cited  under  §  140.  " 
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S  41.  CofutructUm  of  permanent  awnings.  (Repealed  by  ord.  e^ 
fective  Dec.  28, 1915.) 

§42.  Drop  awnings, — ^Dipp  awnings,  without  vertical  Bupports. 
are  permitted  within  stoop-lines,  but  shall  in  no  case  extend  beyona 
6  feet  from  the  house-line,  and  shall  be  at  least  6  feet  in  the  dear 
above  the  sidewalk.    (C.  O.,  §  263,  in  part.) 

§43.  Temporary  awnings. — ^Awnings  without  side  coverings 
may  be  from  time  to  time  erected  and  maintained  across  the  side- 
walk of  any  street  for  temporary  use  as  a  protection  during  indement 
weather  only;  provided,  however,  that  such  awning  shall  be  made 
of  canvas  or  cloth  and  shall  be  supported  by  uprigtit  posts  of  ircm 
not  exceeding  2  inches  in  diameter  and  not  less  tnan  8  nor  more  l^ian 
10  feet  in  height  above  the  sidewalk  and  shall  not  be  wider  than  the 
entrance  of  the  building  in  <bnnection  with  ^^di  it  is  to  be  used. 
Awnings  with  side  coverings  may  be  erected  for  a  Umited  time  upon 
issuance  of  a  special  permit  from  the  borough  president  havmg 
jurisdiction.    (Amend.  May  11,  1915.) 

§44.  Violations. — ^No  person  shall  violate  any  iHt>vi8ion  of  this 
article,  or  refuse  or  neglect  to  comply  with  any  oraer  of  a  borou^ 
president  made  thereunder,  under  the  penalty  of  $10  for  each  offeaae,  • 
No  such  violation  diall  be  continued  aft^  notice  to  the  perpetrator 
thereof  imder  penal^  of  $10  for  each  day  the  same  shaU  be  coiw 
tinned.    (C.  O.,  §  379,  revised.) 


ARTICLE  6 

BOUNDABIES  AND  MONUMENTS 

Sec.  50.  Excavations  or  embankments  near  landmarks. 
§  51.  Removal  or  covering  up  of  landmarks. 
§  52.  Violations. 

Sec.  50.  Excavations  or  embankments  near  landmarks. — No  excava- 
tion or  embankment  shall  be  made,  nor  shall  any  pavement  or 
flagging  be  laid  or  moved  by  any  person,  within  3  feet  of  any  mon- 
ument or  bolt,  which  has  been  set,  by  proper  authority  or  desi^ated 
on  any  official  map,  as  a  lai^dmark  to  d^iote  street  fines  within  the 
dty,  unless  a  permit  therefor  has  been  obtained  from  the  president 
of  the  borougji  in  wtuch  the  monument  or  bolt  is  situated.  Applica- 
tions for  such  permits  shall  be  in  writing,  and  shall  set  fcNrtn  the 
nature  of  the  work  proposed,  and  the  location  of  all  monuments  or 
otJier  landmarks  affected  thereby.  Thereupon,  the  borou^  president 
shalTcause  one  of  the  city  survevors  or  an  engineer  in  his  department 
to  take  such  measurements  and  field  notes  as  may  be  necessary  to 
restore  such  monuments  or  bolts  to  their  correct  position,  after  the 
completion  of  the  contemplated  work,  and,  when  such  measur^nents 
and  field  notes  have  been  taken,  but  not  before,  the  required  permit 
shall  be  issued.   (C.  O.,  §§  109, 110,  amend.  Feb.  9, 1915.) 

Each  borough  president  shall  cause  a  covenant  to  be  incorpcwated 
in  all  contracts  hereafter  made  by  him  for  constructing,  regulating  or 
repairing  any  street,  requiring  me  contractor  to  obtain  the  pennit 
above  required  and  to  take  sudi  other  precautions  for  the  care  and 
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pMeemtion  of  monumenta,  bolta  and  other  landmarks  as  the  bor- 
ough president  may  direct.    (C,  O.,  S  108.) 

{  51.  Removal  or  coven 
shall  remove  or  cover  u 
Street,  without  giving  3  < 
do  t«  the  president  (rf  th 
situated.  Upon  receivin 
cause  one  ot  the  city  sur 
take  the  netxeaary  measi 
to  the  proper  grade  ef  tl 
■Iteration  to  6e  noted  < 
puipose.  Whenever  a  I 
momiment  or  bolt  has  l 
forthwith  cause  the  san 
shall  note  the  same  on  tt 
eipenaea  att«nding  such ) 
on  the  certificate  of  the 
done.  (C.  O.,  H 106,  lO: 
5  52.  Violationa. — AiQ 
.  fs^iaxikmxiDt,  or  lay  or 
feet  of  any  raonument,  1 
Stained  a  permit  to  pe 
remove  or  deface  any 

be  punished  for  each  offense  by  a  fine  of  S50,  or  by  imprisonment  for 
not  eicceedii^  30  days,  or  by  both  aucfa  fine  and  imprisonment. 
id.) 


(C.  O.,  S 113,  revised.) 


Sec.  60.  Paving,  generally. 

i  61.  Paving  by  abutting  onneis. 

i  63.  Curbing. 
.     {  63.  Gutter-Btonea. 

1 04.  Width  of  stteels  in  Brooklyn. 

I  65.  Bonoval  of  debris. 

8ee.  60.  Panng,  genertUh/. — All  streets  of  23  feet  in  width  and 
tqiward,  and,  wbm  requirea  to  be  paved  by  competent  authority,  all 
outer  ata«ets  or  alleys  of  less  width  ^all  be  paved  and  arched  in  full 
aecDidanoe  with  stsiodard  specifications  for  such  work,  which  ahall  be 
prescribed  by  the  borough  president  having  juriadiction  and  kept 
on  file  in  his  office.    (C.  a,  85  132,  135  as  amend.  Feb.  9,  1915.) 

561.  FatrijM  by  tJniiliTis  oumere. — Any  citizen  or  number  <d 
citizens  shall  be  aJlowed  to  pave  the  street  opposite  to  his  or  their 
property,  where  the  same  shall  extend  from  lie  intersection  <rf  one 
cross  street  to  the  intersection  of  another;  provided  fhe  same  be  done 
in  conformity  to  the  regulations  of  the  president  of  the  borougb  in 
whitA  such  street  is  located  and  subject  to  such  conditions  as  he  may 
impo«.     (C.  O.,  1 134.) 

i  62.  CurbJMff.— All  curbing  for  the  support  irf  sidewalks  hereafter 


to  be  laid  shall  be  <rf  the  matoni^  or  inatenalB,  ijimerwioas  and  een- 
StructioD  required  in  standard  Bpecificatione  for  suoh  irorit,  which 
^aH  be  prescribed  by  the  borouf^  preeidoit  havioK  iuriBdietiioii,and 
kept  on  file  in  his  office.     (New.) 

163.  GvUerstonea.  1.  Laying. — All  gutter-stones  hereftfter  laid 
shall  be  of  the  best  hard  blue  atMte  or  granite,  at  least  30  inches  in 
length,  14  inches  is  width,  and  6  irtcfaee  thick,  and  shall  be  cut  to  a 
fair  and  level  surface  without  windinge,  with  true  and  p^^el  ndw, 
and  the  cmda  square  bo  aa  to  form  t^t  and  close  joints;  uncUr 
the  penalty  of  $10,  to  be  bui  '  * 
perao&s  laying  the  same  and 
on  the  adewalk  or  abeet,  sei 

2.  Begulaling.  If  any  etre 
tJie  gutter  or  outside  of  the 
and  made  as  nearly  in  a  atr 
ascent  and  descent  of  the  ea 
the  borou^  in  which  the  sal 
the  regulations  distinctly  n 
kept  in  the  office  of  the  b 
(C  0.,  S 128.) 

{  U.  WidOi  of  tttttu  in  BrooJUjm-— The  widths  rf  Hw  roadways 
and  the  sidewalks  of  the  streets  in  the  Twenty-ninlJ)  and  Thirty- 
second  wards  of  the  borough  of  Brooklyn  are  hereby  flied  at  tM 
diniMiBiona  preaeribed  by  the  ordmanoce  of  the  former  eity  of  Brodt- 
lyn,  instead  of  the  dimensions  indicated  upon  the  title  pages  of  the 
maps  oC  the  former  towns  of  Flatbu^,  New  Utrecht,  GraTesend  and 
Flatlands,  except  in  the  case  of  the  following  named  streets  and 
avenues,  where  the  width  of  roadways  and  sidewalks  shall  remun  as 
dtown  upon  the  above  mentioned  town  survey  m^w  and  where  t^e 
streets  have  already  been  paved,  namely; 

Thirteenth  avenue,  within  tlie  Itmita  of  the  Twenty-ninth  ward; 

Sixteenth  avenue,  within  the  limits  of  the  Twenty-ninth  waid; 

Malbone  street,  within  the  limits  of  the  Twenty-ninth  ward; 

East  New  York  avenue,  within  the  limits  of  the  Twenty-ninth 

Church  avenue,  for  its  entire  length; 

"niden  avenue    (foimerly  Vernon  aronie),   between  Flatfaush 

avenue  and  Holy  Cross  cemetery: 
Cortelyou  road,  for  its  entire  length; 
Clarendon  road,  for  its  entbe  lengtil; 
Avenue  E  (or  Ditmas  avenue),  between  Coney  Island  avenoe  and 

West  avenue    and  between  Remsen  avenue  and  Rockaway 

avcBue; 
Avenue  F,  between  Rogeis  avenue  and  Oceui  avenue; 
Flatlands  avenue,  withm  the  limits  of  the  Thirty-second  waidi 
.  RogMti  avenue,  from  Malbone  street  to  Flatbush  avenue; 
New  York  avenue,  from  Malbone  street  to  Church  avenue; 
Albany  avmue,  from  Malbcme  street  to  its  southerly  end; 
Utim  avenue,  from  East  New  York  avenue  to  Flatbush  avenue; 
Ralph  avenue,  from  Ronaen  avenue  to  Avenue  T; 
BeraMn  avenue,  for  its  eotite  length; 
East  Ninety^eoond  street,  for  its  entire  length; 
Ro^w^  parinray,  for  its  entire  teogtb: 
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Ayenue  T,  between  Rali^  arenue  and  Flatbufi^  avenae; 

Flatbu^  avenue,  between  Malbone  street  and  Jamaica  bay; 

Nostrand  avenue,  from  Malbone  street  to  the  Boundaiy  line 
between  Thirty-first  and  ThirtjHaecond  wards; 

CJonev  I^and  avenue,  within  the  hmits  of  the  Twenty-ninth  ward; 

Brooklyn  avenue,  from  Churdi  avenue  to  Avenue  C; 

East  Ninety-third  street,  from  Avenue  N  to  Jamaica  bay; 

£ast  Ninety-ei^h  street,  for  its  entire  length; 

Avenue  N  f rom  Remsen  avenue  to  East  Ninety^third  street,  and 
f rom  Flatbush  avenue  to  Avenue  U; 

Avenue  17,  from  Avenue  N  to  Jamaica  bay; 

Linden  avenue,  from  East  Ninety^eeond  street  to  Hoekaway 
parkway; 

Avenue  A,  within  the  limits  of  the  Thirty-second  ward.    (Brookl. 
Ords.,  f  14.) 

§  65.  Removal  of  debris, — ^Any  i)erson,  other  thtoi  the  commisskmer 
of  water  supply,  gas  and  electricity,  who  may  hereafter  pave,  or 
cause  to  be  pavea  any  street,  shall  have  the  sand,  dirt  or  ruboish 
cleaned  off  such  street  and  ev^ry  part  thereof,  within  12  days  after 
the  pavement  shall  have  been  completed,  under  a  penalty  of  $25 
for  each  violation  of  this  provision;  and  in  addition  thereto,  ihe 
president  of  tlie  borough  in  which  the  work  has  been  done  shall  cause 
1^  debris  thereof  to  be  removed  at  the  expense  of  the  party  ne^e^ 
ing  or  refusing  so  to  do,  who  ^all  be  liable  in  an  appropriate  action 
at  law  for  the  recovery,  of  the  amount  cscpended  by  the  city.  This 
section  shall  be  so  construed  as  to  apply  to  ihe  removal  of  all  sand, 
dirt  or  rubbish  collected  in  any  part  of  any  and  all  streets  cov^ra 
by  any  pavement  so  done  or  laid,  or  excavation  that  may  have  been 
made,  or  other  work  done  in  pursuance  thereof;  and  no  account  f(st 
paving,  in  pursuance  of  this  section,  shall  be  accepted  as  completed 
unless  the  city  official  making  the  contract  shall  certify  thi4i  this 
section  has  been  fully  complied  with.    (C.  O.,  §§  136,  137.) 


ARTICLE  8 

DIOTU  USANCE  OP  SURPACB 

Sec.  80.  General  provisions. 

§  81.  Prevention  of  disturbances  ol  street  surface. 
i  82.  Violatk>n8. 

Sec.  80.  General  pravisiona. — ^No  person,  without  being 
authorized  by  a  pennit  of  ^be  president  of  the  borou(^ 
jiuisdiction,  shall  fill  in  or  raise^  or  cause  to  be  filled  in  or 
any  street  or  public  place,  or  any  part  cf  such  street  or  pnbliei^ace. 
or  take  up,  remove,  or  carry  away,  or  cause  to  be  taken  up,  removed 
or  carried  away,  any  asphalt  or  ai^halt  blocks,  flagstones,  turf, 
stone,  gravel,  sand,  day  or  earth  from  any  such  street  or  puWc 
place.    (Port  Richmond  Ords.,  5  3,  made  geneoral.) 

§81.  Prevention  of  disturbance  of  street  awrface, — ^Whenevor  any 
persons  shall  attempt  to  take  up  the  pavement  of  any  street  or  re- 
move any  part  of  the  paving  thereof,  without  a  permit,  the  borolii^ 
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pi68kleiit  haTing  jurisdiotion  shaU;  take  immediate  steps  to  prevent 
such  disturbanoe  of  the  surface  of  the  street,  and  shall  forthwith 
restore  sudi  flagging  or  pavement,  as  nearly  as  may  be  practical^, 
to  the  condition  in  which  it  was  before  such  taking  or  removal  as 
aforesaid,  at  the  expense  of  the  party  removing  the  same>  to  be  re- 
covered as  penalties  are  recovered.    (C.  O.,  5 147.) 

A  fee  of  $5.00  for  penmt  to  open  pMrement  ia  a  valid  exercise  of  police  powel^ 
Buffalo  V.  Stevenpon.  207  N.  Y.  258. 

f  82.  ViokUiona, — ^Any  perscm  who  shall  violate  any  provision 
of  this  article  i^ll)  upon  conviction  thereof,  be  punished  by  a  fine 
of  not  more  Uian  $50,  or  by  imprisonment  for  not  exceeding  30  days, 
or  by  both  suoh  fine  and  imprisonment.    (New  Brighton  Ords.^  §  6.) 

ARTICLE  9 

EXCAVATIONS 

See.  90.  Permit  required. 

§  91.  D^x^ats  to  oover  cost  of  restoration  of  pavanent. 

f  92.  Restrictions;  borough  of  Richmond. 

{93.  Workmen  on  excavaticms. 

(  94.  Excavations  for  public  works. 

§  95.  Excavations  for  private  purposes. 

$  96.  Replacement  of  pavement. 

i  97.  Fees;  bdroi^  of  Richmond. 

1 98.  Enforcemmt  of  Mi^icle. 

Sec.  90.  Permit  required, — No  water  company,  gas  company, 
tdei^one  or  electric  hght  company,  nor  any  person  or  association 
of  persons  shall  be  allowed  to  dig  up  any  street  or  public  place,  for 
any  purtxise,  without  a  written  permit  from,  the  presid^t  of  the- 
bofough  in  whidi  the  work  is  to  be  done.    (C.  O.,  §  148,  revised.) 

f  91.  Deposits  to  cover  cost  of  restoration  of  pavement,  1.  When, 
required. — ^Each  borough  president,  whenever  granting  a  permit 
for  any  excavation,  opening  or  disturbance  of  the  pavement  of  tlM^ 
carriageway  of  any  sti^t  or  sidewalk  thereof,  for  any  purpose 
whatever^  except  in  cases  where  such  op^iing,  excavation  or  dis^ 
t^banoe  shall  be  directly  authorized  by  law,  shall  require,  of  the 
person  by  whom  or  for  whose  benefit  anv  excavaticm  or  op^ung 
18  to  be  made,  a  deposit  of  such  sum  as  uiall  be  deemed  simicient 
to  cova*  and  pay  all  the  expenses  on  the  part  of  the  department 
granting  the  permit,  as  the  ease  may  be,  for  furnishing  such  material, 
doing  such  work,  and  tcddng  such  means  as  shall  be  required  to 
I»operly  restore  and  secure  against  sinkage  the  street  and  sidewalk, 
pavement,  curb  and  flag^g  necessary  to  be  replaced  in  consequence 
of  making  such  excavation,  opening  or  disturbance;  which  deposit 
fidiaU  be  a  full  dischar^  of  all  liability  and  claim  against  the  person 
making  such  deposit  and  payment  for  the  work  herein  provioed  for 
and  required  of  the  department  fdoresaid.    (C.  O.,  §  148.) 

2.  DeposUs  go  to  ehamt>erlcdn,  AH  moneys  received  as  deposits 
under  the  preceding  subdivision  shall  be  turned  over  to  ihe  chamber- 
lain, who  shall  keep  an  account  of  the  same,  which  shall  be  separate 
and  difltiaet  from  all  other  funds  and  accounts  whatsoever,  and 
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such  d^KNsdts  shaU  constHute^a  '^Sbecial  fVnid/'  in  respeot  to  eadi 
department  s^arately,  which  is  hereby  created  and  estidblished 
suDject  to  sudi  payments  as  hereinafter  provided  for.    (C.  O.,  §  149.) 

3.  Di9bursement8  from  deposits.  Such  sums  as  shall  be  certified 
by  l^e  borough  presidents  to  have  been  necessarily  expended  by 
them  for  any  repaying  done,  pursuant  to  this  article,  fidiall  be  paid 
from  the  apfnropriate  ''Special  Fund/'  upon  the  requisition  of  the 
borou^  presidents,  as  the  case  may  be,  afta:  examination,  audit 
and  allowance  of  accounts  by  the  finance  department,  in  the  same 
manner  that  payments  are  or  shall  be  required  by  law  to  be  made 
from  the  city  treasury;  provided  that  the  amount  ao  certified  and 
paid  shi^  hot  exceed  the  eiggregate  amount  of  mich^  ''Special  Fund.'' 
(C.  O.,  !  161.) 

f  92.  Restrictions;  horovjgh  of  Bichmond. — ^The  following  shall 
apply  to  all  excavations  maae  in  streets  in  the  borough  of  Richmond: 

1.  Extent  of  opening.  At  the  intersection  of  cross  streets,  not 
more  than  one-half  of  the  width  of  the  street  shall  be  opened  at  one 
time;  the  other  half  shall  remain  untouched  for  the  aooomihodatioii 
of  traffic  Mtil  the  fiifet  h$M  m  restored  for  safe  we.  (Riehmond  Chds., 
i8.) 

2.  Hydrants  and  mail  boxes,  AU  work  shall  be  so  prosecuted  as 
not  to  mterf ere  with  easy  access  to  fire  hydrants  and  United  States 
mail  boxes.     (Id.,  §9.) 

3.  Sruyw  removal.  The  person  or  corp<mition  to  whom  a  permit 
for  street  opening  is  granted  must  remove,  within  24  hours,  aft  snow 
and  ice  that  may  fsdl  or  form  upon  the  street^  within  5  teet  upon 
either  side  of  the  opening  and  keep  the  space  free  from  snow  and 
ice  until  ^e  op^iing  is  properly  refilled.    (Id.,  §  21.) 

4.  Tunn^in^,  Tunndhng  under  crosswalks  and  railroad  tra^s 
diall  not  be  allowed  at  any  time.  The  bridge  stones  forming  crees* 
walks  must  be  removed  and  placed  out  of  tm  way  (tf  street  traflic, 
being  carefully  relsud  and  thoroughly  bedded  whan  the  work  is  com* 
pleted.     (Id.,  §  7.)  -        . 

§  93.  Workmen  on  excamHons, — ^A  person  to  whom  consult  may 
be  granted,  or  a  permit  issued  to  use  or  open  a  street,  duill  be  re- 
quired, b^ore  such  consent  or  p^mit  may  be  granted  or  issued,  to 
agree  that  none  but  competent  men,  skilled  in  the  woric  requirea  of 
them,  shall  be  employed  thereon,  and  ih&t  the  prevailing  scale  of 
union  wages  shall  be  paid  to  those  so  employed.  No  consent  shall  be 
granted  or  permission  given  imtil  such  agreement  shall  have  been 
entered  into,  with  the  department  having  jurisdiction  over  the 
street  to  be  so  used  or  opened,  and  aU  such  p^mits  hereafter  issued 
shall  include  therein  a  copy  oi  this  provision.    (C.  O.,  §  113a.) 

1 94.  Excavations  for  public  works.  1.  Notice  to  pMLc  service 
coTporaHons, — ^Whenever  any  sewer,  culvert,  water  main  or  pipe  is  to 
be  constructed,  altered  or  repaired  in  any  street  in  which  tne  pipes, 
mains  or  conchuts  of  public  service  corporations  are  laid,  or  whenever 
any  such  street  shall  be  rej;ulated  or  graded,  the  ccmtraetor  therefor 
shall  give  notice  thereof  m  writing  to  the  said  corporatbns,  or  to 
the  one  whose  pipes,  mains  or  conduits  are  laid  in  the  street  about  to 
be  so  disturbed,  regulated  or  graded,  at  least  24  houre  befc»e  break- 
ing gretund  therefor.  This  provision  shall  be  included  in  every  oon- 
tract  hereafter  made  for  eonslaructing,  altering  or  rqoairing  any  sew«w 
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or  culvert,  water  main  or  pipe,  in  any  street  in  winch  the  pqw, 
mains  or  conduits  of  pubtie  service  corp(»ations  shall  be  kud  at  tlie 
time  of  making  sudi  oon1»*act,  or  for  reqsulating  or  grading  any  siieh 
street.    (C.  0„  S§  163,  1660 

2.  Public  service  corporations  shaU  protect  their  propertu.  Public 
service  ooiporations  whose  pipes,  mains  or  conduits  are  about  to  be 
disturbed  by  the  constructing,  altering  or  repauing  of  any  sewer, 
culvert,  water  main  or  {Hpe,  or  by  the  regulatmg  or  s^rading  of  vtiv 
street,  shall,  on  the  receipt  of  ihs  notice  provided  for  in  the  preced- 
ing subdivision,  remove  or  otherwise  protect  and  replace  their  pipes, 
mains  and  conduits,  and  ^1  fixtures  aad  applutnoes  connected  thece- 
with  or  attached  thereto,  where  necessary,  under  the  direction  of  the 
borou^  president.    (C.  O.,  §  164,  as  amend.  Feb.  9,  1915.) 

§  95.  Excavations  for  prmUe  jmrpoaes,  1.  Notice  to  pMic  service 
corporations, — ^The  person  by  wnom  or  for  whose  benefit  any  excava- 
tion is  to  be  made  in  any  street,  shall  give  notice,  in  writing  thereof, 
to  any  con)oration  whose  pipes,  mains  or  conduits  are  kid  in  the 
street  about  to  be  disturbed  by  such  excavation,  at  least  24  horns 
before  commencing  the  same;  and  shall,  at  his  expense,  sustain, 
secure  and  protect  such  pipes,  mains  or  conduits  from  injiury,  and 
replace  and  pack  the  earth  wherev^  the  same  shall  have  beni  re- 
moved, loosened  or  disturbed,  under  or  aroimd  them,  so  that  thev 
i^iall  be  well  and  substantially  supported.  If  any  such  peracm  shau 
tail  to  sustain,  secure  and  protect  ^id  pipes,  mains  or  conduits  from 
injuryTj  or  to  replace  and  pack  the  earth  under  or  around  than,  as  the 
provisions  of  this  section  require,  then  the  same  may  be  dcme  by  the 
corporation  to  whom  the  same  may  belong,  and  the  cost  thereof,  and 
all  damages  sustained  by  said  corporation  thereby,  shall  be  paid 
by  said  person,  and,  in  default  thereof,  such  corporation  may  main- 
tain an  action  against  him  therefor.    (C.  O.,  $  166.) 

2.  Permits  conditioned  upon  such  notiiee.  The  provisi(»i8  of  the 
preceding  subdivision  shall  be  made  part  and  a  condition  of  every 
permit  that  shaU  be  panted  to  any  person  for  mt^cing  any  excavation 
m  any  street  in  whach  the  pipes,  mains  or  conduits  of  any  pidific 
service  corporation  shall  be  laid  at  the  time  of  grantmg  said  penzats; 
provided  such  corporations  or  any  of  than  diall  secure. sudi  permits, 
or  pay  a  just  proportion  of  the  fees.therefor.  (C.  O.,  ( 167,  as  amend, 
f eb.  9, 1915.) 

§  96.  Replacement  of  pavement,  1.  General  provisions, — ^Wiienever 
any  pavement,  mdewalk.  curb  or  gutter  in  any  ^reet  or  public  place 
shall  be  tak^i  up,  the  borough  presid^t  havmg  jurisdictbn  shall 
restore  swh  pavement,  sidewalk,  curb  or  gutter  to  its  proper  ccmdi- 
tion  as  soon  thereafter  as  is  practicable,  requiring  the  person  or 
persons  by  whom  or  for  whose  benefit  the  same  is  removed  to  deposit 
the  material  co9ipo8ii^  the  superstructure,  without  breaking  or 
injming  the  same,  and  in  a  oianner  whidi  will  occasion  the  feast 
inconvenience  to  the  public;  to  fill  in  anv  excavation  made,  and  to 
leave  thesevne  pr^eriy  packed,  raouned  imd  repaired  for  any  re- 
quired repaving.  Each  borough  president  is  herein  audioriced  to 
establish  such  rules  and  regulationa  as,  in  his  judunent,  shall  be 
deemed  necessary  for  tiie  purpose  of  carrying  out  the  provisbns  of 
tiiis  subdivision.  (C.  O.,  §  150.) 
• .  2;  Rock  refiUs.   Wherever  rock  is  excavated,  not.  more  than  one- 
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third  ol  the  total  excavation  shall  be  refilled  with  the  broken  stone, 
whidi  must  be  in  pieces  not  exceeding  6  inches  in  their  largest  dimen- 
sicHi,  and  min^lea  with  clean  earth  and  sand,  and  restored  in  such 
manner  as  to  msure  the  thorough  and  compact  filUng  of  all  spaces. 
(Richmond  Ords.,  §6.) 

3.  tU^UsfroJtixm  hy  barimgh  presidents.  Whenever  any  pavement  in 
any  street  shall  be  taken  up,  or  uiy  paving  stones  in  a  street  diall 
have  be<Bi  removed  in  violation  c4  the  preceding  sections,  the  pres- 
id^it  of  the  IxMOU^  having  jurisdiction  i^all  forthwith  return  such 
stcmes  to  their  former  places,  and  shall  otherwise  restore  the  pave- 
ment, as  nearly  as  may  be  practicable,  to  its  normal  condition. 
(C.  O:,  §  145.) 

§97.  Fees;  borough  of  Richmond.    1.  RestoraHonofpatfement, — Fees 
for  ^e  restoration  of  pavement  diall  be  paid  by  the  person  responsible 
-for  a  street  excavation  in  the  Borough  of  Richmond,  as  follows: 

a.  For  aieas  less  than  10  square  yards: 
Rratorirg  granite  or  other  blocks  with  portland  cement  johits 

on  concrete  foundation,  per  souare  yard $6  30 

Restoring  granite  or  oth^  blocks  with  sand  or  tar  joints, 
brick  Sieet  asphalt  and  bituminous  concrete;  on  concrete 
foundation  and   bituminous  macadam   pavement,   per 

square  3rard 4  90 

Restoring  concrete  pavement,  per  square  yard 3  50 

Restoring  macadam  boimded  with  tarvia,  per  square  yard. .       2  80 
Restoring  macadam  surfaced  with  tarvia  and  grits,  and  im- 
proved cranite  block  on  sMid  grouted,  per  square  yard,  and 

new  euro  on  concrete,  per  Hne^  foot '     1  75 

Restoring  granite  or  other  blodcs  of  sand  with  sand  joints  per 

square  yard 1  40 

Restoring  plain  macadam,  per  square  yard 1  10 

Restoring  old  curb  on  concrete,  per  lin4»r  foot,  and  old  bridg- 
ing per  square  foot *  70 

Restoring  new  flagstone,  per  square  foot 40 

Restoring  canent  sidewalk  per  square  foot,  and  old  curb  on 

sand  per  linear  foot 35 

Restoring  unpaved  streets,  per  square  yard 30 

Restoring  ola  flagstone,  per  square  foot 15 

2.  Arecis  in  excess  of  10  souare  yards.  The  fees  for  sudi  excava- 
tions in  the  borough  c^  Richmond  shall  foe  such  as  may  be  deter- 
mined by  tiie  President  of  the  borou^  or  his  representative.  The 
area  ol  surface  to  be  repaved  shall  in  all  cases  be  computed  by  the 
preeddent  of  the  boroi4;h  or  his  representative,  frtMn  the  diagram 
m  t^  application  as  verified  or  corrected  by  comparison  with  the 
maps  and  records  on  file. 

3.  Inspection  of  hack  fiXbing.  Tlie  fee  tea  the  inspection  of  the 
back  filhng  of  any  trench  in  a  street  in  the  borou^  of  Richmond 
shall  be  as  fdlows: 

For  trenches  not  more  than  4  feet  in  depth,  nor  more  than 
30  feet  in  length $3  00 

For  trenches  over  4  feet  and  under  9  feet  in  depth  and  not 
more  than  80  feet  in  length 4  50 

For  trenches  over  9  feet  under  15  feet  in  depth  and  not  m<^ne 
than  30  feet  in  length  . ;. 6  00 
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¥»  trendies  of  greater  dimensions  than  the  foregoing,  spedal  chaige, 
as  may  be  determined  by  the  president  of  the  bovough^  or  his 
represmtative. 

Adopted  April  16,  1918.    Approved  April  27.  1918. 

§98.  Enforcement  of  article.  1.  Duties  of  police, — ^All  i>olieemen 
shall  be  vigilant  in  the  enforcement  of  the  provisions  of  this  artide, 
and  report  through  proper  channels  any  violations  thereof  to  the 
corporation  comisel.  Policemen,  on  observing  or  being  infonned  of 
the  c^)ening  of  or  excavating  m  any  street,  s^all  require  the  person 
making  such  opening  or  excavation  to  exhibit  the  authority  or 
permission  therefor;  and,  il  none  has  been  given,  or  if  the  exhibition 
thereof  be  refused,  the  officer  shall,  without  delay,  make  complaint 
to  the  corporation  counsel  and  r^ort  the  same  to  the  president  of  the 
borough  m  which  the  violation  occurs,  through  the  police  commis- 
sioner.   (C.  O.,  §  161.) 

2.  Violatums.  Any  person  who  shall  violate  any  provision  of  this 
article  shall  forfeit  and  pay  a  penalty  of  $50,  and,  in  addition  th^ieto 
diaU  be  liable  to  pay  the  expense  of  repairing  or  replacing  any  pave- 
ment removed  Or  damaged  by  him.    (C.  C,  §  148.) 


ARTICLE  10 

HOUSE  NtJMBERING 

Sec.  110.  General  provisions. 

§  111.  Borough  presidents  to  adjust  nimibering. 
§  112.^  Numbers  in  certain  sections  of  Manhattan. 

Sec.  110.  General  provisions.  1.  Requirements. — ^The  owner,  agent, 
lessee  or  other  person  in  charge  of  any  building  in  the  city  upon 
a*  street  to  which  street  numbers  of  buildings  &tve  been  assigned 
by  the  president  of  the  borough  in  which  suchbuikling  is  situate, 
shall  cause  the  proper  street  number  or  numbers  of  such  building 
to  be  displayed  on  the  fanlight  or  transom  or  door  or  entrance  steps 
or  gate  or  at  the  nearest  practicable  point  to  the  entrance  of  such 
building,  in  such  manner  that  the  street  number  or  numbers  mav 
at  all  times  be  plainly  le^ble  from  the  sidewalk  in  front,  of  such 
building;  provided,  however,  that  so  far  as  the  purpose  or  intent 
of  this  section  is  concerned,  the  '^ front''  shall  be  construed  as  that 
side  of  the  building  whidi  faces  the  street  on  which  the  number  or 
numbers  of  sudi  building,  or  premises  on  which  such  building  is 
ffltuate,  have  been  aUotted,  and  that  the  number  or  numbers  shall 
be  difflolayed  on  such  fflde  of  such  building  or  pr^nises. 

2.  ViokUion.  If  the  own»,  lessee,  agent  or  other  person  in  charge 
of  an^  building  in  ihe  dty  upon  a  street  to  which  street  ntunb^rs  of 
buildmgs  have  been  assigned  by  the  xmesident  of  the  borou^  in 
which  such  building  ia  mtuate,  shall  fail  to  display  the  proper  street 
number  of  such  building,  as  provided  in  the  foregoing  paragraph, 
within  30  daj^  sitet  this  ordinance  shall  take  effect,  the  president  of 
the  borough  in  which  such  building  is  situate  E^iall  forthwith  serve 
such  person  or  persons  with  a  copy  of  this  seetion,  and  if  after  30 
days'  service)  the  owner,  lessee,  agent  or  other  person  in  charge  of 
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901.  ita  mmi  M  suDjeot  to  a  pen&ity  oi  via,  vtuett  mail  oe  mei 
md  Dollected  in  the  name  of  the  city. '  (Amend,  ord.  eSeotive 


Fiftb  avenue,  through  thewhole  eeriea  of  streets  north  of  9th  street, 
and  including  9th  street;  and  said  streets  ^all  hereafter  be  called 
and  known  as  East  9th  street  wtd  West  9tb  street,  and  so  on;  tjie 
dividing  line  to  be  Fifth  avenue.    (C.  0.,  fi  102.) 


Sec.  laO.  Brealdnc  or  cairying  away  hunps  or  fixtures. 
{  121.  Removal  of  lamp-posts  or  elecQio  light  pcdee. 
§122.  Violations. 

See  iSO.  Breakino  or  mnying  avxm  lamps  or  fixtiat*. — Ho  per- 
aon  AaU  Wilfully  break,  drfaee,  take  down,  carry  avay,  or  tnterfere 
with  any  lamp  or  any  gas  or  deotrin  light  apparatus,  or  aiiy  part 
thereof,  whicfa  shall  be  buns  "r  ^^ud  in  any  street  or  puUic  puoe,  o 


U  take  up,  remove  or  carry  away  any  lamp-pcot  o:   _^_ 

ptAs  in  any  street  <ir  public  i^aoe,  without  permissicHi  of  the  oom- 
missioner  of  wat«r  suisply,  gas  aSd  ^electricity.  Any  pecaoa  who 
riwE  take  up  and  te^poiianly  j«nove  any  uunp-fmet  or  electric 
light  pole,  undo-  a  permit  or  by  other,  lawful  autiiantiy,  sl^l  cMue 
(be  same  to.be  reset  at  his  own  expense  immediately  ujK>n  t^  eom- 
pletion  of  the  work  that  neceaaitated  its  removal.  (C,  0.,  li2S7, 
298,  revised.) 

S  122.  fufolMNa. — ^Any  person  who  shall  violate  any  provinon 
ri  this  article  shall,  upon  conviction  thereof,  be  punished  by  a-fioe 
<rf  not  more  tlum  S60,  at  by  impfisonment  for  not  eneedtng  30  dayK, 
or  by  both  sudi  fine  and  imprisonment.     (New.  GInttw  {  14^.) 
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ARTICLE  12 

NOISES 

Sec.  130.  Genial  provisions. 

131.  Hospital  streets. 

132.  School  streets. 
132a.  Motor  vehicles  j  warding  cw  rfg^mHing  device  reqtiired. 

1 133.  Peddlers,  hawkers  and  venders. 

§  134.  Junkmen. 

{  135.  Metal  rails,  pilians  and  columns,  transportation  of. 

1 136.  Showmen^ 

Sec.  130.'  Oeneral  provisions. -^Nt^  person  shi^  m£ike,  aid,  oounte* 
nance,  encourage  or  assist  in  making  anv  unusual  or  improper  ooiae^. . 
riot  or  disturbemee  in  any  street  or  piiblie  place  to  the  annoyaiiod 
or  inconvenience  of  travelers,  or  of  persons  residing adjiacent  thereto; 
nor  ^all  any  person  use  any  prc^ane,  obscene  or  vulgar  language 
in  any  street,  or  pubhc  place.  (Arvane  Orda,  §  1,  made  general.)  ? 
^  { 131.  HospUcd  streets. — The  several  bcmiugh  presidents  are  hereby 
ai^ori^ed  to  erect  on  lamp-poitrt^)  or,  in  the:  absence  of  lamp^posts, 
on  such  posts  as  they  may  find  occasion  to  erect,  at  corners  of  in- 
tersectingi  streeits  on  which  may  be  located  a  hospital,  l3ring-4n  as^r- 
lum.  sanatorium  or  other  institution  reserved  for  the  treatment 
of  tne  sicki  a  sign  or  signs  disj^laying  the  words:  '^Notioe-^Hoi^ital 
Street, "  and  such  other  warning  <)r  admonition  to  pedestrians  and 
drivers  to  refrain  from  fast  driving  or  making  any  noise  that  may 
tend  to  disturb  the  peace  aiKl  quiet  of  any  or  all  of  the  inhiates  of 
suxdi  institution.  No  person  shall  make  any  unnecessary  h<me  nor 
drive  at  a  speed  faster  than  a  walk  on  any  street  designated  as  a 
'^ Hospital  Street, '^  for  wh^h-sudi  warning  signs  have  beeii  erected. 
(G.  a,  §  260E.) 

§  132.  School  streets,  1.  Signs.-^-T^h^  several  borough  presidents 
are  herdby  authorized  to  erect,  on  lamp*pbstSy  or,  in  the  abs^ee  ol 
Ismlp^postB,  on  such  posts  as  they  mav  find  occasion  to  erect,  at 
comers  of  intersecting  streets  on  which  may  be  located  a  school. 
a  sign  or  signs  displaying  the  words,  "Notice-^School  Street,"  and 
sneh  other  warning  or  admonition  to  pedestrians  and  drivers  not 
ta  make  any*  unnecessary  noise  or  to  drive  at  such  speed  as  may  tend 
to  distuil)  l^e  peace  ai^  quiet  oi  the  pupils  and  teachers  of  such 
school,  as  may  bedeemed  to  be  expedi^it. 

2.  Noisy  vehicular  traffic.  The  poUce  commissioner  is  authorised 
in  this  discretion  to  cause  all  heavy,  noisy  vehicular  tragic,  to  be 
diverted  from,  the  immediate  block  or  blocks  upon  whok^  any  school 
fihaU  be  located^  during  the  period  between  the  hours  of  8«45  a:  m. 
ai^  3.15  p.  m.  of  every  sdiool  day.  j 

3.  Nmse  lessemnff  pavement.  The  8eva*al  borough  presidents  are 
her^i^  auttorized,  in  their  discretion,  to  repave  the  streets  immedi* 
ateiy  eonttguous  to  schools  with  such  noise  lessening. pavement  as 
nlliy  meet  with  theur  iq)provaL 

4.  Proh&ntioM.  No  person  i^all  make  any  unnecessary  noise, 
or' drive  at  a  iq)eed  faster  than  a  walk,  or  vic^ate  aaiy  traffic  rule  or 
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regulation  of  the  police  department  on  any  street  which  has  been 
designated  as  a  '^  school  Street/'  for  which  such  warning  signs  have 
been  erected.    (Ord.  Apr.  16, 1912,  revised.) 

§  132a.  Motor  vehides;  vximing  or  signaUinq  device  required, — 
Everjr  motorcycle  or  motor  vehicle  operated  or  driven  on  the  streets 
of  this  city  shall  be  provided  with  an  adequate  warning  or  signalling 
device.  This  device,  whether  a  horn  or  whistle,  must  be  operated 
l^  hand  power  or  electricity,  and  the  use  of  horns,  whistles  or  othar 
devices  operated  by  the  ei^pne  exhaust  of  motorcycles  or  motor 
vehicles  is  prohibited.    (New^ 

Adopted  December  2,  1918.    Approved  December  13,  1918. 

f  133.  Peddlers f  hawkers  and  venders,  I,  OeneraUy. — No  peddler, 
vender,  hawker  or  huckster,  who  plies  a  trade  or  calling  of  whatsoever 
nature  on  the  streets,  shall  blow  upon  or  use  or  suffer  or  permit  to 
be  blown  upon  or  used,  any  horn  or  other  instrument  or  deviee, 
nor  make  or  suffer  or  permit  to  be  made  any  noise  tending  to  disturb 
the  p^tce  and  quiet  of  a  neighborhood,  for  the  purpose  of  directing 
attention  to  his  wares,  trade  or  calling.  No  peddler  shall  cry  (Mr 
sen  his  or  her  wares  or  merchandise  on  Simday,  nor  after  9  o'clock 
p.  m.,  nor  cry  his  or  her  wares  before  8  o'clodc  in  the  morning  of 
an}r  day  except  Saturdays,  iniien  they  shall  be  allowed  to  ory  or  sdl 
their  wares  or  merchandise  imtil  11.30  o'clock  p.  m.  (C.  O.,  $  551, 
revised.) 

2.  Spedal  restrictions.  No  peddler  shall  be  allowed  to  cry  his  or 
h^  wares  within  a  distance  of  250  feet  of  any  school,  court  hou8& 
church  or  building  in  which  religious  services  are  held,  during  school 
hours  or  hours  <^  i>ubUc  worship^  or  hours  of  hokiing  eourt,  respeo- 
tivdy,  nor  at  any  time  within  a  like  distance  of  any  lux^ital,  asylum 
or  other  like  institution,  nor  witlun  a  distance  of  250  feet  of  any 
dwelling  house  or  other  building,  wh^i  directed  or  requested  by  an 
occupant  there(^  not  to  do  so. 

§  134.  Junkmen. — ^No  junkman,  or  otiier  person  engaged  in  tfae 
buying  or  selling  of  goods,  chattels  6r  merchandise  of  any  kind,  shaH 
use  or  emplojr  on  any  street  any  bell  exceeding  6  ounces  in  weight, 
attadied  to  his  vehicle  or  horse,  or  in  any  other  manner;  nor  more 
than  three  bdls  at  any  one  time,  or  cause  or  allow  the  same  to  be 
done.    (Brooklyn  Ords.,  §  78,  made  general.) 

§  135.  MeUd  railsy  piUars  and  oolumns^  transportation  of, — All 
raUs,  pillars  and  columns  of  iron,  steel  or  other  material,  whu^  are 
bemg  transported  over  and  along  the  streets  upon  carts,  dra^  oanu 
or  in  any  other  manner,  shall  be  so  loaded  as  to  avoid  causmg  k>ua 
noises  or  disturbing  the  peace  and  quiet  of  such  etoeets.  (C.  O., 
§529.) 

§  136.  Showmen. — ^No  person  shall  beat  a  drum  or  operate  any 
oth^  instrument,  for  the  purpose  of  attracting  attentKui  to  any 
show  of  beasts  or  birds  or  other  things;  nor  shall  any  pei^n  use 
or  perform  with  or  hire,  procure  or  abet  any  other  person  to  use 
or  paf  orm  with  any  musical  (»*  other  insl^rumenti  in  any  street  or 
public  place,  unless  he  shall  be  licensed,  as  such,  xmder  the  provisioDs 
of  §  171  of  chapter  14  of  this  ordinance.  Tne  provisionB  of  tbia 
section  shall  apply  to  itinerant  musicians  and  sidenshows,  and  shall 
not  be  construed  so  as  to  ^ect  any  band  of  music  or  organized 
musical  society,  engaged  in  any  military  or  civic  parade  >or  in  serenade 
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ingf  that  «ludl  con^ly  mik  the  laws  of  the  state  or  the  provisions  of 
§  2H5^  of  chapter  24  of  this  ordinance,  relating  to  p^krades,  nor  to  any 
musical  performance  conducted  under  a  hcense  from  the  proper 
municipal  auth(nrity.    (Manh.  Ords.,  §  39,  made  general.) 


ARTICLE  13 

0BSTBT7CTI0NS  AND  IKCUMBRANCBS 

Sec.  140.  Special  uses  of  streets.     . 

§  141.  Building  construction,  sidewdtlEk  bridges. 

§  142.  Building  material. 

I  143.  Earth,  rocks  and  rubbish. 

1 144.  House  moving. 

S  145.  Posts  and  poles. 

1 146.  Removal  of  abandoned  poles. 

i  147.  Show  cases. 

1 148.  Stairways  and  hoistways. 

§  149.  Stands  within  stoop  lines. 

'  160.  Storm-doors. 

151.  R^noval  of  obstructions  and  incumbrances. 

152.  Vehicles,  merchandise  and  other  movable  property. 

Sec.  140.  Special  uses  of  streets. — ^No  person  shall,  except  as  other- 
wise provided  in  this  code,  inciimber  or  obstruct  any  street  or  side- 
walk which  has  been  opened,  regulated  or  graded,  according  to  law, 
with  any  article  or  thing  whatsoever.  (C.  O.,  §  219,  as  amend,  by 
ord.  app.  Aug.  8, 1916.) 

This  is  substantially  the  same  as  sec.  33  of  Ch.  6,  R.  O.  1880;  sec.  1.  Ch.  24. 
City  Ordinances,  1859;  sec.  5,  tit.  11.  Ch.  22,  Revised  Ordinances,  1839;  and  par.  26. 
Ch.  13,  R.  O.  1811.  In  the  first  pubMcstion  of  the  ordinances  in  1703,  after  the 
BeToiuti(Hi.  it  was  |mmded,  paragraph  6,  p.  l4,  that  no  person  should  "lumber" 
a^y  f oot  path  or  "incommode  foot  passengers"  under  a  penalty  of  five  shillings, 
aiid  also  by  paragraph  12,  p.  16:  '^That  no  Person  or  Persons  shall  incumber  or 
dMtruct  any  street,  wharf,  or  pier,  with  airv  Carriages,  Timber,  Boards,  Planlra, 
Staves,  (leading,  Pitdi,  Tar,  Turpentine,  Grindstones,  Anchors,  Bricks,  or  any 
other  kind  of  Lumber,  or  other  Thing,  without  having  first  obtained  Leave  or 
Permission  so  to  do  from  the  Mayor  or  Recorder,  or  the  Alderman  of  the  Ward; 
v^bA  that  Leave  and  Permission  is  hereby  limited  and  confined  to  Persons  only 
that  are  or  shall  be  building  <»-  repairing  Houses  or  oth«r  Buildings,  under  the 
Penalty  of  Forty  Shillings  for  each  Offence,"  and  if  the  owners  fail  to  remove  the 
same  it  may  be  carted  to  the  Alms-house  Yard  and  sold,  unless  redeemed  for  two 
pence  a  day  for  every  load  carted.  It  is  imi>ortant  to  note  that  in  this  and  many  of 
the  followmg  sections  affecting  street  obstructions  the  law  has  practically  been 
unchanged  for  over  a  century. 

Hie  decisions  on  the  general  subject  of  incumbrances  are  very  numerous.  It 
was  a  well-established  principle  at  commcm  law,  which  has  been  repeatedly  affirmed 
in  this  State,  that  any  obstruction,  encroachment  or  incumbrance  cm  a  pubUc 
hi^way  without  lawful  authority  was  a  public  nuisance  as  to  the  public  and  a 
pnvate  nuisance  as  to  any  individual  injured.  See  statement  of  law  in  leading 
cases  of  Cohen  v.  Mayor,  etc.,  of  N.  Y.,  113  N.  Y.  532,  where  the  city  was  held 
lkJl>Ie  iat  damages  resulting  from  a  wagon  it  allowed  to  remain  on  the  sidewalk, 
and  Callanan  v.  Gilman,  107  N.  Y.  361,  where  adjoining  owner  recovered  damages 
and  enjoined  defendant  from  uang  skids  on  the  sidewau:  so  continuously  as  prac- 
titeUy  to  amount  to  an  appropriation  of  it  for  his  own  purposes.  Also  see  Davis  v. 
Mayqr,  ete.,  14  N.  Y.  506;  Hume  v.  Mayor,  etc..  74  N.  Y.  264. 

Ais  to  permanent  encroachmehts,  see  Ackerman  v.  True,  175  N.  Y.  353,  where 
the  extenaon  of  a  house  on  Rivernde  Drive  beyond  the  building  line  under  a  per- 
mit from  the  Pwk  Department,  was  held  to  be  a  nuiBance  and  illegal.    See,  also: 
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City  of  New  York  v.  Koiokerfooeker  Trust  Co.,  1()4  App.  Dhr.  22i\  WMUsms  v. 
Silverman  R.  Co.,  HI  App.  Div.  670:  McMillan  v.  Klaw  ic  Erlanger,  107  A|^. 
Div.  407;  Hatfield  v.  Strauss,  189  N.  Y.  208;  117  App.  Div.  671;  City  of  New  York 
V.  Rice,  198  N.  Y.  124;  Acme  Realty  Co.  v.  Schinasi,  215  N.  Y.  495. 

The  citv  may  bring  an  action  in  equity  to  abate  the  nuisanee  eren  tboui^  an 
action  at  law  would  lie  to  recover  the  penalty.  See  City  of  N.  Y.  v.  De  Peyster, 
120  App.  Div.  762;  City  of  N.  Y.  v.  Thorley  &  Regan,  73  App.  Div.  626;  City  of 
N.  Y.  V.  Rice,  198  N.  Y.  124. 

Such  suit  should  be  brought  in  name  of  City  and  not  of  Borough  President. 
Pounds  V.  Lee  Ave.  Theatre,  KafiFer,  J.,  N.  Y.  hum  Journal,  Mar.  4,  1914. 


And  mandamus  lies  to  compel  city  officials  to  remove  nuisancesjn  streets_where 

'     jx  rel.  Cross  Co.  v.  Ahean,  124  App. 
ex  rel.  O'Reilly  v.  Mayor,  59  How.  Pt.  2T7;  People  ex  rel.  Rintley  v.  Mayor,  18 


they  fail  to  do  so.    People  ex  rel.  Cfrpss  Co.  v.  Ahean,  124  App.  Div.  840;  People 


Abb.  N.  C.  123;  People  ex  rel.  Mullen  v.  Newton,  20  Abb.  N.  C.  387;  People  ex  rel. 
Browning,  King  Co.  v.  Stover,  146  App.  Div.  250. 

Mandamus  denied  where  there  was  any  doubt.  People  ex  rel.  Lyi^ch  v.  Manh. 
R.  R.  Co.,  20  Abb.  N.  C.  3^3;*' People  ex  rel.  Meeks  v.  Mayor,  Lawrence,  J.,  Daily 
Register,  May  29,  1888;  People  ex  rel.  John  v.  Mayor*  Beach,  J.,  Daily  Register, 
June  2,  1887;  Whitman  v.  Hubbell,  20  Abb.  N.  C  385. 

Injunction  to  restrain  a  city  official  denied.    Ely  v.  Campbell,  59  How.  Pr.  333. 

A  private  citizen  may  bring  action  to  abate  a  nuisance  miere  city  refuses.  Mc- 
Millan V.  Klaw  &  Erlanger,  107  App.  Div.  407;  Overton  v.  Village  Orelean,  37 
Hun,  47. 

Barrels  on  sidewalk  are  a  nuisance.  City  of  N.  Y.  v.  Leef^28  N.  Y.  Supp.  676; 
wagons  in  sidewalk  are  a  nuisance.    Flynn  v.  Taylor,  127  N.  Y.  596. 

Under  the  Charter  the  Board  of  Estimate  and  Apportionment  possessed  the  power 
concerning  the  use  of  the  streets  formerly  possMsed  by  the  Board  of  Aidermen. 
Hatfield  v.  Strauss,  189  N.  Y.  208,  214. 

See  Article  14,  Projections  and  Encroachments,  for  other  subjects. 

§  141.  Building  construction;  sidewalk  bridges.— TersonB  who  desire 
to  erect  large  buildings  may  erect  and  maintain  a  bridge,  not  to 
exceed  7  feet  in  height,  above  the  sidewalk  and  6  feet  in  wid^, 
extending  the  whole  length  of  the  proposed  building;  the  steps  lead- 
ing to  the  same  to  rest  upon  ihe  sidewalk  of  the  adjoining  premises. 
((J.  0.,  §  211.) 

§  142.  Building  material.  1.  Permit. — ^The  President  of  each 
borough  shall  have  power  to  grant  pennits  to  builders  to  occupy  not 
to  exceed  one-third  of  the  carriageway  of  any  street  with  building 
material;  provided  in  his  opinion  uie  interests  and  convenience  of  the 
public  will  not  suffer  thereby.  At  the  time  of  placing  such  matmal 
m  the  street,  the  permit  so  granted  shall  forthwith  be  posted  in  some 
conspicuous  place  on  or  near  the  material  and  shall  be  kept  there 
so  as  to  be  readily  accessible  to  inspection.    (Amend.  May  2,  1916.) 

2.  Conditions.  Such  permits  shall  provide  expressly  that  tney  are 
given  upon  condition  that  the  sidewalks  and  gutters  shall  ai  all  times 
oe  kept  clear  and  unobstructed,  and  that  all  dirt  and  rubbish  shall 
be  promptly  removed  from  time  to  time  by  the  party  obtaining  such 
permit,  and  that  all  such  permits  may  be  revoked  by  the  borough 
president,  at  pleasure. 

3.  Deposit.  Except  as  otherwise  specifically  provided  in  this 
article,,  no  such  permit  shall  be  granted  to  any  builder  unless  he  sh^, 
at  the  time  said  permit  is  granted,  have  on  deposit  with  the  borough 
president,  the  sum  of  $50,  as  a  guarantee  that  he  will  promptly  com- 
ply with  the  conditions  of  aXi  permits  which  may  be  so  granted, 
mcluding  the  prompt  removal  of  all  dirt  and  rubbi^  placed  upon  the 
street  from  time  to  time,  and  also  for  the  prompt  removal,  after  the 
expiration  or  revocation  of  any  such  permit,  of  any  building  material 
placed  upon  any  street  thereunder.  Each  borough  presided  ia 
hereby  authorized  and  empowered  to  use  so  much  ofthe  maneya  so 
deposited  as  may  be  reqmred  to  effect  the  prompt  removal  of  such 
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dirt  or  rubbish  as  may,  from  time  to  tknei  be  l^t  upon  the  streets  by 
the  party  making  the  deposit,  £uid  also  for  the  purpose  of  removing 
any  Duildiog  materisU  which  may  remain  tha^etm,  after  the  expiration 
or  revocation  of  any  permit  uiMler  which  it  was  so  placed.  In  case 
any  such  deposit  shall  become  impaired  or  exhaustea,  by  its  use  by  a 
borough  prc^dent  in  the  removal  of  dirt,  rubbish,  or  building  mate- 
rial, t£e  amount  shall  be  made  up  immediately,  to  the  sum  of  $50, 
On  notice  from  the  thorough  president^  and,  in  d^ault  thereof,  all 
permits  theretofore  issued  to  the  bmlder  failing  to  comply  with 
such  notice  shall  be  revoked,  and  no  permit  shall  be  thereafter 
granted  to  him  until  such  deposit  be  maoe  good.  Any  builder  may 
at  any  time  withdraw  his  d^K>sit;  provided  he  shall  hold  no  un- 
expired permits  and  have  ful^  comphed  with  all  the  conditions  of  all 
permits  theretofore  issued,  otherwise  said  builder  shall  be  only 
^titled  to  withdraw  and  receive  as  much  of  the  deposit  as  may  re- 
main unexpended  after  the  provisions  of  this  section,  relative  to  the 
use  of  said  9ioney  for  the  removal  of  dirt,  rubbish  or  building  mate- 
naL  as  the  case  may  be,  have  been  carried  into  effect.  (BrookL 
Chrds.  8.) 

4.  Re8tri^ion$,  a.  In  placing  building  materials  in  a  street,  the 
material  shall  be  so  placed  as  to  occupy  not  more  than  one-third  of 
tile  width  of  the  carriageway  of  the  street.  In  a  street  upon  wiiich 
there  is  a^railroad,  materials  shall  not  be  placed  nearer  to  the  track 
than  2  feet.    (C.  O.,  §  2U.) 

b.  In  no  case  shall  building  material  be  placed  upon,  nor  shall 
mortar,  cement  or  other  material  be  mixed  upon  the  pavement  of  a 
street  paved  with  asphalt,  asphalt  block  or  wood,  except  under  a 
permit  issued  by  the  borough  president  having  jurisdiction,  which 
shall  contain  a  provision  that  such  pavement  shsdl  be  protected  by 
first  laying  planks  thereon.  Borough  presidents,  or  other  officers 
issuing  permits  to  builders. to  use  the  streets,  shall  insert  in  each 
such  permit  a  clause  requiring  compliance  with  this  provision. 
(C.  O,,  §  270.) 

5.  Urmitthoriied  obstructiom*  Whenever  any  wood,  timber,  stone, 
ircm  or  other  building  material  has  been  or  shall  be  put  or  placed  in 
or  upon  any  street,  without  a  permit,  the  borough  president  having 
jurisdiction  shall  forthwith  cause  the  same  to  be  taken  up  and  re- 
mcwed,    (C.  O.,  §  146.) 

PlfMsiBg  biiilduig  matetiala  in  the  street,  while  lawful,  is  subjeot  to  oontrol  of  au- 
thorities.   Rehberg  v.  Moyer,  91  N.  Y.  137. 

§  143.  Eaarthf  rocka  and  rubbish, — ^In  all  cases  where  the  sidewalk 
or  roadway  of  a  street  shall  be  encumbered  or  obstructed  by  the 
caving  in  or  falling  off  of  any  earth,  rocks,  rubbish  or  anything 
whatever,  from  any  lot  adjoining  such  sidewalk  or  carriageway,  the 
owner,  or  occupant  of  such  lot  shall  cause  such  earth,  rocks,  rubbish 
or  other  thing  to  be  removed  and  cleaned  from  such  sidewalk  or 
carriageway,  within  3  days  after  a  written  or  printed  notice  shall  have 
be^  served  by  the  borough  president,  or  other  person  in  his  name,  on 
such  owner,  personally,  or  shall  have  been  left  at  the  place  of  res- 
idence of  such  owner,  in  this  city;  or,  if  such  owner  does  not  reside  in 
ttie  city,  and  such  notice  shall  not  be  personally  served,  then,  within 
^  days  after  such  notice  be  sent  by  mail,  addressed  to  such  owner  at 
his  pmce  of  residence,  or,  when  such  residence  is  ijnknown  to  the  said 
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borough  president,  posted  in  a  conspicuoos  place  on  said  premises. 
If  the  owner^  occiqiant  or  agent  does  not  comply  with  sncn  notice, 
within  the  time  specified  in  this  section,  after  notice  thereof,  th^ 
borou^  president  having  jmisdiction  shall  cause  the  same  to  be 
remo'ml  at  the  expense  of  the  owner,  occupant  or  agent,  and  such 
expense  shall  be  sued  for  and  recovered  in  the  name  of  the  city.  The 
corporation  counsel  shall  cause  a  statement  of  such  cost  and  ex- 
pense, together  with  the  description  of  the  pr^nises,  to  be  filed  in  the 
office  of  the  county  clerk  of  the  appropriate  county.    (Brookl.  Ords., 

§§  11, 12.) 

§  144.  House  moving. — No  person  shall  remove,  or  cause  or  permit 
to  be  removed,  or  aid  or  assist  in  removing,  any  miilding  or  structure 
into,  along  or  across  any  street  or  public  place,  without  permission  of 
the  president  of  the  borou^  havmg  jurisdiction;  under  the  penalty 
of  $250  for  each  offense.  Each  borough  president  is  authorised  to 
grant  permits  for  moving  buildings  through  and  across  public  high- 
ways, taking  in  each  case  a  prop^  bond  to  secure  the  t;ity  against 
loss  or  damage  incid^it  to  said  moving.  The  apf^cant  for  a  permit 
to  move  a  bmlding  on  or  across  a  street,  where  there  are  car  trades  or 
overhead  wire  construction,  must  obtain  and  file  with  the  applica- 
tion the  consent  of  the  company  affected.    (C.  O.,  §  269.) 

§  145.  Posts  and  poles.  1.  Cfenercd  provisions. — ^No  post  or  pole 
shall  be  erected  or  put  up  in  any  street,  unless  under  a  permit  of  the 
president  of  the  borough  having  jurisdiction.    (C.  O.,  §  220.) 

2.  Barber  poles.  Barber  poles  not  exceeding  8  feet  in  height,  above 
the  sidewalk  level  and  other  emblematic  signs  may  be  placed  within 
the  stoop-lines,  or  fastened  to  the  railing  of  any  stoop,  under  the 
same  conditions  as  to  dimensions,  consent,  etc.,  as  hereinafter  pro- 
vided in  the  section  relating  to  shoWHSases.    (C.  O.,  §  263,  in  part.) 

S.  Ornamental  lamp-posts.  Ornamental  posts,  surmounted  by 
lamps,  may  be  erected  within  stoop  lines  on  sidewalks,  near  tl^ 
curb,  in  front  of  hotels,  churches,  theatres,  railroad  stations,  and 
places  of  business,  apartment  houses  and  places  of  public  assemblage, 
m  any  street  or  public  place.  No  such  post  shall  exceed  in  dimensions 
at  the  base  more  than  18  inches  in  diameter,  if  circular  in  form,  and. 
if  upon  a  square  base,  no  side  thereof  shall  exceed  18  inches;  providea 
that  one  of  the  lamps,  to  be  installed  and  maintained  on  each  of 
the  lamp-posts  to  be  erected,  shall  be  Ughted  and  remain  lighted 
every  mght,  during  the  hours  prescribed  for  public  street  lamps. 
The  work  to  be  done  and  illuminant  supplied  shall  be  at  the  expense 
of  the  person  maintaining  such  posts  and  lamps. 

Adopted  October  23,  1917.    Became  effective  November  13,  ldl7. 

S  146.  Removal  of  abandoned  poles. — ^All  tel^praph,  telephone,  and 
electric  light  poles,  wires  or  conductors  which,  at  the  time  of  the 
passage  of  this  ordinance,  shall  have  been  standing  for  3  months 
prior  thereto,  disused  or  abandoned,  or  which  shall  hereafter  remain 
or  stand  disused,  or  become  disusea  or  abandoned,  in,  over  or  upon 
any  street  or  public  place,  shall  be  forthwith  removed,  but  for  sufiS- 
cient  cause  shown  the  borough  president  having  jurisdiction  may  by 
one  or  more  orders  extend  the  time  for  such  removal  for  periods  not 
exceeding  one  year  each.  The  persons  owning,  operating,  managing 
or  controlling  poles,  wires  or  appurtenances  i/mich  may  have  been  so 
disused  or  abandomed  or  which  may  be  dangerous  or  unsafe,  shall 
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lake  down  and  remove  them,  aad  upon  their  failure  to  do  so  the 

president  of  the  borough  having  juriadiction  shall  remove  the  same 

forthwith  at  the  expense  of  such  persons.    Before  such  removal  the 

borough  president,  except  in  cases  where  a  condition  of  danger  eriats, 

shall  mail  a  notice  thereof  to  the  last  known  address  of  such  persons, 

a  copy  of  which  shaH  be  posted  for  a  period  of  10  days  on  each  of  such 

polra  pricn'  to  its  removal.     (Arveme  Ords.  rev.  and  made  general.) 

5  147.  ShoiD-cases. — Show-cases  may  be  placed  in  area^  or  on  the 

sidewalk  within  the  stoop-Une  in  front  of  any  building,  oy  or  with 

■  of  the  occupant  of  the  ground  floor  thereof,  but  not 

et  from  the  house  line  or  wall  of  any  building  where  the 

atenda  further,  except  on  streets  where  the  stoop-Unea 

bolished  by  the  board  of  estimate;  but  no  such  show-case 

re  than  5  feet  in  hei^t.  above  the  sidewalk  level,  3  feet 

od  2  feet  in  width,  nor  shall  it  be  so  placed  as  to  interfere 

e  access  lo  the  adjoining  premises,    All  such  show-«ases 

shaU  be  freely  movable.    (C.  O.,  i  263.) 


^  148.  Hoiitway*. — Hoistwaya  may  be  placed  within  5  feet  of  the 
buildiog  Jine,  ana  shall  be  provided  with  approved  trap  doors  and, 
when  not  in  actual  use,  guarded  by  iron  raihngs  or  roos  to  prevent 
aodd^ta  to  paasersby.  (C.  O.,  {  263,  as  ammd.  by  ord.  effective 
Dec.  2S,  1915.) 


{  149.  Slands  vnthin  »toop4ines  and  under  deiiaUd  raHroad  tla- 
tiimg.  1.  Gerwrai  promsuma. — No  person  shall  have  or  use  any 
bootUack  stand  outside  of  anv  building,  and  there  shall  be  no  booth 
or  stand  erected  or  maintained  within  the  stoop-linea  of  any  building, 
or  under  the  stairs  of  the  elevated  railroad  stations,  without  first 
procuring  a  license  therefor,  as  hereinafter  provided.    (C.  O.,  S  361.) 

2.  Liixn«et.  Stands  within  stoop-linee  may  be  permitted  and 
licensed  with  the  consent  of  the  owner  of  the  abutting  premises,  for 
tlie  saleof  newspapers,  periodicals,  fruits,  soda  water,  cigars,  cigar- 
ettes, tobacco,  candies,  confectionery  articles  and  the  blacking  of 
boots,  but  such  licenses  for  the  sale  of  soda  water,  cipars,  cigarettes, 
tobacco,  candies  and  confectioneir  articles  shall  be  limited  to  stand 
licenses  and  locatiqps  thereof  in  effect  on  May  18,  1916,  All  licenses 
for  such  stands  shall  be  granted  and  issued  by  the  Commissioner  of 
Licenses.  Any  person  dealing  to  erect  a  stand  or  booth  for  the  sale 
of  newspapeiB  and  periodicals,  underneath  the  stairs  of  anyof  the 
elevated  railroad  stations,  shall  file  an  application  in  the  Depart- 
ment of  Licenses,  in  which  the  applicant  shall  specify  the  location 
for  such  stand. 

Applicants  for  new  licenses  shall  be  divided  into  four  giades: 

,_,  .. 1 — ;..it_.  L — j: J  _.!._  [jjyg  ijg^Q  noDora" 

r  Naval  Swvioea; 
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ins  vbo  are  physically  handican>ed; 
vidows  of  licensees; 
.  fcilling  within  grades  a,  b  or  c, 
1  be  granted  to  any  persona  in  grades  b,  c  or  d, 
lions  then  pending^of  applicants  in  prior  grades 
3ea  disposed  of.     The  commi|sioner  shall  lequirc 
;e  or  otherwise  of  any  fact  claimed  to  entitle  ap- 
xi  Riade.    The  grade  of  the  licensee  shall  appear 
Tins  sub  paragraph  shaU  not  apply  to  the  re- 
lating license  to  the  eame  licensee, 
a  license  igaued  under  the  provisions  of  this  section 
K  behind  a  widow  or  other  family  dependent  the 
ind  shall  continue  in  full  force  and  effect  for  their 
piration,  and  such  widow  or  other  family  depend- 
aay  be,  shall  be  given  preference  in  a  renew&l  of 

2S,  1620;  Approved  Jinusc;  6, 1921. 

3.  C<mdiiums,  Every  license  granted  pursuant  to  this  section  fw 
a  stand  under  the  stairs  of  an  elevated  railway  station  ahaJl  contain 
the  following  reservation:  "It  is  expressly  agreed  and  nnderatood 
that  this  permit  is  given  subject  to  the  right  <rf  the  elevated  railway 
company  affected,  its  agents,  employeea,  aucceesors  or  asaiKOs,  or  the 
owner  of  aaid  stairway,  at  any  time  properly  to  inspect,  paint,  repair, 
renew,  reconstruct  or  remove  said  stairway,  or  any  portion  thereof, 
and  without  claint  on  the  part  of  aaid  licensee,  as  against  said  com- 
pany, its  agents,  (snployees,  auccessorB  or  assigns,  or  the  owner  of 
said  stairway,  for  d^noKee  to  or  interference  with  said  booth  or 
ataod,  OF  the  businesB  therein  conducted,  occasioned  by  suefa  in- 
spection, paintii^,  repair,  renewal,  reconstruction  or  removal." 
(C.  O^  i  366.) 

4.  Laxnae  fees;  term.  The  annual  license  fee  (or  a  stand  undet 
the  stairs  of  an  elevated  railway  station  shall  be  SIO.  All  stands 
within  the  stoop  line  shall  be  classiSed  and  the  annual  license  fee 
therefor  shall  be  fixed  and  collected  aa  specified  in  the  ■*•*»«<  nlf 
following: 

(a)  Stands  for  the  aate  of  newspapers,  periodiealB,  or  both,  $5; 

(b)  Stands  for  the  sale  of  fruits  (»'  soda  water,  or  botJi,  SIO; 
<c)  Stands  for  the  sale  of  cigars,  or  c^arettes,  or  tobacco,  or  the 

three,  $5; 

(d)  Stands  for  the  sale  of  candiee  or  confectioaefy  artidea,  or  both, 

(e)  Boot  black  stands,  each  chair,  t5. 

A  Ucense  may  be  issued,  in  accordance  with  the  foregoiofi  provi- 
sions of  this  section,  and  in  the  discretion  of_  the  commissiooer, 
covering  the  sale  of  any  combination  of  the  classes  of  goods  men- 
tioned above,  to  be  sold,  however,  frcon  only  one  stand  not  ex- 
ocedtng  the  legal  size  hereinafter  prescribed  in  this  section;  «xca>t 
tiiat  where  boot  black  chairs  are  included  in  tho  oombinattOD  tne 
apaoe  hereinafter  prescribed  for  boot  black  chairs  may  be  allow«d 
in  addition  to  the  stand  for  the  sale  of  other  articles.  The  fees  to 
be  paid  for  such  combination  licenses  shall  be  calculated  in  ac- 
cordance with  the  above  schedule  for  each  kind  of  article  pennitted 
to  be  sold,  or  (or  each  boot  black  chair  to  be  operated. 
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No  license  shall  be  required  for  stands  within  atoop  lines  tor  the 
Bale  of  newspapers,  periodicals,  or  both,  in  caaes  where  such  Btande 
are  conducted  by  dealers  who  are  the  owners  or  occupants  of  the 

SremiaeH  or  stores  in  front  of  whinh  the  same  are  situated.  Licenses 
ir  stands  within  stoop  lines  or  under  the  stairs  of  any  elevated 
railway  station  shall  be  issued  as  of  December  1  and  shall  expire 
on  the  30th  day  of  November  next  succeeding  the  date  of  issuance 
thereof. 

No  fee,  however,  shall  be  chained  an  applicant  for  a  license  here- 
under, for  any  kind  of  stand  whatever,  and  preference  shall  be 
given  at  all  times  in  the  case  of  stands  under  stairs  of  an  eleval«d 
railwBV  lo  one  who  is  a  disabled  veteran  of  any  war  in  which  the 
United  States  was  or  is  engaged  (having  served  under  the  American 
colors),  satisfactory  evidence  thereof  having  been  presented  to  the 


AdopUd  Jub'  tS,  IQIS.    Approved  July  30,  lOlS. 

5.  ConUruction,  of  aland  or  booth.  No  stan 
Bt^rt  of  an  elevated  railway  station  and  no 
shall  be  erected  that  is  wider  than  the  width  of 
h  is  placed,  nor  that  extends  along  the  sidew 
than  to  a  point  where  the  under  surface  of  the  i 
ftwa  the  level  of  the  sidewalk.  The  stand 
erected  and  maintained  at  the  expense  of  thf 
direction  of  the  president  of  the  borough  in  w 
upon  plans  to  be  approved  by  the  chief  enj 
railroad  company  affected,  so  as  to  permit  of 
much  thereof  as  may  be  necessary  to  enable 
agfmts  or  employees,  to  get  convenient  accei 
stairways,  for  the  purpose  of  inspecting,  p^ 
suae.  Each  such  stand  shall  be  painted  the  s 
of  the  elevated  railroad,  and  no  advertisemei 
displayed  thereon.    (C.  O.,  1 365,  amend.  Mai 

6.  ttetlrietiona: 

(a)  Every  stand,  other  than  a  stand  or  booth  under  the  stairs  of  an 
elevated  railway  station,  must  be  strictly  within  the  stoop-line,  and 
ehall  not  be  an  obstruction  to  the  free  use  of  the  sidewalk  by  the 
public.  It  shall  not  exceed  the  space  of  10  feet  loi^  by  4  feet  wide; 
«icept  that,  in  the  case  of  bootblack  stands,  a  space  not  more  than 
3  feet  wide  and  4  feet  long  may  be  occupied  by  each  chair  of  the 
ptand.  The  enforcement  of  the  provisions  of  this  para^aph  is  hereby 
au^oded  until  October  1,  1915,  in  the  case  of  stands  erected  and 
mamtained  prior  to  March  14,  1914,  where  the  restriction  of  the 
dimensions  of  the  stands  would,  in  the  opinion  of  the  commiBsioner, 
entail  a  severe  burden  on  the  owners  thereof,  but  this  provision  diajl 
not  be  construed  to  permit  the  erection  of  any  new  stand  of  dimen- 
sions exceeding  those  hereinbefore  specified; 

(b)  No  person  shall  be  permitted  to  sleep  in  any  portion  ot  a  stand; 
nor  to  hold  more  than  one  license; 

(c)  No  bootblack  stand  shall  be  provided  with  more  than  3  chairs. 
(C.O^SSM.) 

7.  iMenaea  lobe  displayed.  The  license  for  a  stand  or  booth,  issued 
under  any  provision  of  this  section,  must  be  displayed  thereon,  so 
as  to  be  easuy  visible  at  all  times. 
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8.  Idcemes  rurf  transf^^k.  No  license  issued  under  any  provision 
of  this  section  shall  be  transferable,  with  or  without  consideration. 
Any  license  transferrod  ta  acotlier  person  shall  immediately  there- 
upon cease  and  determine,  and  the  privities  tl 

end;  provided  that  the  c '"" -^i.-— 

license  to  another  locatbn 

case  the  application  for  si .._ 

consent  of  tlie  owner  of  the  premises  to  which 
is  to  be  made;  and  provided  further,  that  aich 
for  a  license  to  sell  articles  other  than  newspa 
fruit  at  a  location  which  was  not  duly  hcen 
Ma^  18,  1916,  but  shall  be  in  accordance  with 
division  2  ot  this  section.  Any  person  who  aha 
tion  of  the  provisions  of  this  subdivision  sh 
granted  a  hcense,  permit  or  other  privilege  to 
Mie  stoop-line  or  under  an  elcvatea  railrtwd  si 
any  of  tne  articles  as  hereinbefore  provided  in 
of  this  section,  nor  for  the  Wacking  of  boots. 


s  and  on  all  licenses  granted,  under  the  pro- 

Stands  duly  licensed  for  the  sale  of  fruits  and  soda  water  on 
May  18,  1916,  shall  not  be  required  to  obtain  any  new  hcense  to  aeU 
c^^ars,  c^arettes,  tobacco,  candies  and  confectionery  articles  until 
the  expiration  of  the  license  in  force  on  that  date.  (Ord.  App. 
July  13, 1916.) 

9.  Revocalirm  of  consent  of  property  owner.  Upon  the  written  rev- 
ocation bv  the  owner,  in  front  of  or  adjoining  whose  property  anv 
such  booth  or  stand  shall  have  been  erected,  of  any  consent  tJiat  duul 
have  been  given  therefor,  signed  by  such  owner  or  owners  and  filed 
in  the  office  of  the  commissioner  of  licenses,  the  commissioner  shall 
revoke  the  license  or  permit  for  such  booth  or  stand,  and  the  sante 
shall  thereupon  cease,  determine  and  become  null  ana  void.  (C.  O., 
S372.) 

10.  Report  to  police  department.  The  commissioner  of  licenaea 
shall  furnish  the  police  commissioner  with  a  list  of  all  unexpired 
licenses  issued  under  any  provision  of  this  section^  contuning  the 
names  of  all  persons  to  whom  licenses  have  been  issued,  the  place 
and  business  for  which  issued  and  the  date  of  the  expiration  of  each 
license.  Thereafter,  during  the  first  week  of  each  month,  the  police 
commissioner  shall  send  to  each  police  precinct  commander  a  list 
of  all  such  hcenses  issued  in  his  precinct,  which  shall  contain  the 
name  of  each  licensee,  the  location  of  his  stand  or  business  and  the 
date  of  the  expiration  of  his  license,  and  also  a  list  of  all  hcenses  ex- 
piring during  the  month  for  which  the  report  is  sent.    (C.  O.,  j  371.) 

Bwtioa  SO  ol  the  Greawr  New  York  Ctaan«r.  L.  IBOI,  ofa.  406,  pnyidCB  u  fol- 
lows; "The  Board  ot  Aldermen  shall  not  have  pnwer  to  authorue  the  placins  w 

Ihc  tanponuy  occupiitioa  (hereof  durioi  the  erei^tkni  or  reDurinB  of  ■  buildi'iu  on  ■ 
lM<>™«Iti.  (he  sune,  Mr  shaU  tW  permit  Ihe  erection  ot  booths  md  nands  wHhia 
Bt«i|(-hne«.  eicept  for  the  sale-of  newspapers,  periodicals,  (mit  and  «oda-wal«r. 
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and  with  the  oonflent  in  saeh  e^ses  of  the  owner  of  the  premises."  It  then  provide^ 
no  special  ordinances  should  be  passed,  but  that  all  ordinances  should  be  seneral. 
Stands  within  the  stoop-lines  were  first  authorised  by  ch.  418«  Laws  1887,^d  ch. 
115,  Laws  1888,  for  the  sale  of  newspapers,  periodicals,  fruit  and  soda-water. 
These  acts  amended  subdivision  3  of  section  86  of  the  Consolidation  Act.  L.  1882, 
ch.  410.  By  ch.  718  of  Laws  1896,  this  was  further  amended  so  as  to  include  boot- 
blacks. The  original  charter  of  1897  (sec.  49),  omitted  bootblack-stands  among 
those  allowed,  and  by  the  revision  of  1901  (stq>ra),  bootblack  stands  were  further 
omitted  from  the  list  of  stands  permitted. 

The  charted  therefore  omitted  the  old  provisicMis  of  the  Consolidation  Act,  as 
amoided  in  1896,  which  authorised  bootblack  stands,  but  held,  in  People  ez  lel. 
Pumpkyaasky  v.  Keating,  168  N.  Y.  390,  such  omission  was  not  a  repeal. 

The  Common  Council  may  authorise  stands  within  the  stoop-line,  People  ex  rel. 
Weeks  v.  New  York,  1 1»J.  V.  Supp.  96;  and  aroimd  the  public  markets.  Ely  v. 
Campbell.  89  How.  Pr.  333.  The  lifl^t  of  the  publio  to  the  use  of  the  highway 
from  "side  to  side  and  end  to  «ui"  is  well  established  from  the  earliest  r^x>rted 
cases  under  the  common  law  to  the  present  time,  and  while  this  right  of  the  public 
is  preserved  by  section  50  in  general^  still  stands  may  be  lawfully  permitted  within 
the  Hnuts  prescribed.  People  v.  Keating,  supra,  llie  legislature,  by  virtue  of  its 
^nenil  control  over  streets  and  highwajrs,  has  the  power  to  authorise  structures 
in  the  streets  for  the  convenience  of  business  that  otherwise  and  under  the  common 
law  would  be  held  to  be  encroachments  and  obstructions.  This  power  it  may  dele- 
gate to  the  governing  body  in  a  mimioipal  corporation.  Hoey  v.  Oilroy,  129  N.  Y. 
132.  It  is  essential  that  tne  owner  of  adjohiing  pranises  riiould  oonsrat,  as  otiier- 
wise  the  stand  would  be  a  nuisance  as  to  him.  Newstands;  See  People  v.  Buek, 
193  App.  Div.  262. 

See  authorities  cited  under  $  140  as  to  obstru<jtions. 

i  150.  Stomirdoora. — Storm-doors  not  exceeding  10  feet  in  hei^t, 
nor  more  than  2  feet  wider  than  the  doorway  or  entrance  of  any 
building,  may  be  t^nponuilv  erected  within  the  stoop-lines;  pro- 
vidiM  a  permit  therefor  shall  have  been  obtained  from  the  borough 
presiaent  having  jurisdiction;  but  in  no  case  shall  any  storm-door 
extend  more  than  6  feet  outside  the  house-line.  No  structure  under 
the  name  of  ''storm-door''  shall  be  lawful  which  shall  practically 
be  an  extension  of  the  building  front  or  house  front  within  the  stoop- 
hne,  or  an  enlargement  of  the  ground  floor  of  any  premises.  (C.  O., 
§263.) 

As  to  storm-doors,  see  Kieman  v.  Newton,  20  Abb.  N.  C.  398.  In  an  f4>pUca- 
tion  for  an  injimction  to  restrain  the  publio  authorities  from  tearing  down  a  storm- 
door,  the  buiden  is  on  plaintiff  to  diow  he  is  there  lawfully.  Kirkpatrick  v.  City 
of  New  Yotk,  Arnold,  J.,  N.  Y.  Law  Journal,  Deo.  3, 1903. 

i  151,  Bem(wal  of  cbstrtuiions  and  in(mfnbrance8,  1,  Jitarisdidion. — 
Except  as  otherwise  specifically  provided  in  this  chapter,  each 
borou^  president  is  empowered  to  direct  the  removal  of  any  article 
or  thmg  whatsoever  whidi  may  incumber  or  obstruct  any  street 
or  public  place  withm  his  jurisdiction.    (C.  O.,  §  ^,  revised.) 

See  sec.  383  of  the  Greater  New  York  Charter,  subdivision  6,  where  the  President 
of  the  Borough  is  given  "cognisance  and  control  ...  6.  Of  the  removal  of  in- 
cumbranoes,  and  sec.  50  of  the  Charter,  where  the  Board  of  Aldermen  is  given 
"power  ...  to  prevent  encroachments  upon  and  obstructions  to  the  streets  and 
to  authorise  and  require  their  removal  by  the  proper  officers."  This  -work  for  many 
years  has  been  under  the  immediate  direction  of  the  "Bureau  of  Incumbrances." 
This  name  is  kept  in  use  for  oonveni^ice.  The  Revised  Ordinances  of  1880,  under 
chai>ter  6,  use  it  as  the  heading  for  article  IV,  which  includes  the  various  ordinances 
forbidding  incumbering  the  streets.  In  the  City  Ordinances  of  1859,  where  the 
eU^t  bureatuc  of  the  Street  Department  are  explicitly  enumerated  and  defined 
(see^  2,  art.  1,  chap.  IV),  no  mention  is  made  of  a  "Bureau  of  Incumbrances," 
althcHigh  the  department  is  given  cognizance  of  "the  removing  incumbrances  for 
streets,  roads,  places,  wharves,  piers  and  slips."  (Id.,  sec.  1.)  The  Bureau  was 
explicitly  authorised  by  the  Consolidation  Act  (chap.  410,  L.  1882,  sec.  317,  subdiv. 
8)9  The  powers  given  him  as  above  are  very  great.  The  Charter  gives  the  Street 
Cleaning  Commissioner  (sec.  645)  power  to  remove  certain  movable  prof>erty  found 
in  the  streets.  Hie  terms  of  this  section  (545)  and  of  547  are  so  broad  as  to  be 
somewhat  oonfusiiig,  for  they  apparently  give  the  Street  Cleaning  Commksioner 
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pcrwer  to  remove  all  "incumbrances,"  although  intended,  however,  to  be  limited  to 
those  relaMng  to  cleaning  the  streets.  Where  an  officer  fails  to  remove  incmnbranoes 
mandamus  lies  to  compel  him.    See  notes,  sec.  140. 

2.  Corporation  yards. 
Manhattan: 

(a)  (RepeiJed  by  ord.  app.  July  20, 1916.) 

(b)  So  much  of  the  space  under  the  Manhattan  bridge,  between 
Madison  and  Monroe  sts.,  in  the  borough  of  Manhattan,  is  desig- 
nated as  a  corporation  yard  for  use  by  the  president  of  the  said 
borough. 

The  jurisdiction  over  the  corporation  yards,  except  such  as  are 
or  shall  be  established  by  the  commissioner  of  street  cleaning,  ia 
vested  in  the  respective  borough  presidents. 

3.  Redemption  of  articles  removed.  Except  as  otherwise  provided 
in  this  article,  all  articles  removed  from  a  street  or  public  plaoe 
imder  this  section,  may  be  redeem^  by  the  owner  upon  his  paying 
to  the  borough  president,  for  the  use  of  the  city,  the  necessary  ex- 
penses of  removal,  together  with  6  cents  per  day  for  each  cart-load 
thereof  during  the  time  it  shall  remain  unclaimed. 

4.  Reimbursement  for  expenses  of  removal.  Each  borough  president 
shall,  between  the  1st  and  10th  days  of  February,  May,  August 
^id  November,  and  at  any  other  time  he  may  designate,  in  each 
year,  advertise  and  sell,  at  public  auction,  all  such  articles  so  re- 
moved as  shall  have  been  in  the  public  yara,  or  other  suitable  place, 
one  month  prior  to  the  time  of  advertising;  and  he  shall,  immediatdy, 
after  such  sale,  account  for  and  pay  the  proceeds  thereof  into  the 
city  treasury. 

5.  Records  and  accounts.  Each  borough  president  shall  enter  in  a 
book  to  be  provided  for  that  purpose,  a  list  of  all  articles  removed, 
under  the  authority  of  this  section,  with  the  time  of  removal  and 
the  expenses  thereof;  and.  when  any  of  the  same  shall  be  redeemed 
he  shall  likewise  enter  tnerein  the  name  of  the  person  redeeming 
the  same  and  the  amount  received  therefor,  and  shall  render  a  cer- 
tified account  thereof  to  the  comptroller  on  Thursday  of  each  week, 
and  shall  thereupon  pay  over  the  amount  so  received  to  the  cham- 
berlain. He  shall  also  thereupon  reoeive  from  the  chamberlaia 
duplicate  vouchers  for  the  payment  thereof,  one  of  which  he  shall, 
on  the  same  day,  file  in  the  office  of  the  con^troller. 

§  152.  VekideSy  merchandise  and  other  movaiUe  property.  1.  MtiMi 
not  be  left  in  street. — ^No  person  being  the  owner  or  the  agent,  or  the 
employee  of  the  owner  of  any  truck,  cart,  wagon  or  other  vehicles, 
or  of  any  box,  barrel,  bale  of  merchandise,  or  other  movable  property, 
shall  leave,  or  suffer  or  permit  to  be  left  such  vehicle,  merchandise 
or  other  movable  property  upon  any  public  street,  except  upon 
such  portion  of  any  marginal  street  or  wharf  or  place  as,  by  the  pro- 
visions of  the  charter,  is  committed  to  the  custody  and  control  of 
the  commissioner  of  docks,  nor  shall  any  person  erect  or  cause  to  be 
erected  any  shed^  building  or  other  obstruction  upon  any  street. 
In  case  of  an  accident  to  a  truck,  cart,  wagon  or  other  vehicle,  the 
owner  or  driver  thereof,  if  it  be  disabled  by  such  accident,  shall  be 
allowed  a  reasonable  time,  not  exceeding  3  hours,  to  remove  it. 
^  2.  Removal  of  such  obstructions.  The  commissioner  of  street  clean- 
ing shall  remove,  or  cause  to  be  removed,  all  imhaniessed  truoksy 
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carts,  wagDiiB  and  vehioles  of  any  description,  found  in  any  puUic 
street  or  public  place,  and  also  all  Doxes,  barrels,  bales  of  merchandise 
and  other  movable  property  fomid  upon  any  public  street,  or  place, 
not  including,  however,  any  portion  of  marginal  street,  or  place,  or 
wharf  which,  by  the  provision  of  any  law  or  statute,  is  committed  to 
the  custody  and  control  of  the  commissioner  of  docks.  The  com- 
missioner of  stred)  cleaning  is  hereby  authorized,  with  the  consent 
and  approval  of  the  board  of  sinking  fund  commissioners,  to  lease  a 
suitable  yard  or  yards  to  which  trucks,  carts,  wagons  and  vehicles, 
boxes,  bales,  barrels  and  other  things,  removed  imder  the  authority 
<^  this  section,  shall  be  taken.    (ChaSrter  545.) 

3.  Reimbursement  for  esipenaes  cf  removal.  The  street  deaning 
oommissionef  shi^l,  from  time  to  tune,  as  oftai  as  he  shall  deem 
necessary,  sell,  or  cause  to  be  sold,  as  hereinafter  provided  at  public 
auction,  at  siich  yard  or  yards,  the  said  trucks,  carts,  wagons, 
vehicles,  boxes,  barrels  and  otha*  things  so  r^novea.  Whenever  the 
commissioner  or  deputy  ccHumissioner  shall  have  removed  or  caused 
to  be  r«iM)ved  any  such  trucks,  carts,  wagons  vehicles,  boxes,  bar- 
rels, bales  or  other  things,  and  shall  deem  it  necessary  to  sell  theqi, 
and  before  making  the  sale  thereof,  he  shall  file  with  a  justice  of  the 
municipal  court  of  the  city,  a  wiittenv  petition,  verified  by  oath, 
setting  forth  the  facts  which  bring  the  case  within  this  section, 
together  with  a  brief  description  of  each  of  the  trucks,  (^rts,  wagons. 
V€&cles,  boxes,  barrels  or  other  things  so  r^noved  in  his  custody  ana 
possession  as  street  cleaning  conunissioner  at  the  time  of  filing  such 
petition,  stating  either  the  name  of  the  owner  or  that  his  name  is  not 
known  to  the  petitioner,  and  cannot  be  ascertained  with  reasonable 
dilig^ice,  and  praying  for  a  final  order,  directing  the  sale  of  the  prop- 
erty so  seized  or  removed,  and  the  application  of  the  proceeds 
thereof,  as  herein  prescribed.  Upon  the  presentation  of  the  petition 
tibe  justiee  n»2st  issue  a  precept  imder  his  hand,  directed  to  the  per- 
sons whose  names  appear  in  the  petition  as  owners,  if  stated  in  the 
potion,  or  if  not  stated,  dkected  generally  to  all  persons  having  any 
interest  in  the  property  so  seized  and  removed,  and  briefly  reciting  in 
substance  the  oth^  facts  stated  in  the  petition  and  reauiring  the 
person  or  pa:sons  to  whom  the  precept  is  directed  to  snow  cause 
Wore  a  justice  of  the  said  court  at  a  time  and  place  specified  therein, 
not  less  than  10  nor  more  than  20  days  after  the  issuing  of  the  pre- 
c^t,  why  the  prayer  of  the  petition  should  not  be  granted.  The 
precept  shall  be  served  by  posting  a  copy  thereof  in  at  least  two  pub- 
lic and  conspicuous  places  in  the  city,  one  of  which  shall  be  the  office 
ci  the  said  conmiissioner  of  street  cleaning,  and  the  second  of  which 
shall  be  the  yard  to  which  the  i»x)perty  shall  have  been  removed,  and 
a  copy  of  wnich  precept  shall  be  so  posted  within  3  days  after  the 
pec^t  shall  have  beai  issued.  A  bnef  abstract  of  the  precept  shall 
be  published  in  the  City  Record  and  corporation  newspapers  within 
6  days  f^ter  the  issue,  and  not  later  than  3  days  before  the  return 
da^  mentioned  in  the  precept.  At  the  time  and  place  when  the  pre- 
cept is  returnable,  the  commissioner  must  f  mmish  proof  of  the  service 
of  said  precept  as  herein  prescribed  and  any  person  named  in  the 
petition  ami  precept  or  otherwise,  having  an  interest  in  the  property 
adsed,  may  appear  on  tlse  return  day  of  the  precept  and  make  him- 
■df  a  party  to  the  I^^oceQdmg  by  filiiig  a  ^tten  answer,  subscribed 
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by  him  or  bis  attorney  and  verified  by  the  oath  of  the  penon  sah~ 
scribing  it,  denying  absolutely,  or  upon  information  and  belief,  one  or 
more  material  allegations  in  the  petition,  and  setting  forth  his  intereBt 
in  the  property  seized*  The  subsequent  prooeraings  before  ibe 
justice  shall  be  the  same  as  in  an  action  in  tl^  municipal  court  where 
an  issue  of  fact  has  been  joined,  and,  if  the  decision  of  the  justice  is  in 
fayor  of  the  petitioner,  the  justice  must  make  a  final  order,  the  same 
as  thou^  no  appearance  or  trial  were  had,  except  to  recite  Hie 
appearance  and  trial  before  him.  If  no  person  appears  and  answers, 
the  justice  shall  make  a  final  ord^  directed  to  the  commissioner  of 
street  cleaning,  commanding  him  to  sell  at  pul:^c  auction  all  of  the 
property  seiz^  and  described  in  the  petition,  at  the  yard  to  which 
said  property  was  removed,  for  the  best  price  which  he  can  obtain 
therefor.  Before  making  any  such  sale,  the  said  cdmnussioner  or 
deputy  commissioner  shall  give  public  notice  in  the  City  Reccnrd  and 
corporation  papers,  as  by  ^is  act  prescribed,  not  later  than  3  davs 
before  the  day  of  such  sale,  and  sudi  notice  of  sale  shall  specify  the 
time  and  place  of  such  sale,  and  shall  contain  a  general  description  of 
the  property  to  be  sold,  but  no  particular  description  of  any  artide 
shall  be  contained  therein.  The  sale  shall  be  made  at  the  tnne  and 
place  specified  in  said  notice  of  sale  by  the  commissioner  or  a  d^xity 
commissioner  of  his  department,  or  l^  an  auctioneer,  designated  for 
such  sale  by  the  commissioner.  Immediately  aft^  the  side,  the 
commissioner  shall  pay  to  the  comptroller  the  proceeds  thereof,  and 
shall,  at  the  same  time,  transmit  to  the  comi)troller  an  itemized 
statement  of  the  articles  sold,  with  the  price  received  for  each  article 
and  a  certificate  of  the  costs  and  expenses  incurred  by  the  said  com- 
missioner in  making  such  condenmation  and  sales.  The  comptroller 
shall  credit  and  add  to  the  appropriation  for  the  department  of 
street  cleaning,  from  the  proceeds  of  such  sale^  the  amount  of  said 
costs  and  expenses  of  such  condemnation  and  ssdes  as  hereii^^ove 

Provided,  and  in  addition  thereto,  such  an  amoimt  for  each  incum- 
rance  seized  or  taken,  condemned  and  sold,  as  hereinbefore  pro- 
vided, not  to  exceed  $10,  as  may  be  estimated  and  fixed  bv  the 
commissioner  of  street  cleaning  as  necessary  to  pay  the  cost  of  seis- 
ing, removing  and  keeping  or  storing  sucn  incmnbranoes;  and  the 
remainder  of  the  moneys  realized  from  such  sale  shall  be  paid  without 
interest,  to  the  lawful  owners  of  the  several  articles  sola.  Any  pay- 
ment to  a  person  apparently  entitled  thereto,  under  the  provisions  of 
this  section,  shall  be  a  good  d^ense  to  the  dty  against  any  other 
person  claiming  to  be  entitled  to  such  payment;  but,  if  the  person 
to  whom  such  payment  is  made  is  not  in  fact  entitled  thereto,  the 
person  to  whom  the  same  ought  to  have  been  paid  may  recover  ihe 
same,  with  interest  and  oosts  of  suit,  as  so  much  money  had  and 
received  to  his  use,  by  the  person  to  whom  the  same  shall  have  been 
paid.    (ChMter  545.) 

4.  Redemption  of  property  removed.  The  owner  of  any  trudc,  cart, 
wagon,  vehicle,  box,  barrel,  bi^e  or  other  thing,  removed  from  any 
public  street  or  place  under  the  provisions  of  this  section,  may  redeem 
his  prroperty  at  any  time  after  its  removal  upon  payment  to  ^le 
commissioner  of  street  cleaning  of  such  sum  as  he  may  fix,  not  to 
exceed  $10,  for  each  article  redeemed.  The  sum  thns  paid  shaU  be 
immediately  transmitted  to  the  comptrdkr,  fxid  shul.be  hy  him 
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added  and  credited  to  the  appropriation  for  the  department  of  street 
ideaning,  and  may  be  used  by  the  commissioner  for  any  of  ihe  pur- 
poses of  his  depsurtment;  as  if  originally  included  in  the  appropria- 
tion ther^or.  Nothing  m  this  section  contained  shall  be  deemed  to 
ttuihon^se  the  summaiy  removal  of  materials  tor  aoy  public  work  or 
improvement  in  course  of  construction. 

5.  Temporary  obstrucHan  of  croasinga.  No  person  shall  obstruct 
the  walks  laid  across  a  public  street  or  at  the  head  of  a  public  slip,  by 
plaeing  or  stc^sping  his  horse,  cart  or  other  carnage  upon  or  across 
any  of  the  said  walks,  or  by  placing  or  putting  any  oth^  obstruction 
or  other  thing  across  or  on  the  same.    (C.  O.,  {  268.) 


ARTICLE  14 

PROJBCnONS  AND  ENCROACHMENTB 

Sec.  160.  Projections  prohibited. 
~  161.  Areas,  special  restrictions. 
162.  Balustrades. 
163. 

164.  Cellar  doors  and  steps. 
165. 
166. 
167. 

168.  R^noval  of  unauthorized  projections  and  encroadmients 
and  incumbrances. 

!169.  Notification  to  corporation  counsel. 
170.  Violations. 

For  oases  and  authorities  relatins  to  ceneral  subject  of  enoroaohments  in  pubUo 
streets  see  notes  to  {  140,  su^Mra. 

Sec.  160.  Projections  proMbited, — ^No  areas,  steps  or  other  projec- 
tions beyond  the  building  line  except  those  indicated  in  paragraphiB  c, 
d,  e,  f  and  h  of  subdivision  4,  §  170,  chapter  5  of  this  Code  of  Ordi- 
nances, shall  be  built,  erected  or  made  upon  the  following  streets, 
namelv: 

a.  Grand  Boulevard  and  Concourse  in  the  borough  of  The  Bronx, 
between  East  161st.  street  and  Mosholu  i>arkway;  excepting  that 
areas  as  d^ned  by  paragraph  a  of  subdivision  4,  §  170,  chapter  5  of 
tie  Code  of  Ordinances  may  be  erected  in  that  section  of  the  Grand 
Boulevard  and  Concourse  in  the  borough  of  The  BromL  located 
within  a  business  use  district  as  established  by  the  builcung  zone 
resolution  adopted  by  the  board  of  estimate  and  apportionment; 

b.  On  Coney  Island  avenue,  from  the  Plaza  at  Parkside  avenue  to 
Neptune  avenue,  in  the  borough  of  Brooklvn; 

c.  On  Newkirk  avenue,  between  Flatbush  avenue  and  Coney 
Mand  fsvemie,  in  the  borou^  of  Brooklyn. 

Adopted  April  13, 1920.   Approved  April  24, 1920. 

This  subdiviuon  continues  the  ordinance  approved  April  25,  1882.  It  with- 
draws all  stoop-line  privileges  on  Broadway  oelow  Fiftn-ninth  street.  It  was 
made  necessary  by  the  rafudly  growing  population  of  the  metropolis  and  the  enor- 
moys  crowds  who  use  the  Broadway  sidewalks.  The  ordinance  has  been  upheld 
In  a  number  of  suits  to  recover  i>^ialties  in  the  Municipal  Courts.    Where  the 
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narqiuae.  or  awninfl  of  bUib  BDd  oMeL  on 
tinn''  within  the  terms  of  the  ordinanec. 

,rojeiitioiiB  of  whHterBT  kind.    City  dI  New 

York  V.  Otto  Sarony  Co.,  86  N,  V,  Bupp.  37. 

§  161.  Areas;  special  restrietiorui. — Every  existini^  area  tliat  is 
open  at  the  top  shaU  be  enclosed  with  an  iron  railii^  in  front,  aad 
OD  the  sides  where  there  ia  an  opening  used  for  the  purpoMS  of 
ingress  and  egress,  aich  railing  to  be  at  least  3  feet  high  measured 
from  the  base  and  enable  of  fiuataining  a  lateral  weight  (A  300  pouods 
at  any  port  thereof ,  the  gates  of  which,  if  any,  shall  be'so  constructed 
as  to  open  inwardly. 

Adopted  July  2,  1918.    Approved  July  10,  191S. 

The  pentklty  wia  cm  cla»D  from  250  to  IQO  dollua  io  1896  and  ia  now  coverned 
by  i  170.  This  Boctioa  has  been  in  force  ainpe  at  leaU  1821.  (See  LawB  of  City  of 
N.  Y.  1821.  p.  2B.)    As  originally  used  the  otdinanee  eipressly  sa--*  " "-■ — 


—No  goods,  wares,  merchandise  or  aonufae- 
>n  ihaJl  be  placed  or  exposed  to  ehow  or  for  sale 
that  now  is  or  hereafter  may  be  erected  upmi 
d  by  ord.  effective  Dec.  28, 1915.) 
8,  sftow  wirafoiM.— (Repealed  by  ord.  ^ective 

mtheOidiaance  of  January  30,  1903. 
1,  aivennBn  Conatruction  Co.,  Ill  App.  Div.  879.  01- 
(nutad  under  this  ordinance  an  inrafid,  as  the  Board  of 
I  allow  permuient  enennchmaata  on  the  pubUo  hi  Awmrs. 
t  V.  Loew,  15  App.  Div.  313.  aff'd  162  N.  Y.  6137  Seo- 
ou  Act  there  conatmed  has  been  praeticalTy  incorpoTmbad 
t.  The  Park  Commisaionen  have  power  to  grant  pennita 
roject  tieyond  the  buildinc  line  but  within  tbe  Bloop-line. 
1.  Y.  163.  This  case,  however,  lias  been  ifiitfiisidAad  in 
.  Y.  3fi3.  which  declares  peimita  and  ordiiunca  allawliig 
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permaticiit  enoroaohmeilts  on  the  public  streets  to  be  invftUd.  .B^y  windows  IwTe 
always  been  allowed  in  the  dty,  but  before  this  ordinanee  they  were  limited  to  one 
foot.  (See  Laws  and  Ordinances  1703,  p.  17,  par.  13.  and  subsequent  compila- 
tions.) See  also  Acme  Realty  Co.  r.  Schlnasi,  154  App.-Div.  897,  and  oases  citeJ 
under  ( liOr^upra. 

§  164.  Cellar  $Up9^  ceUar  doors. — ^Every  entrance  or  flight  of  8t^, 
now  exiting  and  projectiog  beyond  tiie  line  of  the  street  and  de- 
secoidang  into  any  <»llar  or  basement  story  of  any  house  or  otlKr 
building,  where  such  entraouoe  or  fli^t  of  steps  shaU  not  be  cov^iwl, 
shall  be  inolosed  with  a  raihng  on  each  side,  patnanently  put  up, 
from  3  to  3^  feet  higkkf  with  a  gate  to  open  inwardly,  or  with  2  iron 
chains  across  the  front  of  the  entranceway,  1  near  the  top  and  1 
in  the  o^tre  of  the  railing,  to  be  closed  (kirmg  the  night,  unless 
there  be  a  burning  li^t  over  the  steps,  to  prevent  accidents.  Where 
"such  entrance  is  covered  by  a  cellar  door  Buch  door  shall  be  kept 
in  good  repair,  and  shall  not  be  pennitted  to  remain  open  except 
when  in  actual  use  for  ingress  or  egress  of  persons  or  for  the  loadiag 
or  unloading  of  thi^s  out  of  or  into  such  cellar  or  basement  story. 

Adopted  March  26, 1918.   Approved  April  4, 1918. 

In  1793  the  limit  was  one-fifteenth  of  the  street,  in  18C^  this  was  chanced  to 
one-tenth,  and  in  1821  the  present  rate  of  one-twelfth  was  nzed. 

Schroeek  v.  Reeis,  46  App.  Div.  502;  Brogan  v<  Hannan,  66  N.  Y.  Supp.  1066; 
Stunwwaid  v.  Schreiber^  60  App.  Div.  476. 

By  its  terms  this  ordinance  is  omifined  to  protection  at  mght.  Greenberg  ▼• 
Schlanger,  229  N.  Y.  120. 

§  166.  Courtyards  on  privale  property. — (Repealed  ord.  effective 
Dec.  28, 1916.) 

i  166.  Ornamental  projections. — (Repealed  by  ord.  effective  Dec. 
28, 1915.) 

The  so-called  "Ornamental  Pro|ection "  ordinance  of  Am*.  20, 1903,  was  expieesly 
held  void  in  McMillan  v.  Klaw  A  Erlanger,  107  App.  Uiv.  407.  Since  then  the 
eourts  have  repeatedly  held  permanent  projections  and  encroachments  in  the 
streets  were  ille^l.  City  of  N.  Y.  v.  Rice,  198  N.  Y.  131;  Harfield  v.  Strauss.  117 
App.  Div.  671;  People  ex  rel.  Cross  v.  Aheam,  124  App.  Div.  840. 

§  167.  Porches,  platforms  and  stoops. — (Repealed  by  ord.  effective 
Dec.  28, 1915.) 

Tfaos  has  remained  practically  the  same  since  1821.  The  Laws  and  Ordinances 
of  1793  psovided  (p.  12)  that  no  platforms,  stoop,  stms,  etc.,  should  extend  moie 
than  one-tenth  part  of  the  width  of  the  street,  and-  would  have  open  backs  s^ 
railings.  By  1817  there  was  added  the  limitation,  "nor  more  than  seven  feet  .  .  . 
and  for  the  mere  purpose  of  a  peissageway  into  the  houses  or  buildings."  See  Ordi- 
nances 1817,  par.  Xil  of  Ch.  13.  In  the  Ordinances  of  1821  we  find  the  height 
limited  to  five  feet.  R.  O.,  1821.  See  note  under  sections  161  as  to  areas  and  en- 
croachments. Action  to  remove  nuisance  outdde  stoop-line  not  allow  amendment 
to  include  structures  within  stoop-line.  City  of  N.  Y.  v.  Knickerbocker  T.  Co., 
121  App.  Div.  740.    See  notes  to  %  140,  supra, 

This  section,  with  verbal  changes,  such  as  the  substitution  of  Board  of  Aldermen 
for  the  Street  Commissioner,  has  oeen  contained  in  every  revision  of  the  ordinances 
since  1839.  "  Porches"  and  "  Doors"  are  named  as  the  earlier  ordinances  included 
them  in  the  preceding  seoticuis  herein  referred  to. 

§  168.  Removal  of  unatUhorited  prcjeeHens,  encroachments  and 
incumbrances. — ^The  president  of  the  borough  having  jurisdiction 
may  give  a  written  or  printed  notiee  to  ihe  owner  of  t&e  premises,  by 
service  upon  mdi  awosryOr  upon  the  occupant  of  the  premises,  re- 
quiring such  owner  to  remove  or  alter  any  unauthorized  projection, 
encroachment  or  inciBofilmaMe^  wt1±m  a  period  to  be  spedned  in  such 
notice,  which  shall  be  in  writing,  and  shall  b^  servea  personally,  or 
by  leaving  it  at  the  houseior  plnoe  d  busineas  of  the  owner,  occupant 
€>r  person  h^viog  charge  of  the  house  or  lot,  in  front  of  ^^lich  the 
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proieottoQ,  eneraachmcnt  or  incumbrance  may  be,  or  by  poetinff  the 
said  notice  or  order  thereon.  At  any  time  after  the  expiration  ^  Ibe 
time  sp^ified  for  that  purpose  in  the  notice,  if  such  encnwchment, 
encumbrance  or  projection  shall  not  then  have  been  rfflnoved  or 
altered,  the  preaiiWt  of  the  borough  may,  by  notice  or  order,  direct 
and  cause  such  encroachment,  incumbrance  or  projection  to  be  re- 
moved or  altered,  at  the  expense  of  the  owner  or  constructor  thereof, 
who  shall  be  liable  to  the  city  for  all  eipensea  that  it  may  incur  by 
.such  removal  or  attsration,  together  witathe  penalties  prescribed  t^ 
S  170  of  this  article,  to  be  recovered  with  costs  of  suit.  (C.  0.,  ff  221, 
222.) 

S  169.  NUificaliim  to  corporation  cmm»d. — The  president  <rf  each 
borough  shall  present  and  report  all  encroachments  on  the  streets. 
niiich  may  be  brought  to  his  notice,  to  the  corporation  counsel,  MUl 
diall  take  such  other  action  thereon  as  may  be  prescribed  by  ordi- 
nance in  relation  thereto.    (C.  O.,  S  91.) 

£  170.  Ftofciitonfl. — Any  person  who  shall  viobte  any  of  the  provi- 
idons  of  this  article  or  fail  to  comply  therewith,  or  any  requirwient 
thereof,  or  who  shall  violate  or  fail  to  comply  with  any  official  order 
or  regulation  made  thereunder,  or  who  s'     '      '"  '         '  ' ' 
detailed  statement  or  specifications  or  pi 
tiiereunder,  or  of  any  certificate  or  permi 
each  and  every  such  violation  and  n< 
forfeit  and  pay  a  penalty  in  the  sum  of ! 
shall  be  removed  or  be  in  process  of  re 
the  service  of  a  notice  made  and  served 
of  chapter  5  of  this  ordinance,  the  lia 
cease  and  the  corporation  counsel,  on  ri 
of  buildings  having  jurisdiction,  shall  dif 
to  recover  the  same.    Any  person  who,  1 
notice  to  remove  any  violation,  or  to  con 
this  article,  or  with  any  order  or  r^[uh 
fail  to  comply  with  such  notice,  withm  1 

or  who  shall  continue  to  violate  any  requirement  of  this  oiticle  in  the 
respect  named  in  the  notice,  shall  pay  a  penalty  of  $260.  (Building 
Code,  E  ISO,  chan^  to  meet  C.  O.,  gfi  182, 184, 246.) 

ARTICLE  15 
eiDBWAixB 

Sec.  180.  Construction,  generally. 

1181.  Abutting  owners'  duties  and  reqxmsibilitiee. 
182.  Drains  across  aidewoUca. 
183,  Boardwalks. 
184.  Corriagew^s  aorasB  sidewalks. 
186.  Property  owners  may  voluntarily  lay  skUnnUks. 
1S6.  Iat«rfeicB;ce  with  sidewaUu. 
187.  Injury  toordefaeementof  sidewallcB. 
§  188.  Obstructions. 

I  ISSa.  Subway  gratinge;  sweeping  into. 
!  189.  ViohrtioiaT 
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Sec.  IBO.  Construction^  gengroXly, — All  ^treeta  of  22  feet  m  width 
and  upward,  shall  have  sidewalks  on  each  side  thereof »  the  width, 
raatemls  and  c<Kastniction  of  which  shiUl  fully  conform  to  standard 
specifications  for  such  work,  all  of  which  shall  be  prescribed  by  the 
lx>rough  i»^dent  having  jurisdiction  and  kept  on  file  in  his  office. 
(New.) 

f  181.  AhuUin§  property  owTier^  duties  and  obligaHons,  1.  Geti^ 
erMty.*— The  owner^  lessee  or  occupant  of  any  house 'or  oth^  building 
or  vacant  Ipt  frontmg  on  any  street  shkll,  at  his  charge  and  eroense, 
well  and  sufficiently  pave,  according  to  this  ordinance,  and  keep 
and  maintain  in  good  r^air,  the  sidewalks,  curb  and  gutter  of  the 
street  in  front  of  such  house,  building  or  lot. 

2.  Notice  to  reaulaie  and  pave  mdewaUcs,  When  any  street  shall 
halve  been  paved  and  a  majority  of  owners  of  lots  on  ti&e  same  blodc 
e^ll  have  related  and  paved  their  eidcTvalks,  the  president  of 
the  boroi^  in  which  the  same  is  located  shall  give  notice  to  the 
owner,  lessee  or  occupant  of  any  lot  in  front  of  which  the  sidewaUffl 
ebaU  not  be  paved,  to  regulate  and  pave  the  same  within  a  certain 
time^  to  be  designated  in  the  notice.  Upon  complaint  being  nkade 
to  the  borough  president  having  jurisdiction  thei^  that  any  side- 
walk, curb  or  gutter  is  not  paved  or  r^aired  accordmg  to  this  article, 
he  may  cause  a  notice  to  be  served  upon  the  own<»\  leasee  or  occii- 
pant  of  any  house,  building  or  vacant  lot  of  groimd  fronting  thereon 
to  repair  or  relay,  as  the  case  may  require^  such  mdewalk,  curb  or 
gutter,  within  10  days  after  the  service  of  such  notice. 

3.  Construction  by  city;  reimbursemeni  by  assessment.  In  case 
the  owner,  lessee  or  occupant  shall  fail  to  lay,  repair  or  relay,  as 
the  case  may  require,  such  sidewalk,  curb  or  gutter/  within  the  time 
required  b^  the  notice  and  otheryvise  to  comply  therewith,  the  bor- 
on^ pre^dent  having  jurisdiction  is  hereby  authorized  and  re- 
qnu*ed  to  lay  or  relay  the  flagging  and  set  or  reset  the  curb  ami 
gutter,  or  any  of  such  work,  €md  to  do  such  incidental  woik  as  may 
be  necessary  properly  to  construct  or  repair  siich  sidewalk^  and  to 
certify  the  expense  th^'eof  to  the  board  of  assessors.  The  board 
shall  make  a  just  and  equitable  assessment  of  such  expense  aa^Ong 
the  owners  or  occupants  of  all  houses  or  lots  deaned  to  be  ben^bea 
thereby^  in  proportion,  as  near  as  n^ay  be,  to  the  advantages  which 
they  may  be  deemed  to  have  acquired. 

Adoiited  March  12, 1018.    Approved  March  20, 1018. 

§  182.  Drains  across  sidewalks, — No  drain  from  any  biuldtng, 
structure,  enclosure  or  lot  of  ground  shall  hereafter  be  constructed 
across  the  surface  of,  or  through  or  under  a  sidewalk,  unless  the 
material  or  materials,  dimensions  and  construction  thereof  i^all 
fully  conform  to  standard  specifications  for  such  woric,  all  of  >«vhich 
shall  be  prescribed  by  the  boroudi  presid^it  having  jurisdiction  and 
ketot  on  file  in  his  office.    (Newj 

1 183.  Boardvxilks,--^l^o  board  or.  plank  walk  shall  be  consUiioted 
or  laid  down  in  any  st^reet,  without  the  written  penmssion  of  the 
borough  president  having  jurisdiction,  (flushing  Ords.,  §  5^  made 
genera}.)  .  ■ 

§  184.  Carriageways  across  sidevxdks.  1.  Oenerai  regHatiions.^*-' 
No  person  shall  lower  the  curb  or  change  the  grade  of  a  sidd^^yk'in 
front  €i  any  building  owned  by  him,  tor  the  purpose  of  providing 
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a  canrmgeway  across  such  sidewalk, 'except  upon  compl^g  with 
the  following  eonditions,  namel^r: 

(a)  Api^oation  shidl  be  made  in  writhig  by  the  owner  to  the  pres- 
ident of  the  bon>u^  within  which  such  pr^nises  are  located; 

(b)  In  consideration  of  the  granting  of  such  permit,  the  borough 
president  having  jurisdiction  is  hereby  authorized  to  charge  a  fee 
for  the  privilege,  to  cover  all  expenses  m  connection  with  the  inspec- 
tion of  the  ^Iterktkm  of  the  sidewalk,  and  its  ultimate  restoration 
to  miginal  grade;  and  he  m^y  make  such  rules  for  its  proper  care 
and  cleaning  as  he  deems  dearable; 

(c)  Every  such  carriageway  shall  be  constructed  under  the  super- 
vision and  subject  to  the  direction  of  the  president  of  the  borougji 
having  jurisdiction,  and  on  condition  that  upon  faihnre  to  comply 
with  all  ihe  terms  of  the  permit  the  jnivilege  may  be  revoked  and 
the  ffldewalk  restored  to  its  ori^nal  grade,  at  the  expanse  of  the  |)er- 
80n,  to  whom  the  permit  was  granted,  or  of  the  grantee  then  having 
title  to  the  abutting  property.    (C  O.^  §  630,  amend.) 

2.  Construction.  All  p^rivate  camagewajrs^  crossing  sidewalks 
ebaXL  be  paved  with  granite,  Uuestone  or  artificial  stone,  and  not 
with  l»icks  or  with  round  or  paving  stones.    (C.  O.,  §  122.) 

3.  City  may  c&nttnuA  or  reconstruct  at  expense  of  owner.  In  case 
any  part  of  a  private  carriageway  shall  not  be  paved,  repaved  or 
repaired  according  to  the  i^ovistons  of  the  preceding  subdivision, 
the  b<^ough  president,  having  jurisdiction  may  (»d^,  in  writing, 
the  same  to  be  done  within  a  time  mentioned  in  the  order.  At  the 
expiration  of  such  time,  the  work  may  be  done  undar  the  direction 
of  the  borough  president,  and  the  expense  th^eof  bShslH  be  a  lien 
upon  the  lot  fronting  thereon.    (C.  O.,  §  123.) 

ilS8.  Property  owners  may  volunatariiy  lay  sidewalks. — ^Anv 
owner  of  property  may  lay  a  siaewalk  in  front  of  his  premises,  of  sucm 
material  and  in  such  a  manner  as  may  be  prescribed  by  the  borou^ 
president  having  jtuisdietion,  but  no  sidewalk  shsdl  be  so  laid  unms 
under  written  permit  issued  oy  tlie  borough  president.    (New.) 

S  186.  Interference  wUh  sidewalks.-->'No  sidewaUcs  or  any  part  of  a 
fil^swalk  i^all  be  ti^^i  up  in  whde  or  in  part,  for  any  purpose  what- 
ever, without  the  written  petanission  of  tne  president  of  the  borou|^ 
having  jurisdiction,  under  the  penalty  of  $25  for  eaclrolfense;  DUt 
the  provisions  of  this  section  i^all  not  £^q»ly  to  the  making  of  nec- 
essary repairs  to  any  «ich  sidewalk,  uot  to  the  resetting,  wnen  neo- 
esaary,  of  any  curb  or  gutter  stone  uiat  may  have  become  disfdaoed, 
broken  or  sunki^,  nor  to  the  necessary  repair  or  alteration  of  any 
coal  dide  under  a  sidewalk.    {C.  O.,  §  121.) 

§  187.  Injury  to  «r  defacement  of  sidewalks.  1.  Breafdng  or  itp- 
juring. — ^No  person  shall  break  or  otherwise  injure  any  sidewalk  or 
foot$Mkth  un^  the  penalty  inescribed  by  §  189  of  this  article:  pro- 
vided that  such  penalty  shall  not  accrue  in  case  of  an  accidental 
breaking  of  ot  k^]xry  to  a  sidewalk,  wluch  is  repaired,  to  the  satisfac- 
tion of  the  borough  president  having  juriscliction,  within  48  hours 
after  such  break  or  injury.    (C.  O.,  §  267.) 

2.  Defacing.    No  person  shall  deface  any  sidewalk  by  printing^  or 
writmg  th^neon,  or  attaching  th^ieto,  in  any  manner  any  advertise- 
ment or  oliier  printed  matter.    (M^ih,  (mb.,  §  M.) 
-    f  18$.  OMryiHons.     I.  Merchandiss, — No  person  shall  hang  <x 


place  any  goods,  wares  or  merchiuidise,  or  euffer, 

the  Nuue  to  be  hving  or  placed,  at  aay  greater  d 

in  front  of  hia  or  her  house,  store  or  ouier  bdldini 

bei^t  than  5  feet  above  the  level  of  the  aidewaJ 

chMidise  in  process  of  loading,  unloading,  shipmet 

from  shipment,  may  be  transferred  from  trueta 

over  the  sidewalk  by  the  use  of  skids,  or  by  bat 

the  sidewalks  while  so  doing.    Household  fumitui 

rily  placed  on  a  sidewalk  for  the  purpose  of  lot       „  .   _ 

the  same  during  daylight  and  without  unreasonable  delay;  but,  in 

any  such  case,  a  passageway  shall  be  kept  open  within  the  shxHi- 

line  of  the  building,  abutting  on  the  ndewalk  so  obstructed,  for  tbe 

free  movement  of  pedestrians.    (C.  O.,  §  262,  revised.) 

_ JC8  ifta,  p,  17.  and  nub- 

__, ._ .jfl  nwiually  enlu-oed  by  ord,  of  April  B.  1884; 

Sept.,  »,  18Se:Much29,  1804,  u>d  D».  7,  lS»e.    Wbik  (ooda  nuy  be  plaosd  on 

ai£iui.  107  ^^y'^.  'pmnits^oannotV  riTCa^Co^nlsy  goodi'ud  mtrel^idlae 
□n  tbe  sidewalk.    People  v,  Willis,  9  App.  Div.  211. 

2.  Vehidea.  Except  as  otherwise  provided  in  this  section,  no 
person  shall  lead,  ride  or  drive  a  horse  or  permit  or  suffer  any  cart 
TTOtherwhee!  carriage  to  be  driven  or  otherwiae  to  pass  or 


with  the  provisions  of  {  184  of  this  article.     (C.  O.,  {  266,  revised, 
amend.  May  7, 1916.) 

S  188a.  Svbwiy  graiin^e;  sweeping  iiUo. — No  person  shall  sweep 
any  substance  from  a  sidewalk  or  otlier  place  into  a  suting  used 
for  the  purpose  of  ventilatbg  any  subway  rfulroad.    (New.) 

Adopted  July  16,  19IS.    Approved  July  20.  IBIS.  I 

S  189.  ViaiaHons.- — No  person  shall  violate  any  of  the  provisions 
of  this  article  under  a  penalty  of  S50  for  each  offense.  No  such 
violation  shall  be  continued  under  an  additional  penalty  of  $5  for 
each  day  so  continued.  Any  person  who  shall  wilfully  violate,  or 
neglect  or  refuse  to  comply  with  an^  provision  of  this  title,  or  any 
lawful  regulation,  order  or  special  du^ction  made  thereunder,  may 
also,  upon  conviction  thereof,  be  punished  by  a  fine  of  not  more 
than  iso,  or  by  an  imprisonment  for  not  exceeding  39  days,  or  by 
both  such  fine  and  impriaonment.  (New.  Chaxter,  5  773  and  C.  0., 
S379.) 
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aiQNS  AND  SBOWBILLS 

iec.  210.  General  provisionB. 

{  211.  Ground  signs  and  roof  signs. 

I  212.  Ground  signs,  special  provisions. 

I  213.  Roof  signs,  special  provimons. 

S  214.  Signs  on  walk. 
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igDS. 


>i  existing  aigoB. 

a. 

3  effect. 

b,  protection  of. 

Sec,  210.  General  provUUma. — Except  aa  otherwise  Bpedfietl  in 
tbe  Buoceedii^  sections  of  this  aiticle,  aigiiB,  showbills  &ud  ahowbo&rds 
may  be  placed  on  the  fronte  of  buildings,  with  the  consent  of  the 
owner  thereof.  They  shall  be  securely  fastened,  and  shall  not  pro- 
ject more  than  1  foot  from  the  house  wall,  except  that  signs  nu^  be 
bung  or  attached  at  right  angles  to  any  build  in  g,  exct^t  a  building 
in  the  boroi^h  of  Manhattan,  on  Fifth  avenue,  between  Waahii4;ton 
square  north  and  110th  street,  or  on  34th  street,  between  Fourth 
avenue  and  Seventh  avenue,  or  on  Madison  avenue,  between  Mtix 
street  and  72d  street,  or  on  57th  street,  between  LexinKton  avenue 
and  Broadway,  and  extend,  not  to  exceed  3  feet  therelrom,  in  the 

re  between  the  second  floor  (the  ground  floor  being  considered 
Qrst  floor)  and  a  point  S  feet  in  tbe  clear  above  the  level  of  the 
sidewalk  in  front  of  such  building.  Signs  may  be  attached  to  the 
sides  of  stoops,  but  not  to  extend  above  the  railing  or  beyond  the 
Btoop-line  of  any  sloop.  No  sign,  showbill,  or  showboard  shall  be 
placed,  hung  or  maintained  except  as  prescribed  in  this  article. 


,    City  of  Rochester  v.  Wert, 
l-boarda.    People  ^ 


c  geaenl  ordinuices.    People 

Iwig.  31S  N.  Y.  S40  (aff.  173 
.  217  N.  R.  loo, 

$211.  Grtmnd  sigru  and  roof  aigns.  1.  Penniia  required. — No 
pound  sign  or  roof  sign  shall  be  erected  until  a  permit  therefor  shall 
have  been  issued  by  the  superintendent  of  buildings  having  jurisdic- 
tion. Each  superintendent  of  buildings  may  prescribe  suitable 
r^ulations,  consistent  with  the  provisions  of  tms  article,  concerning 
the  forms  and  contents  of  applications  for  the  various  forms  of  per- 
mits.    (Ord.  May  29,   1914.) 

2.  Plana  and  tpecifieationa.  No  such  permit  shall  be  issued  unless 

51ans  and  specincatioDs,  showing  the  dimenaions,  mateiial  hthI 
etafls  of  construction  of  the  proposed  sign,  accompanied  by  the 
written  consent  of  the  owner  or  lessee  of  the  property  upon  which 
'•^  is  to  be  erected,  shall  have  been  filed  with  the  superintendent 
of  buildingB  having  jurisdiction,  nor  until  all  of  the  proviaioos  of  the 
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Building  Code,  relating  to  suchstructures,  shall  have  been  complied 
with.    (Id.,  §  6.) 

3.  lUuminated  signs*  In  the  case  of  an  illuminated  sign  illumi- 
nated by  electricity,  a  certificate  must  also  be  procured  from  the 
d^^artment  of  water  supi)ly,  gas  and  electricity,  certifying  that  the 
electric  wiring  and  electric  appliances  of  the  proposed  sign  are  in 
conformity  with  the  rules  and  regulations  of  that  depaitment.  (Id., 
§6.) 

4.  Fees,  Before  any  penmt  shall  be  issued  under  this  section,  a  fee 
therefor  shall  be  paid  to  the  appropriate  biu*eau  of  buildings  as 
follows:  For  ground  signs,  $2;  for  roof  signs  having  a  tight,  closed  or 
solid  surface,  $5;  for  roof  signs  not  having  a  ti^t,  closed  or  solid 
surface,  $10;  provided  that  each  face  of  smy  such  sign  structure, 
when  fronting  on  differ^t  streets  shall  be  considered  to  be  a  separate 
sign.    (Id.^  §6.) 

5.  Existing  structures.  Permits  shall  be  issued  for  signs  existing^ 
in  the  29th  day  of  May,  1914,  not  conforming  to  the  requir^nents 
of  |§  212  and  213  of  tms  chapter,  jwrovided  such  signs  wexe  erected 
and  are  maintained  in  conformity  with  the  legal  requirements  in 
effect  when  they  were  erected,  but  no  fees  shall  be  charged  for 
permits  or  registration  for  existing  signs. 

.  Adopted  February  13,  1917.    Beoiune  effective  F^nu^y  27,  1917. 

6.  RegislrcUion  and  identification.  Every  ground  sign  and  ro<^ 
sign  e»fi^g  or  hereaft^  erected,  shall  be  registered  wim  the  bureau 
of  buildings  of  the  borough  in  which  such  structure  is  situated,  by 
the  person  maintaining  the  same,  and  shall  have  displayed  upon  the 
front  thereof  the  name  and  address  of  such  person,  and  thd  serial 
number  of  the  pomit  issued  f<»  such  structure.  -  The  bureau  of 
buildings  may  issue  p^nkits  in  several  aeries  so  as  to  diatingui^ ' 
between  j^dsting  signs  and  new  sign  structures  erected  in  conformity 
with  this  article,  or  between  various  classes  of  signs.    (Id.,  §  7.) 

§212.  Growid  signs^  special  jiropisums,  1.  Construction, — No 
ground,  fence,  bill-board  or  sign  within  the  fire  limits  of  the  city  shall 
be  at  any  point  over  12  feet  above  the  ground;  provided  that  when 
the  face  of  any  sign,  excepting  the  ornamental  moulding  thereof, 
shall  be  constructed  entirely  of  metal  or  of  wood  covered  on  all 
sides  with  sheet  metal,  the  sign  shall  not  be  at  any  point  over  24  feet 
above  the  ground.    (Ord.  May  29,  1914,  §  2.) 

2.  Mamtenance,  Any  person,  occupying  any  vacant  lot  or  prem- 
ises with  a  bill-board,  sign  or  other  advertising  structure  or  device, 
shall  be  subject  to  the  same  duties  and  responsilHlities  as  the  owner 
of  the  lot  or  premises,  wi^  respect  to  keeping  the  same  clean, 
sanitary,  inoffensive  and  free  and  dear  of  all  noxious  subst^uices  in 
the  vidnity  of  such  bill-board,  sign,  structure  or  device;  and  with 
respect  to  the  removal  of  snow  from  the  sidewalk  and  curb  in  front 
thereof.    (Id.,  §  2.) 

§  213.  Roof-signs,  special  promsions,  1.  ComtrucHon,'^All  roof 
sign  structures  dsiU  be  so  constructed  as  to  leave  a  dear  space  of  at 
least  7  feet  between  the  ro<^  levd  and  the  lowest  part  of  the  struc- 
ture, and  at  least  5  feet  between  the  vertical  supports  thereof;  such 
structures  shall  be  set  back  at  least  6  feet  from  the  face  of  the  front 
uid  rear  walls  and  shall  not  interfere  with  any  openings  in  the  roof 
or  with  any  fLre  escape.    Such  structures,  exc^t^g  the  ornamental 
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stirfaee  moulding  thereof,  shall  be  constructed  entuely  of  metal, 
including  the  uprights,  supports  and  braces  for  same,  and  shall  be 
required  to  bear  a  wind  pressure  of  not  less  than  30  pounds  to  the 
square  foot  of  area  subject  to  such  pressure.    (Id.,  §  3.) 

2.  Restrictions,  (a)  No  roof  sign  structure  having  a  tight,  closed 
or  solid  smf  ace  shall  be  at  any  point  over  31  feet  above  the  roof  level. 

(b)  Roof  sign  structures  not  having  a  tight,  closed  or  solid  stuface 
may  be  erected  upon  fireproof  buildings  to  a  height  not  exceeding 
75  feet  above  the  roof  level,  and  upon  non-fireproof  bufldin^  to  a 
height  not  exceeding  50  feet  above  tne  roof  level,  but  the  portions  of 
sucn  structures  covered  and  exposed  to  wind  pressure  shall  not 
exceed  35  per  cent,  of  the  total  area.    (Id.,  §  3.) 

§  214.  Signs  on  waUs.  1.  Construction. — No  sign  shall  be  erected 
upon  the  front,  rear  or  side  wall  of  any  building  so  as  to  project 
above  either  the  roof  cornice  or  parapet  wall,  or  above  the  roof  levd. 
where  there  is  no  cornice  or  parapet  wall;  except  that  a  sign  erected 
at  a  right  angle  to  the  building  wall,  the  horizontal  width  of  which 
sign  parallel  to  such  wall  does  not  exceed  2  feet,  may  be  erected  to  a 
height  not  exceeding  2  feet  above  the  roof  cornice  or  parapet  wall, 
nor  above  the  roof  level  where  there  is  no  cornice  or  parapet  wall. 
A  sign  attached  to  a  comer,  and  parallel  to  the  vertical  line  of  such 
comer,  shall  be  deemed  erected  at  a  right  angle  to  the  building  wall. 
(Id.,  §4.)     . 

2.  Restriction.  No  such  si^  shall  be  so  erected  as  to  cover  the 
doors  or  windows  of  any  building,  or  otherwise  prevent  free  ingresd  ' 
or  egress  to  or  from  any  window,  door  or  fire  escape  <m  airv  buildiiig. 
(Id.,  14) 

§  215.  J&tmnnaied  signs.  1.  AppidcaUon  of  preceding  sections. — 
Eoosept  afi  hereinafter  specifically  prescribed,  all  provRiens  of  $f  211 
to  214,  inclusive,  of  this  article,  shall  apply  to  the  continuance,  con- 
struction, alteration,  reconstruction,  and  maintenance  of  illuminated 
signs,  as  hereinafter  defined.  (As  amend,  by  ord.  eff .  May  2.  1916.) 
.2.  Issue  of  fiermUs.  All  permits  for  iltominated  signs  msXX  be 
issued  by  the  city  clerk,  upon  apphcation  therefor,  approved  by  ^e 
conmiissioner  of  water  supply,  gas  and  electricity  and  the  superin^ 
teiKient  of  buildings  in  the  case  of  electric  signs,  and,  in  the  case  of 
^as  signs^  by  the  fire  commissioner  and  the  superintendent  of  build- 
ings. A  permit  or  renewal  thereof  issued  hereunder,  upon  the  evira- 
tion thereof  or  within  30  da]^  thereafter,  may  be  renewed  for  a 
period  of  1  year;  and,  upon  the  pavment  by  the  applicant  of  the  fee 
therefor  and  the  nurrender  of  the  old  permit,  accompanied  by 
satisfactory  proof  in  the  form  of  an  aiOidavit  that  the  illununated  sign 
is  the  same  as  when  originally  Iksensed,  and  that  the  wiring  or  pipfiag 
of  the  sign  is  in  good  condition  the  city  clerk  may  issue  me  permit, 
excepting  that  no  pmnits  shall  be  issued  yxudi&t  the  provisions  of  this 
article  for  the  erection  and  maintenance  of  illuminated  s%ns,  except ' 
carriage  ct^k,  and  except  illuminated  signs  existing  upon  theatres, 
or  other  places  of  amusement,  upon  Deoenber  13>  1921,  on  a  build- 
ing in  the  Boroui^  of  Manhattan,  on  Fifth  avenue  between  Waah- 
mgtMi  square  north  and  110th  street,  or  on  34th  street  between 
Fourth  avenue  and  Seventh  avenue,  or  on  Madison  avenne,  be- 
tween 34th  street  and  72d  street,  or  on  57th  street,  betweoi  Lex* 
mgton  avenue  and  Broadway.  Each  such  permit  shall  be  k^t  rvpon 


tJbe  premises  i\  hereon  the  sign  is  placed,  either  in  the  possession  of 
the  person  in  charge  or  his  agent. 
Adopted  Dee.  13^  1021;  Approved,  1^1. 

^.  DefiniHon.  Any  letter,  word,  model,  sign,  device  or  representa- 
tion, used  in  the  nature  of  an  advertisement,  announcement  or  dired- 
tion,  illuminatei  by  electriwty  or  gas  extending  over  the  sidewalk, 
shsdl  be  de^^oed  to  be  an  ilhuninf^ed  sign.  No  such  sign  shaD  be 
illuminated  otherwise  than  by  eleotriei^  or  gas.  (App.  Aug.  8, 
1916.) 

4.  Pee  for  fermU,  The  applicant  ior  a  permit  to  construct  or 
maintain  an  illuminated  sign  shall  pay  to  Uie  city  clerk  an  annual  fee 
of  10  cents  for  each  square  foot  erf  sign  space  or  part  of  square  foot 
of  sign  space  <^jplayed  on  such  sign^  to  be  computed  and  collected  by 
the  city  clerit.  The  square  feet  of  sign  space  on  one  (»de  of  wi  ilhm^ 
nated  s^,  howevei^,  snail  be  deemiBd  to  constitute  t^e  entke  mUBofber 
of  square  feet  of  sign  space,  for  tlie  purpose  of  computing  the  lionise 
fee  referred  to  herein. 

5.  Consent  of  owner  of  adjoining  residence.  No  permit  shall  be 
imed  for  the  erection  of  an  illuminated  sign  upon  a  building  which 
adjourns  anoth^  occupied  exdusivdy  as  a  private  residence,  until 
ih&  applicant  for  the  permit  i^all  have  filed  the  written  eons^irt  of 
the  owner  of  such  residence  to  the  ««i5tioh  of  the  proposed  sign. 

6.  Restrictions,  a.  No  illuminated  sign  shall  extend  more  than 
6'  feet  ftom  the  building  line,  except  that  on  authoiized  man^iase 
awnings  the  ilhiminated  ^gns  may  extend  the  entire  length  and  widtli 
of  the  awning,  but  not  more  than  2  feet  above,  nor  1  foot  bekm  said 
awning;  n<M>  shall  any  such  sign  be  less  than  ten  feet  in  the  clear  above 
tbe  level  ci  the  sidewalks  to  meet  the  same;  nor  shall  any  such  sign 
be  traced  upon  leased  premises  by  the  owner  of  the  fee  or  lessor 
without  the  consent  in  writing  of  the  lessee  or  sub^leasee,  as  the  case 
maybe. 

No  illuminated  sign,  except  carriage  C£^ls,  shall  hereafter  be  erecteti 
on  any  building  in  the  borough  of  Manhattan,  on  Fifth  avenue, 
between  Washington  square  north  and  110th  street,  or  on'34th  street, 
between  Fourth  avenue  and  Seventh  avenue,  or  on  Madison  avenue, 
betwe^  34th  street  aawi  72d  street,  or  on  57th  street,  between 
Lexington  avenue  and  Broadway,  nor  shall  any  existing  illuminated 
sign  on  any  such  building  be  enlarged,  nor  shall  any  such  sign 
mi  such  building  be  repia^  or  reconstructed  in  part  or  in  whole 
by  the  erection  of  a  new  illuminate  sign  or  part  thereof,  whether 
unde^  the  same  peitnit  or  a  renewal  thereof  (»*  und^  another 
p^vsit^  except  Uiat  an  illimiinated  sign  not  in  t^e  nature  of  an 
advertisement  may  be  erected  and  maintained  temporarily  on  Fifth 
avenue,  34th  street,  MafMson  avenue  and  dTth  street,  borough  of 
Manhattan,  fo^  a  period  of  not  more  than  one  month  in  connection 
wilJ^  the  cdebratH>n  of  a  patriotic  occasion  of  ^ctraordinary  public 
inte^'est  not  occurring  annually. 

Adopted  December  14,  1920.    Approved  December  23,  1920. 

b.  All  illuminated  signs  shall  be  constructed  entirely  of  metal  or 
other  incombustible  material,  except  the  insulation  thereof  if  such 
sign  is  to  be^iUpminated  by  electricitv,  including  the  uprights,  sud;- 
porti^  a^d  braces  for  tjbe  same,  and  shall  be  properly  and  firmly 
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uttadied  to  the  building  and  so  constructed  as  not  to  be  or  become 
dangerous.    (As  amend.  June  20, 1916.) 

c.  If  such  sign  is  to  be  illuminated  by  gas,  the  gas  burners  for  same 
G^all  be  located  entirely  inside  c^  the  sign  and  so  arranged  and  j^ro- 
teeted  as  to  prevent  the  flame  tiom  being  extinguished  by  the  wind. 
A  shut-off  valve  shall  be  placed  on  the  gas  piping  extending  from  the 
buikiUng  to  the  sign,  and  so  arranged  as  to  permit  of  the  shutting  oS 
of  the  g9a  from  the  si^  on  the  outside  (h  the  building,  in  ease  of 
necessity.  (Ord.  effective  May  2,  1916.) 
>  (216.  Unsafe  signs.-rShould  any  fence,  si^,  bill4x>ard  or  ro(^ 
sign  or  sign  structure  be  or  become  insecure,  or  m  danger  of  falling,  or 
otherwise  unsafe,  in  the  opinion  of  the  superintendent  of  buildmgs, 
the  owner  thereof ,  or  the  person  maintaining  the  same,  shall,  upon 
liotiee  from  ihe  superintend^it,  forthwith  in  case  d  immediate 
danger,  and  in  any  case  within  10  days,  secure  the  same,  under  Uie 
sup^vision  of  and  in  the  manner  to  be  M>proved  by  the  superintend- 
ent, in  conformity  with  the  provisions  of  this  article.  (Ord.  May  29, 
1914.) 

§217.  UfUmjcful  aigna, — In  caae  any  sign  or  sign  structure,  shall 
be  attac^ied  sA  otha*  than  a  right  sik&ie  to  the  wall  of  the  building, 
^(tending  out«de  the  building  Une  and:  projecting  above  the  roof 
cornice  or  parapet  wall,  or  above  the  roof  levels  where  th«%  is  no 
cornice  (m  parapet  wall,  or  shall  be  m  erected  as  to  prevoit  free 
ingress  and  ^p^ess  to  and  from  any  door,  window  or  fire  escape  of 
Any  building,  the  fire  commissioner  shall  notify,  by  registered  mail, 
the  owner  or  lessee  thereof  to  alter  such  sign  or  structure,  so  as  to 
comply  with  this  article,  or  to  remove  the  same.  If  such  ord^  is 
not  complied  with  withii^  60  days,  the  fire  commissioner  shall  le- 
mov6  such  sign  or  sign  structure  at  the  exp^ise  of  ihe  owner  or  lessee 
thereof.    (Id,,  §  5.) 

§  218.  Alteration  of  existing  signs, — ^No  ^existing  fenc^  sign,  IhU- 
board,  or  roof  si^  or  sign  structure  shall  be  eneaiged,  rdduilt,  stnic- 
tuially  altered,  or  relocated,  except  in  acooidanoe  with  the  pro^ 
yiffioms  of  this  article;  provided  that  this  requirement  shiJl  not  sippiy 
to  the  relettering  of  illuminated  si^,  except  where  such  relettenng 
required  a  change  of  the  wiring  or  piping  of  such  signs.  (Amend.  orcL 
effective  May  2, 1916.) 

1 219.  Exemptions. — No  part  of  the  foregoing  sections  of  this 
article  shall  apply  to  walls  oonslaructed  wm>lly  or  principally  of 
stone,  marble,  bnck,  terra  cotta,  concrete,  or  other  liQce  material 
eomposing  a  masonry  or  monohthic  wall;  tuor  to  back  yard  feaoes 
on  tke  groimd  in  the  interior  of  a  court;  nor  to  picket  fences  aiKi 
(»ndmental  metal  fences;    (Id.,  §  10.) 

§  22(X.  Retroactive  efiect.-^^oept  as  expressly  provided  m  §§  216  and 
217  hereof,  this  article  shall  have  no  retroactive  effect.    (Id.,  §  12.) 

§  221.  InspeeHons, — ^Every  sign  or  si^  structure,  {ot  vrhim  a  po^ 
mit  shall  have  been  issued  under  any  provision  of  this  article,  soall 
be  inspected  at  least  once  in  each  calendar  year,  by  or  imder  the 
direction  of  the  superintendent  of  buildings  having  jurisdiction.  (Id., 
§  6.) 

§222.  PvbHc  signs y  protection  of. — No  person  shall  injure,  deface, 
obnterate,  md,r,  remove,  take  down,  loosen,  destroy  or  in  any  other 
manner  mtaiere  with  or  disturb  any  mgnb^od  oontaimng  the 
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name  of  any  street  or  public  place,  ^ethw  it  be  upon  public  or 
private  property.    (New.) 

§223.  Violations.  1.  Puniahment, — ^No  person  shall  vicdate  any 
provision  of  this  article  under  a  pensAty  of  $100  for  ea^  offense. 
No  sign  or  s^  structure  shall  be  maintained,  contrary  to  the  pro* 
visions  of  this  article,  under  a  penalty  of  $10  for  each  day  or  part 
of  a  day  the  same  shall  be  so  maintained. 

2.  Abatement,  Exc^  as  otherwise  provided  in  this  article  any 
fence,  si^,  bill-board  or  roofndgn  structure  erected  or  maintiuned 
in  violation  of  this  article,  shall  be  subject,  upon  notice^  to  abatement 
by  the  superintendent  of  buildings  havmg  jurisdiction.  (Ord. 
May  29, 1914.) 


ARTICLB17 

VAULTS 

Sec.  240.  General  provisions. 
"  241.  Construction. 

242.  Vault  openings;  protection  of. 

243.  Vault  covers  must  afford  secure  footing. 

244.  Violations. 

Sec.  240.  General  provisions,  1.  DefimUons, — ^WhenevCT  used  in  this 
article,  the  term  vault  shall  be  deemed  to  mean  every  description 
of  op^ng  below  the  surface  of  the  street  that  is  covered  over,  as 
limited  by  subdivision  8  of  this  section,  in  front  of  suiy  iBo^roved  or 
unimproved  property,  except  cesspools  and  openings  which  ace 
used  exclusively  as  places  for  descending  to  the  cellar  floor  of  any 
buildhig  or  buildings,  by  means  of  steps.  Opeikings  over  whidi  sub- 
stantial and  safe  &ced  gratings  of  metal  or  other  non-combustible 
material  have  been  erected  in  accordance  with  the  i»x>visions  of 
a^icle  17,  provided  said  opening  be  used  primarily  for  hght  and 
ventilation,  and  provided  such  gratings  are  of  sufficient  strength  to 
sustain  a  Hve  load  of  300  pounds  per  square  foot  as  provided  in  sub- 
division 8  of  section  53  of  article  3  of  cmapter  5  and  are  constructed 
with  at  least  40  per  cent,  of  open  work,  shall  be  exempted  from 
payments  of  fees  for  pennits  for  Vfuilts. 

Adt^ted  December  18,  1917.    Beeame  effective  JantiiKry  7, 1918. 

2.  Jurisdiction.  £ach  borou^  president  is  empowered  to  issue 
permits  for  the  construction,  maintenance  and  repair  of  vaults  in  the 
streets  within  his  jurisdiction.    (Amend,  by  ord.  app.  Aug.  8,  lOld.) 

Where  a  vault  or  ceflar  has  existed  for  thirty  years  there  is  a  presumption  that 
it  is  with  the  consent  of  the  municipal  authorities.  People  6x  zei.  Zeigl^  t;  CoIUb, 
17.  App.  Div.  448;  and  this  is  true  of  a  vault  existing  fOT  nine  years  to  the  extent 
that  it  is  not  considered  a  nuisance  per  se.  Babbage  v.  Powers,  130  N.  Y.  281. 
This  is  merely  a  presumption,  however.  Deshong  v.  City  of  New  York,  176  N.  Y. 
475.  A  permit  may  be  revoked  by  the  city.  Lincohi  Safe  Dep.  Oo.  v.  City  of  New 
York,  96  App.  Div.  318.  Permit  for  vaults  in  public  hif^way  is  in  nature  of  rev- 
ocable private  easement  which  can  be  fully  enjoyed  until  revoked.  N.  Y.  Steam 
Co.  V.  Foundation  Co.,  123  App.  Div.  254,  citing  Deshong  v.  City  of  New  York, 
178  N.  Y.  475.  A  license  for  a  vault  does  not  justify  a  large  open  area.  City  of 
New  Yoik  V.  DePeyster^  120  App.,  Diy.  762,  aff'd  UK)  N.  Y.  647. 

See  also  Appleton  v.  N.  Y.,  82  Misc.  258;  note  31  L.  E.  A.  (N.  S.)  868,  and  notes 
to  i  140,  supra. 
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3.  PermUa,  No  person  shall  cause  or  procure  any  vault  to  be 
constructed  or  made  in  any  street,  without  a  permit  from  the  borough 
president  having  jurisdiction  thereof.  Every  application  for  a  permit 
to  ^!ect  such  vault  shall  be  in  writing,  signed  by  the  person  mftVYngr 
the  same,  and  shall  state  the  number  of  square  feet  of  groimd  whi£ 
is  required  for  the  same,  and  the  intended  length  and  width  of  the 
same.    (C.  O.,  §§  170,  171.) 

Vault  constructed  m  1840  presumed  t6  be  "wit^  taaBemt  of  proper  autfaoritiee. 
Title  Guarantee  v.  City  of  N.  Y.,  206  N.  Y.  496. 

The  City  of  New  York  has  the  power  to  regulate  and  authorize  vaults,  cellars, 
steps,  etc.,  for  the  greater  convenience  of  its  citizens.  See  Jorgensen  v.  Squires. 
144  N.  Y.  281;  McMillan  v.  Klaw  &  Brlanger,  107  App.  Div.  407.  And  where  a 
vault  has  existed  since  1876  without  a  permit,  held,  where  it  was  bemg  rebuilt,  the 
city  could  compel  being  i>aid  for  space  used  since  no  permit  could  be  proved,  and 
no  right  of  prescription  exists  as  against  the  public.  Deshong  v.  City  of  New  York, 
74  App.  Div.  234;  affirmed,  176  N.  Y.  475.  Where,  by  special  statute,  an  area 
space  m  a  tenement  was  covered  over,  h^kl  mot  to  be  a  vault  within  meaning  of 
ordinance.  Buck  v.  Collis,  17  App.  Div.  465.  The  charter  amendments  make  this 
inapplicable  now.  City  of  New  York  v.  Madison  Ave,  Real  Est.  Co.,  42  Misc^ 
Rep.  535.  But  a  vault  erected  without  permission  in  a  dangerous  condition  must 
be  allowed  to  be  repaired  without  first  taking  out  a  permit.  People  v.  Collis,  17 
App.  Div.  448.  These  vault  permits  have  been  isiued  since  May,  1857.  DeslMMig 
V.  City,  supra.  As  to  what  constitutes  a  "vault,"  see  City  of  New  York  v.  Buek, 
43  Misc.  663.  Where  a  permit  was  paid  at  suggestion  of  a  policeman,  held  pay- 
ment was  voluntary,  and  could  not  be  recovered  from,  the  city.  Wolfif  v.  Ci^  of 
New  York,  92  App.  Div,  449. 

Payment  for  permit  held  to  be  voluntary  and  cannot  be  recovered.  Mahoney  v. 
City  of  N.  Y.,  145  App.  Div.  884. 

4.  ComoeneaUon,  Upon  reo^ving  such  permit,  the  applicant 
Uierefor  imaU  forthwith  pay  to  the  borough  president  such  sum  as 
he  shall  certify  in  the  permit  to  be  a  just  ccnnpensation  to  the  city 
for  such  privilege,  calculated  at  the  rate  of  not  less  t^an  30  ooitflL 
nor  more  than  $2  per  foot,  for  each  square  foot  of  ground  m^xtioned 
as  required  for  such  vault.    (G.  O.,  §  172.) 

5.  Measyrement.  In  the  ease  of  a  new  vault,  before  the  arching 
or  covering  therecrf  shall  be  oomm^ioed,  the  person  to  whom  the 
permit  for  such  vault  shall  have  been  granted  ^lall  cause  the  same 
to  be  measured  by  a  city  surveycHr  who  shall  deliver  to  the  borou|^ 
president  granting  the  pennit  a  certificate,  signed  by  the  surveys, 
specifying  the  dimensions  of  the  vault,  which  shall  be  accompaniea 
by  a  diagram  (lowing  the  square*foot  area  of  the  vault,  including  its 
sustainmg  walls,  ami  indicating  its  location  relative  to  the  builoing 
and  curb  lines  and  to  the  nearest  interseetii^  street  comer.  In 
the  case  of  an  existing  vault,  the  person  claiming  the  ri^t  to  the 
use  thereof  shall  furnish  a  like  certificate  and  (uagram  in  respect 
thereof ,  but  in  such  case  the  measurement  shall  exclude  the  sustain- 
ing walls. 

6.  Refundments.  If,  from  subsequent  measurements,  it  shall 
appear  that  less  space  has  been  taken  than  that  paid  for,  the  per- 
mittee shall  be  entitled  to  receive  a  certificate  from  the  borcni^ 
president  who  issued  the  permit,  showing  the  dMerence.  Upcm 
the  presentation  of  said  certificate  of  difference  to  the  comptrouer, 
he  shall  pay  a  rebate  to  the  permittee,  the  amount  of  which  ehall 
be  the  oifference  in  money  between  the  space  fee  originalfy  paid 
and  the  fee  for  space  actually  taken;  provided  the  surveyor's  o^tif- 
icate  was  filed  on  or  after  the  1st  day  <5  March,  1913.  (C.  O.,  §  172 
as  amend.) 
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7.  UnatUhoruted  encroachments.  It  it  shall  am)ear  that  the  vault 
occupies  a  greatei  number  of  square  feet  than  shall  have  bec^  paid 
for  as  aforesaid,  the  owner  thereof  shall,  in  addition  to  the  pensdty 
imposed  by  this  article,  forfeit  and  pay  twice  the  sum  previoueAy 
paid  for  each  square  foot  of  ground  occupied  by  the  vault,  over  and 
above  the  number  of  square  feet  paid  for  as  aforesaid. 

8.  LimitaHan.  No  person  shall  erect  or  build,  or  cause  or  permit 
any  vault  to  be  made,  which  shall  extend  further  than  the  line  of  the 
sidewalk  or  cm-bstone  of  any  street.    (O.  O.,  §  173.) 

9.  ReaponsibUity.  The  master  builder  who  shall  complete  or  begin 
the  construction  of  a  vault,  and  the  owner  or  person  for  whom  tlie 
same  shall  be  excavated  or  constructed  shall  be  liable  to  the  provi- 
sions, payments  and  penalties  of  this  article,  severally  and  respec- 
tively.   (C.  O.,  §  186.) 

1 241.  Construction.  1.  Materials. — ^All  vaults  shall  be  constructed 
of  brick  or  stone,  and  the  outward  side  of  the  grating  or  opening  into 
the  street  shall  be  either  within  12  inches  of  the  outside  of  the  cufb- 
stone  oi  the  sidewalk,  or  within  12  inches  of  the  coping  of  the  area 
in  front  of  the  house  to  which  such  vault  shall  belong.  All  grates 
of  vaults  fiAiall  be  made  of  iron,  the  bars  wtiereof  shall  be  ^  of  an 
inch  wide  and  ^  of  an  inch  thick,  and  not  more  than  ^  of  an  inch 
apart.     (C.  O.,  §§  175-177.) 

2.  Completion  rf  work.  All  vaults  shall  be  completed  and  the 
ground  closed  over  them  within  3  weeks  after  they  are  commenced. 
OC.  O.,  §  179.) 

§  242.  Vavit  openings;  protection  qf. — ^No  person  shall  remove  or 
insecurely  fix,  or  cause,  or  procure,  or  suffer,  or  permit  to  be  removed 
or  to  be  insecurely  fixed,  so  that  the  same  can  be  moved  in  it*  bed, 
any  grate  or  covering  or  aperture  of  any  vault  or  chute  under  any 
street;  but  nothing  nerein  contained  shall  prevent  the  owner  or 
occupant  of  the  buiHing,  with  which  sudi  vault  rfiall  be  conneeted, 
from  removing  such  grate  or  covering,  for  the  proper  purpose  of  such 
vault  or  chute;  providing  he  inclose  the  opening  or  aperture,  and  keeip 
the  same  inclosed  while  such  grate  or  covenng  shall  be  reinovea, 
with  a  strong  box  or  curb  at  least  12  inches  high  firmly  arad  securely 
made,  and  provided  that  openings  of  more  than  2  square  feet  of 
superficial  area  shall  be  inclosed  at  such  times  with  strong  railings 
not  less  than  3  feet  high,  to  be  approved  by  the  borough  president, 
and  provided  fiuilier  that  such  grates  or  coverings  shall  nbt  be  re- 
moved until  after  sunrise  of  any  day  and  shall  be  replaced  before 
one-half  hour  after  sunset.    (C.  O.,  §§  188-190;  B.  O.,  \  29.) 

§  243.  Vatdt  covers  must  afford  secure  footing. — ^The  pohce  commis- 
sioner rfiall  report  to  the  president  of  the  borough  havmg  jurisdiction 
the  name  and  address  of  the  owner  or  occupant  of  any  store,  dwellmg 
or  other  building,  having  a  vault  imder  the  sidewalk  in  front  thereof, 
the  cover  of  wnich  presents  a  slippery  surface.  Thereupon,  the 
borough  president  shall  forthwith  notify  the  owner  or  ooci4>ant  to 
remove  such  coverings  within  30  days  and  substitute  therrfor  anothei^ 
that  will  aSbrd  secure  footing  for  pedestrians.  Bach  borcmgh  pres- 
ident shall  immediatdy  report  every  violation  of  this  section  to  the 
corporation  counsel  for  appropriate  action.    (C.  O.,  9  191.) 

§244.  1.  Violalions. — No  person  shall  violate  any  provision  of 
this  article,  or  any  notice  or  special  direction  issued  thereunder, 
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under  a  {penalty  of  $100.  No  vaiilt  shall  be  maintamed  contrary  to 
the  proyjfiions  of  this  article,  under  a  penalty  of  $10,  for  eadi  day 
or  part  of  a  day  the  same  shall  be  mamtained.    (New.) 

By  cntl.  ^ective  July  7, 1916,  "cistema"  were  omitted. 


ARTICLE  18 

MISCELLANEOUS 

Sec.  250.  Flower  pots  on  window  ledges. 

§  251.  Missiles;  bean-shooters,  stone-throwing,  etc. 
§  252.  Tan  bark  on  streets. 

§  253.  Glass,  china  or  other  substances;  casting  of  on  streets;  re^ 
_  movalof. 

Sec.  250.  Flower  pots  on  window  ledges. — No  person  shall  place  or 
keep  on  any  window  sill,  railing  or  balcony,  top  of  porch  or  any  o^er 
projection  from  any  house  or  other  building,  any  earthen  flow^  pot, 
wooden  box  or  other  article  or  thing  whatever  for  the  cultivation  or 
retention  of  flowers,  shrubs,  vines  or  other  article  or  thing  whatever, 
unless  such  flower  pot,  box  or  other  article  is  securely  and  firmly 
fastened  oir  protected  by  iron  railings,  so  as  to  render  it  impossible 
for  the  same  to  fall  into  the  street.    (Manh.  Ords.,  §  42.) 

§251.  Missiles;  hean-shooters,  sUme4hrowing,  cte.— No  bean- 
shooter  or  other  instrument  for  throwing  bullets,  stones  or  beans, 
shall  be  sold  or  offered  for  sale;  nor  shall  any  bean-i^ooter  or  other 
sucb  instrument  be  used  by  any  person  for  throwing  bullets,  stones  or 
other  iiiissiles,  nor  be  carried  by  anv  person,  with  the  intention  c^ 
being  so  used;  nor  shall  any  person  throw  or  cast  any  stone,  stick  or 
oth^  missile  in,  from  or  to  any  street  or  public  place.    (0.  O.,  §  549.) 

§252.  Tan  hark  on  streets, — ^The  mayor  or  any  aldenxian,  tJie 
d^artment  of  healt^,  the  police  commissioner,  or  the  in^)ector  or 
captain  of  police  assigned  to  the  precinct  in  which  the  premises  are 
situated,  snEdl,  upon  application,  grant  permission  to  lay  tan  bark  in 
the  carriageway  m  front  of  any  premises  occupied  by  a  sick  or  con- 
valesc^it  person,  to  the  extent  of  500  feet  in  any  direction  from  said 
premises;  iHt>viaing  all  expense  of  placing  and  removing  the  bark 
shall  be  paid  by  the  person  making  such  application.  'Oie  bark  so 
placed  in  any  street  shall  be  removed,  upon  the  order  of  the  com- 
missioner of  street  cleaning,  within  5  dajrs  after  the  recovery  or 
death  of  such  sick  or  convalesc^it  person,  and,  upon  failure  or  n^ect 
to  comply  with  such  order,  then  it  shall  be  removed  by  the  commis- 
sioner, who  may  sue  for  and  recover  the  cost  of  such  removal  in  the 
nuumer  provided  for  the  collection  of  penalties.    (C.  O.,  §  273.) 

§  253.  GlasSi  china^  or  other  svbstanods;  casting  of  on  streets;  removal 
of. — Any  person,  having,  either  accidentally  or  otherwise,  caused 
glass,  chma,  nails^  taoks  or  any  other  sharp  or  penetratii;ig  substance, 
to.  be  upon  the  surface  oi  any  public  highway  shall  immediately  re- 
move the  same  ttaax  the  place  where  thus  cast.  (New,  Ord.  ^ac- 
tive Dec.  4, 1916.) 
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§  254.  Private  streets;  names  of.  restrictions. — ^No  private  street  or 
thoroughfare  shall  be  designated  in  name,  bear  a  name,  nor  shall 
any  name  be  maintained,  similar  to  a  street  or  thoroughfare  offi- 
cially named,  in  order  that  there  may  be  nQ  confusion  in  the  delivery 
of  mail,  merchandise  or  other  matter  to  persons  resident  on  officially 
designated  streets  or  thoroughfares. 

Adopted  Deo.  20, 1921.    Approved  Dec.  31, 1921. 


ARTICLE  19 

LAYING  AND  INSTALLATION  OF  PIPES,  MAINS  OB  CONDUITS 

Sec.  260.  Permit  required. 
§261.  Violations. 

Sec.  260.  Permit  required, — ^No  gas  company,  telephone  or  elec- 
tric light  company,  nor  any  person  or  association  of  persons,  shall 
be  allowed  to  lay  or  install  any  pipes,  mains  or  conduits  for  tne  use 
and  transmission  of  eas,  electricity,  pneumatic  piower  or  steam,  or 
perform  any  work  that  is  under  the  jurisdiction,  cognizance  and  > 
control  of  the  commissioner  of  water  supply,  gas  and  electricity,  in 
any  street  or  public  place,  without  a  wtitten  permit  from  the  oom- 
misaioiier  of  water  supply,  gas  and  electricity. 

§  261.  Violations. — ^No  person  shall  violate  any  provision  of  this 
arHcle^  or  any  notice  of  special  jdirection  thereunder,  under  a  pcoialty 
of  $100  for  each  offense. 

Adopted  February  4, 1919.    Approved  February  8, 1919. 
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CHAPTEk  24 
Trttfflc  RegulttiMis 

Article  1.  General  provisions. 

2.  Rules  of  the  road. 

3.  Miscellaneous  regulations. 

General  power  is  granted  expressly  in  section  50,  Greater  New  York  Charter, 
"to  regulate  the  use  of  streets  and  sidewalks  by  foot  passengers,  animab  and 
vehicles;  to  regulate  the  speed  al^KrhMi  hMtieS  ^hall  be  driven  or  ridden  and  at 
which  vehicles  shall  be  propelled  in  the  street,"  and  further,  "to  make  all  such 
regulations  in  reference  to  the  running  of  stages,  omnibuses,  trucks,  cars,  as  may  be 
necessaity  Tdr  tlte  eottvenixenl^  ilAe  and  atfcdtamiKiatloti  of  the  streets,  pieiSf  whArves 
and  stations."  But  •all  such  regulations  must  be  reasonable.  Dunham  v.  Trustees 
of  Rochester,  5  Cow.  462.  Police  Commissioner  may,  by  sec.  300  of  the  Charter, 
regulate  traffic  on  streets  but  he  cannot  prohibit  traffic  or  even  deny  Use  of  vehicles 
in  parts  of  certain  streets.    Peace  v.  McAdoo,  110  App.  Div»  18. 

By  {  315,  as  amend.  L.  1914,  ch.  455,  power  of  Pouce  Commissioner  to  regulate 
vehiouW  traffic  is  further  ext^ded. 

ARTICLE  1 

OENEBAL  PROVISIONS 

Sec.  1.  Definitions. 

Seel  1.  i^^t^ums.-^Unless  otherwise  eiroressly  stated,  whatever 
used  in  this  chapter,  the  following  terms  shaU  be  respectivdy  deemed- 
to  mein: ' 

1.  Curb,  ibs  lateral  boundaries  of  that  portion  of  a  street  designed 
for  the  use  of  vehicles,  whether  marked  by  euiiistottes  or  not  so 
marked; 

2.  Roadway,  that  portion  of  2iXiy  street  which  is  included  within 
the  curbs  or  curb  lines  thereof,  and  is  designed  for  the  use  of  vehicles; 

3.  Vehicle,  &veiry  wagon,  carriage,  oQinibus,  sleigh,  pushcart, 
bicycle,  tricycle  and  other  conveyance  (except  a  baby  carriage),  in 
whatever  manner  or  by  whatever  force  or  power  the  same  may  be 
driven,  ridden  or  propelled,  which  is  or  may  be  used  for  or  adapted 
to  pleasure  riding  or  the  ^ansportation  of  passengers^  baggage  or 
merchandise  upon  the  street;  and  every  draught  and  riding  animal, 
whether  driven,  ridden  or  led;  provided  that  an  animal  or  animsds 
attached  to  any  vehicle  shall,  with  such  vehicle,  constitute  but  one 
vehicle.    (C.  O.,  §  474.) 

ARTICLE  2 

RULES  OF  THB  ROAD 

Sec.  10.  Drivers;  age  limit. 

11.  Driving. 

12.  Lights. 

13.  Peddlers. 

14.  Riding  on  back  of  vehicle. 

15.  Right  of  way. 

16.  Obstruction  of  traffic. 

17.  Speed. 

18.  Safety  stops  for  omnibuses  and  street  surface  railway  cars. 
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{$eQ*tOk  Dr&m$;ageUmU, — ^Drivers or pcracMia^ in diarge<^Yefaiielfle 
other  than  licenaed  vehicles  shall  not  be  less  than  16  yean  of  M^» 
unless  provided  with  a  permit  from  th^  police  department.  (C.  O., 
§463.> 

§  11.  Dming.  1.  Keeping  t9  the  right, — Vehicles  shall  kie^  to  the 
ri^it»  and  as  near  the  right  lutnd  curb  as  possible. 

2.  Meeting^    Vehides  meeting  shall  pass  each  other  to  the  right. 

3.  Overiaking  others.  Vehicles  overtaking  others  shall,  in  passing, 
ke^  to  the  left. 

4.  Turtwnq  and  etarting.  The  driver  or  person  having  charge  of 
any  vehicle,  befinre  turning  the  comer  of  anv  street,  or  tuniing  out  or 
starting  from  or  stopping  at  the  curb  line  ol  any  street,  shall  nrst  see 
that  there  is  sufficient  spaee  free  from  other  vehicles,  so  that  such 
turn,  stop  or  stfuli  may  be  saf ^  made,  and  shall  then  give  a  i^ainly 
visible  or  audible  signied. 

5.  Tvming  to  the  right  into  another  street,  A  vehicle  tunung  to  the 
right  into  another  street  shall  turn  the  comer  as  near  to  the  curb  as 
practicable. 


rum. 


J  \, 


6.  Twming  to  the  left  into  another  street.  A  vdiicle  turning  to  the 
1^  into  another  street  E^all  pass  to  the  right  of  and  beyond  the 
center  of  theatreet  intonsection  oefore  turning. 


7.  Crossing  streets.  A  vehicle  crossing  from  one  side  of  the  street 
to  t^e  other  shall  do  so  bjr  turning  to  tne  left,  so  as  to  head  in  the 
same  direction  as  the  traffic  on  that  side  of  the  street. 


THUS. 


I 


8.  Shuhtnoving  vehicles.  Vehicles  moving  slowly  shall  keep  as 
dose  as  possible  to  the  curb  line  on  the  right,  so  as  to  allow  faster 
moving  vehides  free  passage  on  the  left. 

9.  Signal  on  slowing  up  or  stopping.    In  do¥ring  up  or  stopping,  ft 
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8%nal  shall  ahirays  be  giveii  to  those  behind,  by  vertHMfly  raiakigthe 
vMp  or  hand. 

10.  Stojh&iqnoAB  to  Ofuiomcbiles,  Every  person  driving  an  automo- 
bile or  motor  vehicle  shall,  at  the  request  or  signal  by  putting  up  the 
hand,  from  a  p^*son  driving  or  ridmg  a  restive  horse  or  horses,  or 
driving  domestic  animals,  cause  the  automobile  immediately  to  stop, 
and  to  remain  stationary,  as  long  as  may  be  necessary  to  allow  said 
horses  or  domestic  animals  to  pass. 

11.  SUypping.  Unless  in  an  emergency  or  to  allow  another  vehicle 
or  pedestnan  to  cross  its  path,  no  vducle  i^all  stop  in  any  pubfic 
sl^eet,  accept  close  to  the  omfo  line.  Except  as^  provided  in  §  16  of 
this  article  or  in  case  of  accident  or  other  emergency,  or  when  di- 
rected to  stop  by  the  police,  no  vehicle  shall  stop,  in  sudi  a  way  as 
to  obstruct  any  street  or  crossing,  for  the  purpose  of  taking  on  or 
setting  down  a  passenger,  or  loading  or  unloading  frei^t.  or  for  any 
other  purpose.  No  vehicle  shall  stop  or  stand  within  tne  intc^'see- 
tion  of  any  street,  nor  within  10  feet  of  a  street  comer. 

12.  Standing  at  curb.  In  no  case  shall  a  vehicle  remain  bfU^ed  up 
to  the  curb,  except  when  actually  loading  or  unloading,  and  no 
vehicle  shall  stop  with  its  left  cide  to  the  ciu'b. 

13.  Ohatruding  traffic.  No  .Vehicle  sb^dl  bfL  allowetLip  remain 
upon  or  be  driven  through  any  street,  so  as  wulfuny  to  oBckade  or 
obstruct  the  traffic  of  that  street. 

14.  Overloading  teams.  No  vc^cle  shall  be  SQ  Overlo^4c4^  ^^^  ^^ 
horse  or  motor  attached  thereto  shall  be' unable  to  draw  or  propel  it. 
(Rules  of  Road  Ord.  Dec.  14,  1903.) 

15.  Horses;  care  of.  A  horse  shall  not  be  unbridled,  nor  l^t  un- 
attended in  a  street  or  unenclosed  space  without  being  secure^ 
fasten^,  unless  harnessed  to  a  vehicle  with  wheels  so  secured  as  to 
prevent  its  being  dragged  faster  than  a  walk.    (New.) 

Adopted  June  12,  1917.     Became  effective  June  26,  1917. 

Sub.  13  must  show  a  wilful  violation  bey<md  a  reasonable  doubt.    People  v. 
Harden,  110  Misc.  72. 


-.  -  »kw 


§  12.  Lights.  1.  Horse  drawn  V€hides^^Ev9ief  vehicle  using  the 
stieets  shall  show  between  sunset  and  sunrise,  a  light  or  lights,  so 
placed  as  to  be  seen  from  the  front,  rear  and  each  sid^^.  If  a  oash 
lantern  is  cJEirried;  It  shall  be  placed  on  ihe  left-Hand'side.  Such  light 
or  lights  shall  be  of  sufficient  Eliminating  power  to  be  visible  at  a 
distance  of  200  feet,  and  shall  show  white  in  front,  but  may  be  colored 
on  the  sides  and  rear. 

2.  Motor  vehicles.  Every  motor  vehicle,  except  motor  cycles,  shall 
exhibit^  during  i^e  period  specified  in  the  preceding  siilKlivision,  2 
white  hghts,  visible  at  a  distance  of  300  feet  in  the  diiection  toward 
which  the  vohkilo  i»  praeeediag,  «aMl  shall  also  <«hibit.a>  xad  li^t, 
visible  in  the  reverse  direction.  The  lights  shall  be  so  placed  as  to 
be  free  from  obstruction  by  other  parts  of  said  vehicle,'  No  operator 
of  any  motor  vehicle,  while  operating  theisameqpoii^y  street,  shall 
use  any  acetylene,  electric  or  other  hea^Ii^t,  lihless  it  G^all  be  so 
shaded  as  not  to  bUnd  or  dazzle  other  users  of  the  highway,  or  make 
it  difficult  or  unsafe  for  them  to  ride,  drive  or  walk  thereon.  (C.  O., 
§  458  as  amend.) 

3.  Motor-cudes.  All  motor-cydes  shall  be  subject  to  die  provi- 
sions of  subdivision  1  of  this  section.    (Now.) 
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9>yBxeeptidnM:  This  seotibn  shall  n(H;  lipply  to  any  ecjuestHaa^oior 
to  an^  animal  led  or  driven  and  not  attaoned  to  ainy  vehicle;  n<Mr  to 
the  nder  ol  a  bteyde,  trieyole  or  sinnlar  vehicle,  whose  light  has 
become  extinguishedy  or  who  is  necessarily  absent  from  his  home, 
without  a  light,  when  going  at  a  pace  not  exceeding  6  miles  an  hour« 
and  giving  a  clearly  mraible  signal  as  often  as  30  feet  are  passed  over. 
(C.  0.,  §  459.) 

.{ 13,  PfedaTer*.'  L  Qenercd  regulaHans, — ^No  pedcUer,  vender, 
bawkor  or  huckster  shall  permit  any  catt,  wagon  or  vehicle  owned  or 
contnrolled  by  him,  to  stop,  remain  upon  or  otherwise  encumber  any 
street  in  front  of  any  premises,  the  ownw  of  or  lessee,  <^  the  ground 
floor  -thwecrf  objectiBg  thereto.  No  peddler,  vender,  ha^er  or 
huekster  shall  permit  jhis  eart,  wa^n  or  vehicle  to  stand  on  cmy- 
street,  within  25  feet  of  any  comer  of  the  curb,  or  to  stand  at  any. 
time  on  any  sidewalk,  nor  inthin  &ve  hundred  feet  of  any  pul^c 
market  except  onSund&y. 

Adopted  DiMember  18,  i  1917.    Beeame  effective  Jmnuary  7, 1917. 

2.  AesMcttd  atre^:  No  peddler,  vender,  hawker  or  huckster 
shiill  stop  or  remain,  between  8  o'clock  a.  m.  tmd  6  o'dock  p.  m.,  ^ 
the  borou^  olMarmcOkm,  on: 

Amsterdam  avenue,  between  67th  and  70th  streets; 

Avenue  A,  between  Houston  and  7th  streets; 

Avenue  B,  from  Houston  to  14th  streets; 

Avenue  C,  from  Houston  to  14th  streets; 

•  Centre  street,  from  New  Chambers  street  to  Pwk  Row; 

^]%ambets  stareet,  between  Broadway  and  Centre  street : 

Fifth  avenue,  from  Washington  Square,  North,  to  120th  Street; 

First  avenue,  between  2d  and  9th  streets; 
'  Fulton  street,  between  Broadway  and  Pearl  etreet; 

Nassau  street,  between  d|mice  and  Wall  streets; 

Park  avenue,  from  111th  to  134th  streets; 

Park  Row,  from  New  Chambers  to  Ann  streets; 

l^cUi  avenue,  between^4Ui  and  23rd  streets; 

West  End  av^iue,  between  67th  and  70t^  streets*; 

14th  street,  between  4th  and  7th  avenues; 
^  38d's^eet,  between  4th'  cind  7th  avenues: 

42d  street,  between  the  westerly  side  of  Park  avenue  and  the  east- 
erly side  of  Broadway; 

67th,  68th  and  69tn  streets,  from  Amsterdam  avenue  to  the  Hud- 
son Riv^; 

'12dtii  street,  between  the  westerly  side  of  3d  avenue  and  the  east- 
erlyside  of  Momingside  avenue; 

The  territory  bounded  by  56th  street,  3d  avenue,  74th  street  antf 
the  East  River,  except  the  space  beneath  the  Queensbwo  Bridge, 
lyigg  w^hin  said  bounds,  set  apart  for  maricet  purposes; 

"Mae  twritory  bounded  by  Market  street.  Division  street,  Jeffer- 
son street  and  the  East  River. 

All  streets  lying  within  ihe  territoijr  bbimded  by  134th  street, 
Amsterdam  avenue,  158th  street  and  the  North  River,  Manhattan. 

•All  streets  lying  Wit^n  the  territory  bounded  by  134th  Street; 
Amsterdam  Avenue,  18l8t  Street  and  the  North  River,  Manhattan. 

liebbx  Avenue,  between  123rd  and  127th  Streets;  Momingside 
Avenuei  between  123rd  and  127th  Streets;  Seventh  Avenue,  between 
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129rd  and  127th  Streets;  E^ith  Avenue,  between  123rd  and  127131 
Streets;  St.  Nicholas  Avenue,  between  123rd  andf  127th  Streets. 

Vesey  Street,  between  Broadway  and  Church  Street 

2Sth  Street,  between  4th  and  Mi  Avenues;  29th  Street,  between 
4th  and  6th  Avenues. 

34th  Street,  between  5th  Avenue  and  Broadway. 

6th  Avenue,  between  23rd  and  30th  Streets. 

Hie  territory  bounded  by  73rd  Street,  First  Avenue,  74th  StMel, 
Second  Avenue,  73rd  Street,  Third  Avenue,  74th  Street,  Lexingtoii 
Avenue,  84th  Street,  Hxird  Avenue,  83rd  Street,  Second  Avenue, 
82tad  Street  and  the  East  Bivw. 

The  territory  bounded  by  82nd  Street,  Seeond  Avenue,  84tli 
Street,  Lebdngton  Avenue,  88th  Street,  Secoiid  Avenue,  9l8t  Street 
and  tne  East  River. 

Sixth  Avenue  between  30th  and  50th  Street. 

Broadway,  between  BowUng  Green  and  1341^  Street; 

Thirty-fourth  street,  between  Fourtii  and  Seventh  Avenues; 

The  territory  bounded  by  56th  street,  3d  avenue,  74th  street  and 
thie  EfMst  Biver,  except  tine  spaoe  beneal^  the  Queeosborp  Brid8|e. 
and  for  peddlers  operating  with  horse  and  wagon,  lying  within  said 
bounds  set  apart  for  market  purpoees; 

The  territory  bounded  by  82bid  street,  2d  avenue,  84th  street, 
Lexington  avenue,  88th  street,  2d  avenue,  91st  st^-eet  and  the  East 
River,  except  for  peddlers  operating  with  haree  and  wagon; 

The  territor^r  oounded  oy  the  southerly  side  of  113th  street, 
Momingside  dnve,  the  northerly  side  of  122a  street  and  the  westerly 
side  of  Amsterdam  avenue; 
The  BronXj  on: 

Claremont  Parkway,  frcnn  Crotona  Park  to  Claremont  Park; 

Jennings  street,  between  WiUdns  avenue  and  Sout^m  boule- 
vard; 

Prospect  avenue,  between  160th  and  163d  streets; 

Southern  Boulevard,  between  Wflkins  avmiue  and  Jennings  sUvet; 

Wilkins  avenue,  between  fVeeman  and  E.  170th  streets; 

161st  street,  between  Project  and  Union  avenues. 

St.  Ann's  Avenue,  between  133rd  and  141st  Streets,  or  on  139ih 
Street  betwe^^  Brook  and  St.  Ann's  Avenues. 

Union  Avenue,  between  160th  and  163rd  Streets,  Bronx. 

Union  Avenue  between  165th  SUeet  and  Ereeman  Street,  Prospeot 
Avenue  between  165th  Street  and  Freeman  Street,  Stebbins  Avenue 
between  165th  Street  and  Freeman  Street,  169ui  Street  between 
Tinton  Avenue  and  Intervale  Avenue,  168th  Street  between  Tinton 
Avenue  and  Prospect  Avenue,  Home  Street  between  Tintim  Avenue 
and  Intervale  Avenue,  167th  Street  between  Tinton  Avenue  ami 
Intervale  Avenue,  166th  Street  between  Tinton  Avenue  and  Steb* 
bins  Avenue,  165th  Street  between  Tinton  Avenue  and  Intervale 
Avenue. 

East  Tremont  Av^iue,  between  Webster  Avenue  and  BosUm  Road. 

All  intervening  avenues  or  streets  bounded  on  the  south  by  Weet- 
chester  avenue,  on  the  north  by  East  158th  street,  on  the  west  by 
Trinity  avenue  and  on  the  east  bv  Jadmon  avenue. 

152nd  street,  between  Westchester  avenue  and  Tinton  avenue. 

Brook  avenue,  between  144th  street  and  Westchester  avenue. 
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.  Fox  Street,  between  East  167th  Street  and  East  165th  Street,  and 
East  16Sth  Street  between  Intervale  Avenue  and  Fox  Street. 

Wales  Avenue  from  150th  Street  to  Westchester  Avenue. 

Tinton  Avenue  from  150th  Street  to  Westchester  Avenue. 

152nd  Street  from  Tinton  Avenue  to  Prospect  Avenue. 

Union  Avenue  from  150th  Street  to  West(Jiester  Avenue. 

Charlotte  Street  from  Jennings  Street  to  170th  Street,  and  Min- 
ford  Place  from  the  Nortli  side  of  Jennings  Street  to  172nd  Street. 

East  160th  Street  between  Union  Avenue  and  Forest  Avenue. 

Southern  Boulevard  from  174th  Street  to  180th  Street. 

Adopted  at  various  times  during  1917. 

Morris  avenue,  between  149th  and  155th  streets; 

149th,  150th,  151st,  152d,  153d,  154th  and  155th  streets,  between 
Morris  and  Courtlandt  avenues. 
Brooklyn,  on: 

Manhattan  avenue,  between  Driggs  and  Vernon  avenues; 

Montrose   avenue,    between    Broadway    and    Bushwick    place. 

Queens  on:  4th  street  from  Vernon  avenue  to  Jackson  avenue, 
Lo^  Idand  City. 

(C.  O.,  Ch.  24,  §  13^  as  amended  at  various  times.) 

None  of  the  provisions  of  this  section  shall  be  construed  as  regu- 
lating the  crying  or  hawking  of  newspapers.    (C.  O.,  §  347.) 

§  14.  Biding  on  hack  of  vehicles. — No  person  shall  ride  upon  the 
back  of  any  vehicle  without  the  consent  of  the  driver,  and  when 
riding  no  part  of  a  person^s  body  shall  protrude  beyond  the  limits  of 
the  vehicle.    (C.  O.,  §  464.) 

§15.  Right  of  toay.  1.  Direction. — On  all  streets  and  public  places, 
all  vehides  going  in  a  northerly  or  southerly  direction  shall  have  the 
ri^t  of  way  over  any  vehicle  going  in  an  easterly  or  westerly  direc- 
tion,   (C.  O.,  §  448a.) 

2.  Vehides  having  precedence.  The  officers  and  men  of  the  fire 
department  and  of  the  fire  patrol,  with  their  apparatus  of  all  kinds, 
when  going  to,  or  on  dut^  at,  or  returning  from  a  fire;  all  ambulances, 
whether  of  public  or  private  character,  and  all  other  vehicles  when 
employed  in  carrying  sick  or  injured  persons  to  hospitals  or  other 
places  for  relief  or  treatment;  vehicles  of  the  police  department; 
vehicles  of  the  several  bureaus  of  buildings;  emergency  vehicles  of 
the  department  of  water  supply,  gas  and  electricity  and  of  public 
service  corporations,  and  venicles  of  all  physicians  who  mive  a 
police  permit  shall  have  ihe  right  of  way  in  any  street  and  through 
anjr  procession,  except  over  vehicles  carrying  the  United  States 
mail.  The  police  department  is  hereby  empowered  to  issue  a  permit 
for  such  right  of  way  to  any  duly  registered  physician,  maJdng 
application  therefor,  which  permit  ^all  not  be  transferable. 

Adopted  April  16,  1918.    Approved  April  27»  1918. 

3.  Street  ears.  Subject  to  the  preceding  subdivi^ons  of  this  sec- 
tiini,  surface  ears,  nmnii^  on  tracks  laid  in  the  streets  especially  for 
their  use,  shall  have  the  right  of  way  alcmg  such  tracks,  between  cross 
streets,  over  all  vehicles  moving  in  the  same  direction  at  a  less  rate  of 
speed  than  15  mik^  an  hour.  The  driver  of  any  vehicle  proceeding 
lUXMi  the  trade  in  front  of  a  surface  car  shall  turn  out  as  soon  as  pos- 
^le  up(m  eS^gpsl  by  the  motorman  or  driver  of  the  oar.    (C.  O.,  §  450.) 
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1 16.  Ob*lruc6Um  of  traSi':-  1'  Qentnd  provision. — No  peracm  shall 
stop  a  cart,  or  any  other  vehicle,  oa  any  croRswalk  ot  interaection  of 
streets,  so  as  to  obstruct  or  binder  th^  travel  ajong  tJte  suns;  nor 

Elace  any  cart  or  other  vehide  <u««swiBe  oF  any  stj^et,  except  \a 
>ad  thereon  or  unload  therefrom,  but  in  no  case  shall  any  person 
permit  siich  cart  or  other  vehicle  to  remain  orosewjae  of  any  efreet 
for  a  longer  period  than  may  be  actually  neceasary  iat  such  purpose. 

2.  Streets  used  by  sivface  cars.     The  owr"  ""  '  "' 

store,  warehouse  or  building  in  any  street,  i 

railroad  company  are  laid  so 

owner  or  occupant  from  kei 

the  carriageway  in  front  of  h 

with  the  passing  cars  of  an 

hours,  occupy  so  much  of  t 

cart  or  other  vehicle;  providt 

passing  of  pedestrians  betv 

stoop  or  front  of  every  au 

3.  Broadway,  Fifth  avenuA 
cart,  wagon  or  other  vehicle  1 
Broadway  or  Fifth  avenue, 
Manhattan,  nor  on  Park  re 
cart,  wagon  or  other  vehicle 
premises  on  Broadway  or  K 
Park  row,  unless  placed  in  cl 
of  such  cart,  wagon  or  othei 

Sl7.  Speed,  1.  General 
drive  or  propel,  and  no  owni 
cause  or  permit  to  be  oper« 
or  public  place,  any  bicycle, 
tricycle,  motor  deLvery  wag 


rate  of  speed  and  manner  ■ 
visions  of  this  section. 

A  rate  of  speed  exceeding  eight  miles  per  hour,  on,  over  or  acroes 
any  street  in  those  sections  of  the  borough  of  Manhattan  lying  west 
of  Broadway  and  south  and  west  of  Bleeoker  streeti  east  of  Broad- 
way and  south  of  Houston  street,  or  on,  overor  acroas  any  such 
street  in  said  borough  through  which  there  is.  or  may  be  operaMd 
any  elevated  railroad  trains,  shall  constitute  a  pnimbited  ral*  oC 
speed  and  manner  of  driving,  and  a  violation  <^  this  section. 

AdopUid  December  3.  1818.    Approved  December  13,  1918. 
..U?'-"'lSJ!'*«'™"o''  vehicles  in  N.  Y,  City  Dot  repenled  t>r  Kislnn*  Ikw. 
II aw. 287,388.  M«»wd.finB,30mile».  Peopla  v.  UMwmw.  W  App.  Ofr- IT6^ 
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Aa*olbUli(yforMdilMitsb}'<pMdiiiKin  wicoDB.    Fvlay  v.  Mai^ir.  1S2  K.  Y. 

322. 

Aa  to  Motor  V^cle  Law  of  1904,  Bee  Peoirie  ei  rel.  Heioer  v,  Kuper,  eU..  SG 
Misc.  611. 

Limit  tfl  6  miles  aa  hour,  vslid.  Qty  of  BuSbIo  y.  N.  Y.  &  Lake  Erie,  54  St. 
Rep.  ISO. 

Chiiagiiis  from  bane  to  ileclris  powei  muaC  BtiU  olwrre  ipeed  Uoiitalioiu. 

The  Boud  of  Aldrn 


ST  By.  Co.,  f 


.a  the  pubJic  hlehmy  ub  nuisEncea  fai  whieh  the  city  may  be  liable. 

Jobnoa.v.  City  of  N.  ¥.,  IDO  App.  Div.  831. 

2.  Turning  comers.  In  turning  a  corner  of  meeting  or  intersecting 
highnayB,  no  person  operatine,  drivii^  or  propelling  any  vehicle 
subject  to  the  provisions  of  subdivision  1  of  this  section  shall  pro- 
ceea,  nor  shall  the  owner  of  any  mich  vehicle  ridinR  thereon  or  therein, 
pause  or  permit  the  same  to  proceed  at  a  rate  of  speed  greater  than 
4  miles  per  hour. 

3.  Overtaking  or  meeting  street  car.  In  overtaking  or  meeting  a 
street  car,  which  has  !)een  stopped  for  the  purpose  of  receiving  or 
discharging  a  passenger,  no  vehicle  that  is  subject  to  the  provisions  of 
subdivision  1  of  this  section  shall  pass  or  approach  within  8  feet  of 
such  car  so  long  as  the  same  is  stopped  and  remains  standing,  for  the 
purpose  aforesaid. 

People  V.  ColoD.  Koealaky,  J.,  1 
u  chauHaur  (or  atopping  within  3 1 
offeneea.  (1]  upeedinc,  ud  (3)  not 

i.  Approaching  bridges;  passing  public  scAWs.  Upon 
»  bridge,  or  in  psasing  a  pubhc  school  on  school  days, 
hours  of  8  o'clock  a,  m.  and  i  o'clock  p.  m.,  no  persa 
driving  or  propelling  any  veliicle  subject  to  the  provii 
division  1  of  tnls  section  shall  proceed,  nor  shall  the  a 
such  vehicle  riding  thereon  or  therein  cause  or  permit 
proceed  at  a  rate  of  speed  greater  than  10  miles  per 
Apr.  29,  1913.) 

5.  Congealed  etreeis.  In  the  thickly  populated  residential  sections 
of  the  city,  the  police  commissianer  is  hereby  authorized  and  em- 
powered tQ  cause  signs  to  be  erected  or  maintained  in  any  street 
thereof,  at  any  time  of  the  day  or  ni^t  when  such  street  shall  he 
congested  by  traffic  or  thronged  by  c^drea,  which  shall  be  affixed 
to  stanchions  on  the  curb  or  other  conspicuous  places,  and  shdl 
leod  limit  in  such  street  shall  be  not  more  than 
No  person  operating,  driving  or  propelling  any 
the  provisions  of  [subdivision  1  of  this  section, 
hall  the  owner  of  any  such  vehicle  riding  thereon 
■  permit  the  same  to  proceed  at  a  greater  speed 
)ur  upon  any  portion  of  any  street  so  restricted, 
:n  any  such  sign  shall  be  erected  and  maintained 
ly  7,  1914.) 

Derating,  (living  or  propeUing  any  vehicle,  suh- 
ns  of  subdivision  1  of  this  section,  shall  proceed, 
r  of  any  such  vehicle  riding  thereon  or  therein, 
cause  or  peimit  the  same  to  proceed  at  a  greater  speed  than  8  miles 
per  hour,  upon  any  portion  of  the  following  streets;  Washington 
Avenue  from  167th  Street  to  l75th  Street;  Brook  Avenue  from  169th 
Street  to  Cbremont  Parkway;  and  Bathgate  Av«Que  from  Cloraaoot 
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Parkway  to  Tremont  Avenue,  and  Claremont  Parkway,  from  Cmtona 
Park  to  Claremont  Park,  in  the  Borough  of  The  Bronx.    (New.) 

Adopted  July  3,  1917.    BeCHme  effective  July  17.  1917. 


suDoiviBion  1  oi  tnu  secnon,  as  to  apecuie  rates  oi  speea,  or  tn  any 

of  the  provisionB  of  either  subdiviaions  2,  3,  4  or  5  hCTCof  shall  apply 
to  vehicles  which  run  only  on  rails  or  trackfl;  or  to  any  of  the  foDow- 
ing  vehicles,  when  the  same  are  responding  for  emeimncy  worin  in 
case  of  fire,  accident,  public  disaster  or  impending  danger,  to  wit: 
wagons,  trucks  and  apparatus  of  the  fire  department,  the  insurance 
patrol,  the  police  department,  the  bureaus  of  buildings  or  the  militia; 
nor  to  ambulances  or  the  emergency  repair  wagons  of  public  service 
corporations.    (Ord.  Apr.  29,  1S13,  aa  =manA  X 

7,  VidoUona.  Any  person  who  shall 
any  owner  thereof,  riding  thereon  or 
permit  any  vehicle  subject  to  the  prov 
section,  to  be  separated,  driven  or  pn 
the  provisions  itf  this  article,  shall,  i 
(rffense,  be  punished  by  a  fine  of  not 
ilOO,  or  by  imprisoimient  for  a  term 
more  than  15  days,  or  by  both  such  fint 
upon  conviction  for  the  second  offense, 
misaion  of  the  first  ofiense,  be  punished 
nor  more  than  $100,  or  by  imprisonme 
3  days  nor  more  than  30  days,  or  by 
ment,  and  shall  upon  conviction  for  tl 
and  every  offense  subsequent  thereto, 
mission  of  the  first  offense,  be  punisl 
imprisonment  for  a  term  of  not  leas  tl 
days,  or  by  both  such  fine  and  impri 
that  in  construing  this  section  the  unit 
basis  tor  determming  the  "first,"  "i 
the  numerical  order  changing  when  g 
and  more  than  one  year  has  elapsed  afte 
or  "third"  offense.     (Ord.  Apr.  29,  19: 

§  18.  Safety  stops  for  omnibuaet  om 
1.  Fire  shops,  school  slops, — All  omnibu 
cars  shall  come  to  a  full  stop: 

(a)  At  all  points  v '  ' 

(b)  At  all  points  w 
the  hours  of  8  a.  m.  and  9  a.  m.,  12  noon  and  1  p.  m.  and  3  p.  t 
5  p.  m.,  except  on  Saturdays,  Sundays,  and  iMal  holidays  and  durinx 
the  period  from  July  1  to  September  1,  incliisrve.  Each  borou^ 
president  is  hereby  authorized  to  erect  si^a,  bearing  the  words 

School  Stop,"  on  each  side  of  streets  within  hia  jurisdiction  which 
intersect  or  meet  the  street  on  which  a.  school  is  located,  within  500 
feet  from  such  interacting  or  meeting  street.  Such  signs  may  be 
p^ced  on  lamp  posts,  street  sign  posts,  trolley  poles,  trolley  span 
wires,  or  other  available  supports,  or,  in  the  absence  of  any  such 
existing  structure,  on  sudi  new  supports  as  he  may  find  necessary. 

Adopted  July  3.  191T.    Beume.effeotiTe  July  17,  IBIT. 

2.  Pauenger  stop*.  Stieet  surface  laihn^  care  wheu  signaled  to 
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take  on  or  dtschaiise  pasB^gers  diaH  oome  to  a  ftiU  8t<^,  in  such  a 
portion  as  not  to  obstruct  the  crosswalk,  b^re  crossing  any  inter- 
secting or  connecting  street;  except  tkat,  with  the  written  consent  of 
the  police  oonunissioiier,  ana  upon  the  installation  of  '^  Trolley  Stop" 
signs  by  the  railway  company,  street  surface  railway  cars  may  stop: 

(a)  At  other  points  on  unp&ved  streets; 

(b)  In  ihe  centers  of  bloda  over  400  feet  k)ng; 

(c)  On  the  far  side  of  any  stared  containing  an  intersecting  street 
railway. 

The  iHx>visions  of  this  subdivisicHi  shall  apply  also  to  omnibuses, 
except  that  omnibtnes  when  signaled  to  take  on  or  dischai^  pas- 
sengers shall  come  to  a  fuU  stop,  in  sudi  a  positi(»i  as  not  to  <£struct 
the  crosswalk,  after  crossing  any  intersecting  or  connecting  street, 
and  provided  that  the  inx)vi8ions  of  clause  (c)  when  appli^  to 
omnibuses  shall  have  r^eraice  to  the  near  side  instead  of  the  far 
side  of  any  street  containing  an  intersecting  street  railway.  ^'Bus. 
Stop"  signs  to  be  used  instead  of  "Trolley  Stop"  signs. 

3.  InteraecHng  streets.  Street  surface  railway  cars  may  cross  an 
intersecting  or  connecting  street  without  stopping;  provided  that, 
in  each  case,  the  police  commissioner  shall  have  given  his  written 
consent  to  »ich  crossing,  and  the  railway  company  shall  have  in- 
stalled a  "No  Stop"  sign  at  such  crossing,  and  provided  further 
that  there  shall  be  a  re^ai^  stopping  place  with  a  "Trolley  Stop" 
sign  installed  thereat,  within  200  feet  of  the  "No  Stop"  sig^.  (As 
amend,  ord.  effective  Juljr  17,  1016.) 

4.  ViolcUions.  Any  cminibus  company  or  street  surface  railway 
company  violating  any  provision  of  this  section,  dhall,  upon  con- 
viction, oe  punished  by  a  fine  of  $10  for  each  offense. 

AHTIOLB  3 

MlSCEIiLANBOnS  RBGULATIONS 

Sec.  30.  Advertising  vdiicles. 
§  30a*  Ajahoy  ro^,  restrictions. 

31.  Bicycles. 

32.  Cattle,  calves,  sheep  and  swine. 

33.  City-owned  automobiles. 

34.  Horse-racing. 

35.  Ice  wagons. 

36.  Motor  vehicles;  mufflers. 

37.  Ocean  parkway;  restrictions. 
37a.  Grand  Boulevard  and  Concourse,  The  Bronx, 

38.  Processions  and  parades. 

39.  Sleiffhs. 

40.  Trade  wagons. 
_  40a.  Vdiicles,  marking  of. 
§  41.  Reasonable  care. 

§  42.  Enforcement  of  chapt^;  duties  of  police  department. 

Sec.  30.  Advertising  veMdes. — ^No  advertising  trucks,  vans  or 
wagons  shaK  be  allowed  in  the  streets:  provided  that  nothing  herein 
contained  £^all  prevent  the  putting  oi  business  notices  upon  ordinary 
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business  wagons,  iso  long  as  suck  wagons  ace  engt^of!  in  the  usufd 
business  or  regular  work  of  the  owner,  and  not  used  merely  or  mainly 
for  advertising,    (Manh.  Ords.,  §41.) 

"Wagons"  include  automobile  stages,  FiftliAre.  Coaoli  Co.  v. City  isi  N^  Y., 
126  App.  Div.  657. 

§  30a.  Amboy  road;  restrictums.-^Ni}  person  shall  drive  an  auto 
truck  over  the  Amboy  road,  in  the  b(»roug)i  of  Richmond,  exoept 
as  it  may  be  necessary  to  cart j  or  omvey  supplies  to  the  j«sidences 
along  said  road,  or  building  materials  to  buildings  in  course  of  oon^ 
struetion  Or  alteration  thereon.  Any  person  violating  this  provision 
shall  upon  conviction  thereof,  be  punished  by  a  fine  of  m^  more  thiui 
$25  for  eadi  offense,  or  by  imprisonment  for  not  exceeding  10  days, 
or  by  botli  such  fine  and  imimsonmeat. 

Adopted  March  16, 1920.    Approved  March  23,  1920. 

§31.  Bicycles.  1.  Coasting. — No  bicycle  shall  be  allowed  to  pro- 
ceed in  any  street  of  the  city  by  inertia  "or  momentum,  with  the 
feet  of  the  rider  removed  from  the  pedals.    (C.  O.,  §  460.) 

2.  Trick  riding.  No  rider  of  a  bicycle  shall  remove  both  hands 
from  the  handlebars,  nor  practice  any  trick  or  fancy  riding  in  any 
street.    (CO.,  §461.) 

3.  Carrying  children.  No  bicyclist  shall  carry  upon  his  bicycle 
any  child  under  the  age  of  5  years.    (C.  O.,  §  462.) 

4.  Leading  hicydes.  Riders  of  bicycles,  when  dismounted^  may 
lead  their  bicycles  along  the  sidewalk  m  single  file,  and  bicycles 
may  be  allowed  to  stand  on  the  sidewalk,  provided  they  are  witMn 
the  stoop-Une  and  cause  no  obstruction.    (CO.,  §  467.) 

5.  Use  of  sidewalks.  No  bicycle  shall  be  ridden  on  the  sidewalks 
of  any  street  of  the  city.    (C  O.,  §  468,  ahlend.  ^une  30,  1914.) 

§32.  Cattle  J  calves^  sheep  and  swine.  1.  Driving  or  herding  in 
streets. — No  cattle,  calves,  she^  or:  $V7ine  shall  be  driven  in  any 
street  of  the  City  without  a  permit  from  the  Police  Ck)mmissioner, 
and  in  strict  accordance  ^ath  the  routes,  hours  and  other  conditions 

i)rescribed  thereby;  provided,  that  cattle,  calves,  sheep  or  swine, 
anded  at  the  foot  of  the  street  leading  to  the  eaaughter-house  to 
which  they  shall  be  destined,  may  be  driven  along  such  street,  if 
the  same  be  effectively  barred  or  closed  so  as  to  prevent  the  escape 
of  any  of  said  animals  during  their  transfer  from  the  dock  to  the 
slaughter-house. 

2.  Leading  cattle.  No  person  shall  lead,  or  attempt  to  leald  or 
cause  to  be  led,  any  cattle,  othen^vise  than  singly,  1  person  with  ea(Ji, 
on  any  street  nor  upon  any  sidewalk. 

3.  Landing.  No  cattle,  calves,  sheep  or  swine  shall  be  lafided  in 
any  borough  of  the  City,  except  in  accbrdance  with  the  provisions 
of  this  section. 

4.  Violations.  Any  person  who  shall  violate  any  provision  of  this 
section  shall,  upon  conviction  thereof,  be  punished  dv  a  fine  of  not 
more  than  $50,  or  by  imprisonment  not  exceeding  10  days,  or  by 
both  such  fine  and  imprisonment. 

Adopted  June  28,  1921;  Approved  July  5,  1921. 

i^.  City-owned  aiUomobiUs. — The  words  "City  of  New  Yoric" 
shall  be  painted  plainly  and  visibly  on  the  outsfle  of  ^  back  of 
the  body  of  each  automobile  owned  by  the  city*   The  letters  of  such 
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inaaiptiao  shall  be  at  teaiBt  5  inebea  in  the  least  dimension,  and  the 
color  shall  contrast  with  the  color  of  the  body  of  the  ear.  No  per- 
son shall  iwe  an  auUHnobtle  owned  by  the  oity  which  ia  not  lettered 
as  preeonbed  herein;  provided,  however,  that  automobiles  used  by 
the  police  department,  in  the  detection  and  the  suppression  <j 
aime,  ahall  be  exonpt  from  the  proviaicDS  of  this  gection.  (Ord.' 
Feb.  e,  1912.) 

f  34.  Horae-ntcittif. — ^Except  as  provided  in  chapter  17  of  this 
wdioance,  no  peiBon  shall  run  or  race  any  horse  in  any  street,  nor 
consent  to  or  suffer  such  racing,  under  the  penalty  of  $50  to  b«  re- 
oovered  from  the  person  or  pereons  who  shall  so  race,  or  suffer  or 
permit  such  racing,  and  the  owner,  rider  and  the  person  having 
duugs  of  any  animal  which  shall  so  race  and  run,  severally  and  re- 
Thissection  shall  be  construed  to  prevent  and  punish 


Bectlvely. 
tberuDBm 


niBBing,  racing  or  trotting  of  any  horse  or  horses,  for  any  bial  of 

speoi,  or  f(M'  the  purpose  of  passing  any  other  horse  or  horaee, 
whether  the.  same  oe  founded  upon  any  stake,  bet  or  otherwise. 
(Manh.Ords.,SS89,90.) 

Bub  opednl  Bpeod  trials  a1]DW«d  la  the  publio  highwtfya  mre  nuifluu»q.  Jofaooon 
V.  City  of  N.  Y..  109  App.  Diy.  831. 

|}fi.  lee.teagoM. — No  person,  beii%  the  owner  or  driver  of  any 
wagon  used  for  the  sale  of  ice,  anall  permit  or  allow  the  scale  thereon 
OS  the  beam  to  which  it  may  be  attached,  or  other  implement  for 
handling  ice,  to  project,  or  bang  outside  or  beyond  the  side  of  such 
vogon  when  it  is  m  motion  in  any  street.     (Manb.  Orda.,  |  S3.} 

S  3ft.  Motor   ixhicks:   muMert. — Everv   motor   vehicle   Drooelled 


property  fronting  thereon,  and  in  such  cases  the  UJ._  _, 

vetncle  IS  prohibited  further  than  is  neceasBry  for  entering  upon  and 
leaving  th«  concourse  by  the  nearest  side  street  or  streets.    Further 
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2.  A-pjMcation  o}  ■police  regubiHom.  "The  Rules  tor  Driving  and 
R^ulation  of  Street  Traffic,  issued  by  the  police  department  of  tbe 
dty  of  New  York,  and  the  "Rules  of  the  Road"  of  the  Code  of 
Ordinances,  shall  not  apply  to  the  Grand  boulevard  and  conooiuae 
where  they  eonflict  with  the  f  orejcoing  mlea  and  regulations. 

Sec.  2.    This  ordinance  shall  taJce  effect  immedistely. 

Adopted  by  the  Board  of  AMennen  Jsly  12,  1921:  Ai)prorBd  by  the  Ma^or 

5  38.  pToeetaiima  and  paradei.  1.  Permits. — No  procesmon,  parade, 
or  race  shall  be  permitted  upon  any  stteet  or  in  any  pubhc  place 
without  a  written  permit  first  obtained  from  the  police  cotnmissioneT. 
Application  for  such  permit  shall  be  made  io  writing,  upon  a  Buitsble 
fmm  prescribed  and  fumiehed  by  the  pohce  department,  Dot  le^ 
■  tiian36hourspreviou8  to  the  forming  or  marching  of  such  proceseion, 
parade  or  race.  The  pohce  commiseioner  shall,  after  due  Inveatiga> 
tioQ  of  such  application,  grant  such  permit  subject  to  the  following: 


(a)  He  shall  not  grant  a  permit  where  he  has  good  reason  to  be- 
Ueve  that  the  proposed  procession,  parade  or  race  will  be  diBtwdwlj 
m  character  or  tend  to  disturb  the  public  peace. 

(b)  The  Commissioner  shall  not  grant  a  permit  for  the  use  (rf  any 
street  or  any  public  place,  or  material  portion  thereof,  which  la 
ordinarily  subject  to  great  congestion  of  traffic  and  is  chi^y  (d  a 
boBineea  or  mercantile  character,  except  upon  those  holidays  or 
Sundays  when  the  places  of  business  along  the  route  proposed  are 

.  of  6.30  p.  m.  and  9  p.  m. 

2, 1B17. 

lifically  the  route  throu^ 
1  move,  and  it  may  also 
id,  and  may  include  such 
BT  may  deem  necessary, 
aordinary  public  interest, 
ed  to  be,  may  be  granted 
;  place,  and  for  any  day  or 

[>arade  or  race,  for  which 
oner,  fdiall  be  responsible 
gulations  includea  in  said 

3.  Exemptions.    This  section  shall  not  apply: 

(a)  To  the  ordinary  and  necessary  movements  of  the  TJiuted 
States  army.  United  States  navy,  national  guard,  police  department 
and  fire  department  j  lior 

(b)  To  such  portion  or  pOTtions  of  any  street  which  may  have 
already  been  or  may  hereafter  be  duly  set  aside  as  a  speedway  or 
as  speedways,  nor 

(c)  To  procesMons  or  parades  which  have  marched  onnudly  apOD 
the  streets  for  more  than  10  years,  previous  to  July  7,  1914. 

4.  VioUUions.      Every   person   participating   in   any   procession, 

?arade  or  race,  for  which  a  permit  has  not  been  issued  when  reqiurea 
y  this  section,  shall,  upon  conviction  thereof,  be  punished  by  a 
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fine  of  not  more  than  $25,  or  by  imprisonment  for  not  exceeding 
10  days,  or  by  both  such  fine  and  miprisonment.  (Oyd.  July  7, 
1914.) 

§  39.  Sleighs. — No  person'  i^iail  drive  a  horse  before  a  sleigh  or 
sled  through  any  street,  imless  there  shall  be  a  sufficient  number  of 
bells  attached  to  the  harness  or  sleigh  to  warn  persons  of  its  ap- 
proach.   (Manh.  Osds.,  §  91.) 

§  40.  Trade  vxigona, — Trade  wagons  shall  not  be  allowed  to  col- 
lect on  any  street  or  public  place,  to  the  obstruction  of  travel  or 
the  annoyance  of  persons  coming  and  going  on  the  streets,  sidewalks 
or  cross  walks,  or  any  property  owner  or  resident  in  the  vicinity. 
(New.) 

§  40a.  Vehicles;  Marking  of. — Every  vehicle,  other  than  a  pleasure 
or  licensed  vehicle,  operated  on  the  streets  of  the  city,  shall  at  all 
times  display,  plainly  marked  on  both  sides  in  letter  and  numerals 
not  less  than  3  inches  in  height,  the  name  and  address  of  the  owner 
thereof.    (New.) 

Adopted  April  1^  1910.   Approved  April  24, 1919. 

§41.  Reasonable  care. — ^Nothing  contained  in  <^  oeiitted  from 
this  chapter  shall  be  construed  or  held  to  relieve  any  person  using, 
traveling,  or  being  upon  any  street,  for  any  purpose  whatsoever, 
from  exercising  all  reasonable  care  to  avoid  or  prevent  injury  through 
collision  with  all  other  persons  and  vehicles.    (C.  O.,  §  470.) 

§42.  Enforcement  of  chapter;  diUies  of  police  department. — The 
pouce  department  shall  have  exclusive  control  of  the  management 
of  i^e^iBsr  traffic.  Tlie  police  oommissiQner  shall  eai^  suitable 
abstmctd  of  the  provisions  of  this  chapter  to  be  posted  in  all  pubiic 
stables  and  garages,  and  at  all  hack,  oab  and  troek  stands.  Hie 
lE^ll  catise  copies  th^'eof  to  be  kept  at  all  poltoe  stations,  to  be  ismied 
to  the  piofbMc  on  i^licatkm  wHhoiat  chaoge*    (C.  O^  |§  ^%  473.) 


X 


556  CODE  OF  ORDINAMJES  OF  THE  CITT  OF  NEW   TOBK 


CHAPl^R  26 

Water  Supply 

Article  1.  Construction  and  maintenance. 

2.  Bents  and  charges. 

3.  Use  of  water. 

ARTICLE  1 

CONSTRI^CTION  AND  MAINTENANCE 

Sec.  1.  Emer^ncy  repairs. 

§  2.  Pollution  of  or  interference^vith  water  8iq>ply» 

<     §  3*  Trespass  on  water  supply  property, 

§  4.  Obstruction  of  stop-cocks. 

§^.  Hydrants  to  be.  kept  closed. 

•  I  6.  Coniiections. 

I  7.  Public  wells. 

I  8.  Violations. 

Sec.  1.  Emergency  repairs, — ^In  case  of  Any  unexpected  casualty 
or  damage  to  the  pipea,  reservoirs  or  other  structures  oonneoted 
with  the  Git3r's  wat^  supi^y,  the  chief  engineer  of  t^e  departm^ 
of  water  supply,  ^  «na  electricity,  under  direotkui  of  the  oomfoiB- 
sioner,  shall  taase  immediate  measures  for  thti  pneservfiJ^ioMacid  r^ 
pair  of  the  same,  the  expense  of  which  shall  be  paid  on  lus  requisition 
Dy  the  warrant  of  the  comptroller.    (C.  O.,  §  285.) 

§  2.  PdUiUion  of  or  interference  with  water  supply. — No  person 
shall  bathe  in,  or  go  into  the  water  supply  reservoir,  or  any  part  ol  a 
city  aaueduct;  nor  shall  any  person  throw  stones,  chips  or  dirt,  or 
any  other  material,  substance  or  thing  whatever  into  any  reservoir, 
gate-house,  ventilator,  aqueduct,  fountain  or  basin;  nor  shall  any 
person  in  any  manner  injiu^  or  disfigure  any  part  of  the  water  works 
sjrstem  of  the  city.    (C.  0.,  §  286.) 

§  3.  Trespass  on  water  supply  property. — No  person  shall  trespass 
on  any  part  of  the  embankment  of  a  water  supply  reservoir,  nor 
go  or  remain  thereon  without  permission  of  tne  proper  persons 
having  charge  of  the  same;  nor  shall  any  person  fail  or  refuse  to 
compfy  with  the  regulations  of  the  commissioner  of  water  supply, 
gas  and  electricity  as  to  the  times  when  citizens  shall  leave  the 
embankment  of  a  reservoir,  or  the  grounds  or  buildings  attached 
thereto.    (CO.,  §287.) 

§4.  Obstruction  of  stop-cocks. — No  person  shall  obstruct  access 
to  a  stop-cock  connected  with  a  water  pipe,  by  placing  there(ni  stone, 
brickj  lumber,  dirt,  or  any  other  materials;  nor  shall  any  person 
penmt  aiw^such  material  to  be  placed  thereon  by  those  in  his  employ. 
(C.  O.,  §  296.) 

$5.  Hydrants  to  be  kept  closed. — ^The  commissioner  shall  cauae 
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B&  water  mipply  hydrantff  to  be  ke^yt  dosed.  Except  in  case  of  fire 
and  for  the  purpose  of  extinguishing  the  same,  or  when  otherwise 
ailthorized  by  kw  or  oidinance,  no  person  idiall  take  or  use  the 
water  from  any  hydrant.    (C.  O.,  §§  200,  292.) 

§  6.  Connections* — No  street  shall  be  opened  nor  shall  any  pipe 
be  bored  or  connection  be  made  with  any  main  or  pipe  for  water 
supply  purposes,  except  imder  the  direction  of  the  commissioner, 
under  the  penalty  of  $50  for  each  offense. 

§  7.  Public  weUs, — No  person  shall  dig  a  well  in  any  street  or  pub- 
lic place,  and  the  president  of  the  borough  in  which  any  such  well 
idiall  be  dug  shaH  cause  the  same  in  all  eases  to  be  filled  up.  <C.  O., 
51«8.) 

§8.  Violations. — Any  person  who  shall  violate  any  provision  of 
Hiis  article  shall,  \ipou  conviction  therec^,  be  puni^ed  by  a  fine 
of  not  more  than  $60,  or  by  imprisonment  ior  not  exceeding  30  days. 
Or  by  bbth  such  fine  and  imprisonment.    (C.  C,  §  286,  penal  clause.) 


ARTICLE  2       ! 

RENTS  AND  CHARGES 

Sec.  Sto.  Frontage  rents. 

~  21«  Extra  and  miscellaneous  rates  where  supply  is  not  metered. 
22.  Meter  rates.     . 

2^  Supply  discontinued  on  non-payment. 
,  1 24^  Connection  charges. 
I  25.  Report  of  receipts  by  water  register. 

Sec.  2Q.  Frontage  rente^ — ^The  annual  frontage  rents  on  prenu^es 
wholly  ot  partly  unmetered^  to  be  collected  by  the  departmait  of 
^ter  supply,  gas  and  electricity  shall^be  as  follows,  to  wit: 

B^nt  width  of  building  One^tory 

16  feet  and  under \ $4  00 

16  feet  to  18  feet 5  00 

18  feet  to  20  feet 6  00 

20  feet  to  22^  feet 7  00 

22Ji  feet  to  25  feet 8  00 

26  feet  to  30  feet .,,. 10  00 

30  feet  to  37J^  feet 12  00 

37J4  feet  to  50 feet ,.,, :.....• 14  00 

For  each  additional  story  $1  per  <umuih  shall  be  added;  and  for 
each  additional  10  feet  ot  part  therectf,  above  6!0  feet  in  front  width 
of  building,  ^  shall  be  added.  "^ 

All  rear  buildings  on  any  lot  or  lots,  wit^  front  buildings  thereon, 
shall  pay  an  annual  frontage  rate  of  $5  for  each  26  feet  front^  or 
fraction  th^^of,  but  this  provision  shall  not  f^ply  to  buildmgs 
eceet^  on  corner  lots,  eadi  of  which  fouUdings  shall  pay  the  regular 
ti^be^  as  stated  in  the  fcregobig  subdivisiottB. 
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The  ftpportionment  of  the  regulttr  frODtage  rates  upon  buydin^ 
ehall  be  on  the  baais  tJut  but  one  family  is  to  occupy  same,  and  for 
each  additional  family  or  apartment,  SI  per  year  shall  be  charged. 
(C.  O.,  S  282,  amend.  June  10,  1913.) 

Pow«  lo  fix  rates  ia  in  Bd.  of  AMennen  and  not  io  Comr.,  f  478,  N.  Y.  Cb«rt«t. 
Swrer  T.  Kbw  Voit,  208  N.  Y.  169. 

Wkter  nlea  am  ^Dec&l  luxs  md  noi  iucludsd  Id  Ui  eiempt  specisl  clsuaes. 
Matter  of  Y.  W.  C.  A.,  166  App.  Div.  ZBS. 

An  owner  ia  not  entitled  !□  an  inlunntiaD  UBle»  meter  fa«  been  Installed  u  de- 
mandsd.    Johnson  Kohn  Co.  v.  ThompHm.  73  Mian.  IfO. 

Aa  to  raelcra  aea  HtU  v.  Thompson,  «3  Supet.  Ct.  431  and  50  Super.  Ct.  165. 

i  21.  Extra  and  misceUaneoug  rotes  v^iere  tupptj/  is  not  metered. 
1.  Batkg  shall  be  chained  S3  per  annum,  one  bath  supplied  to  «adi 
house  free  of  additional  change 

2.  Baiht  in  barber  shop,  public  kottsee  and  buUdiitg  etUMithmenU 
eball  be  ehm^ed  S5  each  per  annum. 

3.  Shower  balhi  not  installed  over  bath  tubs,  and  aitz  bfttlw,  sh^ 
be  charged  same  aa  baths. 

4.  Waier-closela  and  iifinaU  of  every  description.  S2  each  per  an- 
num; one  water-closet  in  each  house  supplied  free  of  additional  charge 

5.  Bakeries.  Each  oven  $5  per  annum. 

6.  Barber  slwpa.  Each  up  to  and  including  3  chairs,  SSp^  annum; 
for  each  additional  chair,  |1  per  annum. 

7.  Barges  (without  steam  Each,  S5  per  annum,  wat^  for  do- 
mestic use  only. 

7ft.  BoUera,  pertnanent.  The  annual 
houses  for  boilers,  except  those  used  & 
poses,  shall  be  S2.16  per  boiler  horsepov 

8.  Boilers  of  boaU  or  not  permanent.  1 
supply  for  hoisting,  steam  rolling,  dredg 
driving,  derricks,  diggers,  conveyers  an 
steam  plants  and  steamboats,  except  watc 
shall  be  as  follows : 

Up  to  and  including  10  horsepower 91  00; 

Up  to  and  including  15  horsepower 1  SO; 

Up  to  and  including  30  hors^wwer 3  00; 

Up  to  and  including  25  horsepower 2  SO; 

Up  to  and  including  30  horsepower 3  00; 

Up  to  and  including  35  hors^xtwer 3  SO; 

Up  to  and  including  40  horsepower 4  00; 

Up  to  and  indudii^  45  hoisc^ww 4  50; 

Up  to  and  including  90  horsepower 6  00; 

Up  to  and  including  55  horsepower 5  60; 

Up  to  BJid  including  60  horsepower 6  On; 

Up  to  and  including  65  horsepower 6  50; 

Up  to  and  including  70  horsepower 7  00; 

Up  to  and  mduding  76  horsspower 7  50; 

Up  to  and  including  80  hursetMwer 8  00; 

Up  to  and  including  85  horsepower S  SO; 

Up  to  and  including  00  koiw^ewer 9  00; 

Up  to  and  inoladi&g  05  honepower 0  SO; 

Up  to  and  inotudiDg  100  luMaepower 10  00; 

Above  100  howepowar,  at  tiie  rate  of  10  cents  per  boisepower  per 
montb,  using  tbe  multipfe  of  5  m  in  tJte  above  taUe.    An  aUowMxie 
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of  3317^  per  cent,  in  the  above  raOea  shall  be  made  where  eondenvers 
are  used. 

9.  Boiler  testing.  All  boats,  in  addition  to  pacing  the  regular 
fixed  charges,  shall  pay  an  extra  charge  ci  $100  per  araMun  when 
tengoged  or  employed  in  fmnishing  water  m  the  testing  of  boilefs.in 
other  boats.  .  * 

10.  Bottling  establishmenta.  Each  bottle-washing  apparatus)  ma- 
clttne  or  tub,  $10  per  annum. 

11.  Building  purposes.  Stone  work,  ter^  ootta,  con<;rete,  ^ce* 
proofing,  htifkwom,  and  all  other  forms  o^  masonry,  5  cents  per 
oubio  yaid. 

12.  Plasteringy  40  cents  per  100  square  yards,  openings  not  in* 
duded. 

13.  Gaissen  Slinking  and  air  compressors,  10  cents  pear  100  onbii 
feet. 

.    14.  Condensers,  10  cents  per  hundred  cubic  fbet. 

15.  Conservatories.  Same  as  florists. 

1^.  DemolH&m,  F(^  wetting  down  while  buildings  are  being  de- 
molished, a^  chafge  shall  be  made  e(iuid  to  one-fourth  c^  the  amial 
fk»iilafi^  rate  of  said  building. 

17.  T)enfisL  Each  fountain  jsuspidor,  $1  per  annum*.  ' 

18.  Dining  ^Uoons  and  festaMmnts,  $8  per  annum. 

19.  Fish  stands.  Each,  $10  p(»r  annum,  if  live  fish  are  sold,  other 
thim  edieU  fish,  $25  p&  annum. 

20.  Florists.  Each,  $5  per  annum. 

21.  Horse  troughs.  For  each  trou^  and  for  each  one^alf  barrel  or 
tub  on  eadewalk  or  street,  $20  p^  annum* 

21a.  Ice  machines.  Eor  any  machine  09  ai]y[)aratus  used  in  the 
piodueiion  of  ice  or  r^rig^ration  a  yearly  chai;ge.of  $d0  pekr  ton 
ehail  be  ixiade  lor  the  actual  capacity  ot  the  machine  or  apparatM& 
(New.) 

22.  LaundrieSi  Each  wash  tubi  washing  knadune  or,  apparatus 
for  washing  clothes,  $5  per  annum. 

23.  Liquor  and  laaer  beer  saloons.  For  each  bar,  $10  per  annum, 
and  an  additional  charge  of  $5  for  each  wash  box.  For  each  beer 
pump  using  water  in  its  opeivrtion,  $50.  per  anniun. 

24.  MUk  de^ts.  For  the  purpose  of  washing  cans  or  bottles,  each 
washing  machme,  tub  or  wathing  aq[»pBratus,  $10  per  annum. 

25.  Photograph  galleries.  Each  faucet  or  outlet,  $5  per  annum. 

26.  Soda  or  mineral  water  fountains.  Each,  $5  per  annum.  One 
wash  box  allowed,    For  each  additional  wash  box,  $3  per  annum. 

27.  Soda,  mineral  or  carbonic  uxUer  manufacturer.  For  each  ma- 
chine or  apparatus  (retsul),  $10  per  annum;  for  each  machine  or 
apparatus  (wholesale),  $100  per  annum. 

28.  Stalls.  In  stables^  $1  each  per  anni^n. 

29.  Water  boats  (steam).  Monthly  charges,  according  to  tank 
ci^>acity  of  each  boat,  shall  be  as  follows: 

12,000  gaDons  or  less I $  25  OQ 

12.000  to  20,000  gallons 37  50 

20,000  to  30,000  gaUons 50  00 

30,000  to  40,000  gallons ^2  50 

40,000  to  60,000  gallons. 75  00 

60,000  to  100,000 gallons. 100  00 
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30.  Waxier  b&ata  (motor).  ShaU  !>e  chargied  montbly,  aceordbg  tb 
tank  capacity  of  each  boat,  as  follows: 

djtm  gaUons  or  less $  7  60 

Over  3,000  gallons,  but  not  exceeding  6,000  gallons 15  00 

Over  6,000  gallons,  but  not  exceeding  12,000  gallons 25  00 

CKer  12,000  gaUons,  the  rate  for  steam  water  boats  shall  be 
charged 

31.  Wash  driUa  (all  kinds).  10  cents  per  100  cubic  feet.  (C.  O., 
S  282,  as  amended  by  Ord.  (A  June  10,  1913.) 

32.  Unspecified.  All  charges  not  herein  mentioned  or  fixed  are 
reserved  for  special  contract,  by  and  with  the  commissioner.  (C.  O., 
%  282,  amend.  June  10,  1913.) 

§  22.  Meter  rates. — ^The  charge  for  water  measured  by  meter  shall 
be  10  cents  per  100  cubic  feet.    (C.  C,  %  282,  amend.  JunelO,  1913.) 

§  23.  Supply  discontimied  on  non-payment. — ^The  supply  of  wat^ 
shall  be>  cut  on  in  all  cases  where  the  rent  t^erefbr  is  befamd  and  un- 
paid 10  days.     (C.  O.,  §  284.) 

§  24.  Connection  charges. — ^All  perscms  contracting  for  a  supi%  of 
WMer'shall  pay  the  cost  of  the  materials  and  labor  used  aod  ^qp^nded 
on  the  streets,  necesBsay  to  make  the  connection  with  ilie  QofKhdt 
pipes,  or  pay  such  annual  interest  thereon  as  required  by  the  roles 
and  regulations  of  the  commissions.  (C.  O.,  §{  207,  289.) 
'  1 25.  Reportof  receipts  by  water  register. — The  water  register,  or  the 
cashier  of  the  water  register's  office,  shall  on  each  day,  ^c^t  Sun- 
day of  each  week,  render  to  the  oomptrdler  an  account,  under  oath, 
of  all  moneys  received  by  him,  lowing  the  amounts  received,  from 
aU  classes  of  revenue,  and  shall  thereupon  pay  over  the  amounts  so 
received  to»  th^  chamberlain,  fumishuig  to  the  comptroller  a. receipt 
showing  the  paymmt  of  such  sums  into  the  city  treasury,  B»  shafl 
also,  if  required  by  the  comptroller,  make  a  separate  daily  report 
showing  aU  the  items  comprising  the  amounts  received  by  him,  in 
fonn  satisfactory  to  the  comptroller.    (C.  O.,  §  281.) 


ARTICLE  3       , 

iraaB  OV  WATBB 

Sea  40.  Street  cleaning. 
*  41.  Traffic  in  water. 

42.  Washing  down  streets  from  private  connection. 

43.  Washing  vehicles. 

44.  Watering  horses. 

Sec.  40.  Street  cleaningr^The  commissioner  of  water  supply. 
gas  and  electricity  shall,  at  aU  times  when  the  general  supply  ot 
water  is  not  thereby  endangered,  permit  the  hymuntB  to  be  used 
for  deaning  the  streets,  under  his  regulation.    (C.  O.,  §  293.) 

§  41.  Traffic  in  water. — No  person,  except  such  as  may  be  licensed 
by  the  commissioner,  shall  take  water  from  any  hydrant  or  water 
connection  erected  or  to  be  erected  in  the  dty,  and  attached  to  ttie 
water  pipes,  for  the  purpose  of  using  the  same  on  any  boat,  ves^ 
^arge  or  pile-driver,  or  for  the  purpose  of  selling  or  offeriiig  the  same 
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for  sale  to  the  ownear  of  any  boat,  vessel,  barge,  or  pile-driver.    (C.  O., 
§291.) 

§  42.  Washing  dawn  streets  from  private  connections.-^No  person 
shall  wash  any  street,  sidewalk,  areaway,  steps,  building  or  other 
place  or  thing,  from  the  1st  day  of  December  to  the  1st  of  April 
following,  by  means  of  hose  or  piping,  where  the  water  runs  upon  a 
street,  sidewalk  or  other  public  place.  Water  may  be  so  used  froto 
the  1st  day  of  April  to  tne  last  day  of  November  of  each  year,  be- 
tween the  hours  of  4  p.  m.  and  8  a.  m.,  but  city  water  shMl  not  be 
so  used  until  permit  therefor  shall  first  have  been  obtained  from  the 
department  of  water  supplv,  gas  '.ssad  electricity.  No  charge  shall 
be  made  for  such  permit  when  the  water  used  is  paid  for  according 
to  meter  registration;  where  no  mete?  is  used  there  shall  be  a  charge 
of  $5  for  using  city  water  during  the  period  covered  by  the  permit. 
(C.  O.,  §  294,  amend.  Apr.  14,  1914.) 

§43.  Washing  vehicles. — ^No  person  shall  wash  or  cause  to  be 
washed  any  carriage,  wagon,  or  other  vehicle  on  any  street  or  public 
place.    (CO.,  §205.) 

§  44.  Watering  horses.  1.  Bticket-fiUing  equipment. — All  publicly 
omed  watering  troughs,  and  those  erected  or  maintained  by  the 
American  Society  for  the  Prev^ition  of  Cruelty  to  Animals,  shall  be 
provided  with  the  necessary  pi|»ng  and  fixtures  to  enable  the  filling 
of  pails  with  water  therefrom,  or  otherwise  modified  in  construction 
80  Bs  to  meet  the  requirements  of  the  boaDd  of  Jiealth.  The  supp^ 
of ^  water  for  such  troughs  shall  be  furnished  by  t^e  dei>artinent  of 
water  supply,  gas  and  dectricil^.  All  other  horse  watering  troU^ 
on  streets  and  public  plaoes  shtdl  likewise  be  provided  with  the  piping 
and  fixtures  necessanr  to  enable  the  filling  of  pails  with  water,  and 
the  use  of  the  water  for  that  purpose  shall  be  paid  for  in  the  manner 
-provided  in  this  chapter.  All  horse  watering  stations  in  streets  aad 
pubtic  places,  hereafter  constructed  or  operated,  shall  conform  to 
the  provisions  of  -Uiis  section  and. be  subject  t^reto.  No  peraon 
shall  draw  water  from  these  fixtures  for  a  purpose  other  than  watering 
hoises  or  other  animals,  nor  shall  any  person  tamper  with  the  said 
fixtures. 

2.  Horse4mckets.  ^v&ty  commercial  vehicle  to  which  a  horse  is 
attached  must  be  provided;  while  on  the  public  throu^ares  of 
the  bity,  with  a  watering  pail,  which  [^laU  be  used  only  for  the  pur- 
pose of  watering  or  feeding  the  horse  or  horses  attached  to  the 
vehicle. 

3. '  Temvorary  rdief  stations.  Nothing  in  this  section  shall  prevent 
the  establishment  of  temporary  relief  stations  in  conformity  with 
such  requirements  as  may  be  imposed  by  the  board  of  health,  with 
the  consent  of  the  commissioner  of  water  supi^y,  gas  and  electricity. 
(Ord.  July  7, 1914.) 
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CHAPTER  26 
Weights  and  Measures 

Article  1.  Bureau  of  weights  and  measures. 

2.  Regulation  of  wei^ts  and  measures. 

3.  Stiuidards  for  various  commodities. 

ARTICLE  1 

BUREAU  OP  WEICraTS  AND  MEASURES 

Sec.  1.  Organization. 
I  2.  Trading  restriction. 
§  3.  Jurisdiction. 
I  4.  Duties  of  inspectors. 

Sec.  1.  Orgammtion. — ^There  shall  be  a  mftyor's  bureau  of  wei^ts 
and  measures  m  charge  of  a  comnussioiier  of  weights  and  measures, 
to  be  appointed  by  the  mayor  and  removable  by  him  at  pleasure. 
The  salary  of  the  commissiODer  shall  be  $5,000  per  annum.  In- 
spectors of  weights  and  measures  ahaJi  be  ai^winted  by  tJie  com- 
missioner, and  all  complaints  against  inspectors  shall  be  lodged 
with  the  commissioner,  to  be  by  hun  reported,  with  his  reoommendn- 
tion  thereon,  to  the  mayor  for  -his  action.     (C.  O.,  {§  ^0>  408.) 

§  2.  Trading  reatriction. — ^The  comnussioner  shall  n<^  nor  AaSl 
any  inspector  or  other  employee  of  the  bureau,  engage  in  the  busi- 
Bess  of  manufacturing,  vending  or  seUing  any  weight,  measure, 
scale,  balance,  steelyard  or  other  instrument  lor  weiring  or  meas- 
uring, under  the  penalty  of  $50  for  each  such  ofiEense.    (C.  O.,  §  400.) 

§3.  Jurisdiction. — £^ach  inspector  of  weights  and  measures  is 
h^by  authorized,  to  inspect,  ^camine,  test  and  seal,  at  hoot  onoe 
in  each  year,  and  as  often  as  the  commissioner  may  deem  proper, 
all  weights,  measures,  scalc'beams,  patent  balances,  steelyanls  and 
Other  instruments  us^  in  weighing  and  measuring.  Upon  the  writ- 
tsa  request  of  any  resident  of  the  city,  the  oommissioner  shall  test 
or  cause  to  be  tested,  within  a  reasoimbie  time  after  the  receipt  of 
such  request,  the  weights,  measures,  scale  beams,  patent  balaaoes, 
steelyards  or  other  instruments  used  in  buying  or  seUins  by  the 
person  making  such  reauest.  All  such  appliances  shaH  be  made 
go  conform  to  the  standard  of  the  Slate,  and  shall  be  marked  bv 
the  inspector  with  the  initials  of  his  name  and  the  date  on  whidfi 
the  same  shall  be  sealed  and  marked.    (C.  O.,  §§  385, 302.) 

§  4.  DtUies  of  inspectors.  1.  Reports. — ^Each  inspector  of  weights 
and  measures  shall  report  promptly  to  the  commissioner  the  names 
of  all  persons  whose  weicpts,  measures  or  other  instruments  for 
weighing  and  measuring  shall  be  found  to  be  incorrect.*  Each  in- 
spector shall  file  a  daily  report  with  the  commissioner,  and  make 
such  other  and  further  reports  and  keep  such  further  records  as 
may  be  required,  from  time  to  time,  by  fiie  commissioner.  (C.  O., 
8§  397, 3080 
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%  Beham  cf  testing  instrumenta.  Whenever  any  inspecikMr  shaH 
resign  or  be  removed  from  office,  he  shall  deliver  at  the  office  of  the 
commissioner  all  the  standard  weights  and  measures  and  oiher 
official  property  in  his  possession.    (C.  O.,  §  403.) 


ARTICLE  2 

^  BBOniiATION  OF  WEIGHTS  AND  MEASXTRBB 

Sec.  10.  Testing,  sealing  and  marking. 
§  11.  Measures  and  containers. 
§  12.  Sale  of  weights  and  measures. 
§  13.  Sale  by  true  weight  or  measure  required;  weights  and 

measures  to  be  tested. 
§  14.  Confiscation  of  false  wei^ts  and  measures. 
§  15.  Alteration  of  tested  appliances. 
§  16.  Defrauding  by  false  weights  or  measures. 
§  17.  Use  of  inaccurate  w^hts  or  measures. 
§  18.  Repair  of  inaccurate  appliances. 
§  19.  Right  of  inspection. 
§  20.  Certificate  of  inspection. 
§  21.  Interference  with  inspectors. 
§  22.  Violations. 

Section  49  of  the  Greater  New  Toxk  Charter  gives  the  Board  of  Alderm^i  power 
to  enact  oidinances:  1.  In  relation  to  the  inapeotion  and  secUins  of  weights  and 
measures  by  vendors."  Such  power  held  vaUo.  People  ex  rel.  Gould  v.  City  of 
Rochester,  45  Hun,  102.  But  no  fees  could  be  demanded  for  weighing  unless 
roecially  authorised  by  le^lature.  Ford  v.  N.  Y.  Central  R.  Rt  Co.,  33  App.  Div. 
474.    See  People  v.  Edelstein.  91  App.  Div.  447. 

.  Sec.  10.  Testing^  aedUnff  and  marking, — All  petaoDs  using  weights 
and  measures,  scale  beams,  patent  balances,  steelyards,  or  any 
other  instrument  used  in  weighmg  or  measuring  any  article  intended 
to  be  purchased  or  sold,  shall  cause  the  same  to  be  tested,  sealed  fusd 
maiiced  by  the  cconmissioner  or  an  inspector  of  the  bureau,  unless 
tl]»  same  have  been  already  so  tested,  sealed  and  marked  by  the 
inspector  as  hereinafter  provided.  No  perscm  shall  use  any  wei^t, 
measure,  scale  beam,  patent  balance,  steelyard,  or  any  ot^r  instru- 
ment in  weighing  or  measuring  any  commodity  or  arlicle  of  merchant 
dise  intended  for  purchase  or  sale,  unless  the  same  shall  have  been  so 
tested,  sealed  and  marked.  Each  inspector  s^ll  make  a  record  and 
certificate,  as  hereinafter  provided,  of  all  the  weights,  measures, 
scale  beams,  patent  balances,  steelyards  and  other  instruments  used 
for  weighing  and  measuring  inspected  by  him,  in  which 'he  sludl 
state  the  names  of  the  owners  of  the  same,  and  whether  they  conform 
to  the  standards  of  the  State.    (C.  O.,  §§  383,  384,  396.) 

§  11.  Measures  and  corUainers. — No  person  shall  manufacture, 
construct,  sell,  offer  for  sale,^or  give  away,  any  dry  measure  or  Uauid 
measure,  nor  any  barrel,  pail,  basket,  vessel,  container,  intended  to 
be  used  in  the  purchase  or  sale  of  any  commodity  or  article  of  mer- 
chandise, which  ^all  not  be  so  constructed  as  to  conform  to  the 
standards  provided  by  statute;  nor  i^iaU  any  person  use  any  barrd, 
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eale,  or  give  away  any  weights,  scales,  beams,  meBsures  of  any  kind, 
or  the  tools,  appliances  or  accessories  connected  with  any  and  all 
instnunental  or  mechanical  devices  for  weighing  or  measuring,  in- 
tended to  be  used  for  the  purchase  or  sale  of  any  commodity  or 
article  of  merchandiBe,  or  for  public  weighing,  until  a  type  or  types  of 
the  said  weights,  scales,  beams,  measures  of  every  kind,  or  the  toola, 


appliances  or  accessories  connected  with  any  and  all  iastrumeuts 
mechanical  devices  for  measurement  or  public  weighing  with  specifi- 
cations as  to  construction,  shall  have  been  submittee  to  and  approved 
by  the  commissioner  of  weights  and  measures.     The  commismoner 
shall,  when  said  types  are  approved,  designate  a  serial  number,  which 
serial  number  diall  be  used  m  identif  ving  t' 
ord  of  the  serial  numbers  and  to  wnom  f 
the  office  of  the  commissioner.    No  person 
give  away  any  weight,  scale,  beam  or  mei 
tools,  appliances  or  acceffloriea  connected 
mechanical  device  for  weighing  or  measurir 
the  purchase  or  sale  of  any  commodity  or 
for  public  weighing,  that  does  not  comply  f 
tvpe  submitted  and  approved  by  the  com 
tlUB  section.    The  conmiissioner  shall  keep 
each  person  whose  weights,  measures,  scsJi 
steelyards  or  other  instruments  have  been 
the  number  and  size  of  same,  and  what  o 
what  condemned,  with  the  date  of  inspect 
be  open  to  the  inspection  of  the  public 
(C.  O.,  I  3S4a,  amend.) 

S  13.  Sale  bu  Inie  vteigkt  or  meaxvre  requirtd;  uw^Ala  luui  maatare* 
lo  be  letled. — No  person  shall  sell  or  offer  tor  rale  any  commodity  or 
article  of  merchandise  in  any  tuarket  or  in  any  public  street  or  other 
pla^  at  or  for  a  greater  weight  or  measure  tl^  the  true  measure  or 
weight  thereof;  and  all  ice,  coal,  coke,  meats,  poultry,  butter  ttad 
butter  in  prints,  provisions,  and  all  other  commodities  and  article^ 
of  merchandise  (except  vegetables  sold  by  the  head  or  buncb)  eold  - 
in  the  streeila  or  elsewhere  shall  be  weighed  or  nteasured  by  scale^ 
measures  or  balances,  or  in  measures  duly  tested,  sealed  and  markeq 
by  tiie  commissioner  or  an  inspector  of  the  bureau;  provided,  that 
poultry  may  be  offered  for  sale  aud  sold  in  other  manner  than  by 
wei^t,  but  in  all  cases  where  the  person  intending  to  piirchase  or  an 
io^ctor  of  the  bureau  shall  so  desire  and  request  poultry,  shall  bo 
weighed  as  hereinbefore  provided.  (G.  0.,  i  388,  amend.  <»d. 
effective  July  7,  1916.) 

Canned  Boodi  uid  aoodB  loM  ID  jua  not  includHl  ia  ^u  anliaa  irfaiiih  anpliei 
to  10x18  »!d  only  ^  weichl  on  Hales.    New  York  v.  Fndeiicka,  200  N.  Y;  HIS. 

This  aenioB  <lo«  nat  upplf  to  twine.  Citj  of  New  York  v.  Wllkiluoa.  151  App. 
Div.  «6a 

Thuwctionliekl  valid.    City  ol  Nev  York  r.  Muw,  53  MiK.  Rep.  32S. 

i  14.  Cor^aeaUoK  t4  Jaiae  weiglds  or  measureg. — Any  Wei^t  which 
upon  being  tested  ia  found  to  be  short  a  quarter  of  ui  ounce  ^ 
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moiie:  or  any  scale  of  240  jioimda  capacity,  or  less,  which  upon  beinf^ 
testea  is  found  to  be  short  in  weight  hiy  a  quarter  of  a  pound  or  more; 
or  anv  scale  of  a  capacity  of  between  240  and  400  pounds,  which 
imon  bein^  tested  is  found  to  be  short  2  pounds  or  more;  or  any  scale 
of  a  capacity  greater  than  400  pounds,  upon  being  tested,  is  found  to 
be  short  5  pounds  or  more;  or  any  scale  which  is  in  an  unfit  condition 
to  be  used  oy  being  worn  out,  badl;jr  rusted,  or  by  anv  other  cause;  or 
any  measure  or  utensil  being  used  in  the  sale  or  purchase  of  any  com- 
modity or  article  of  merchandise,  which  does  not  conform  to  the 
standards  provided  by  statute,  may  be  summanly  confiscated  and 
destroyed  by  the  commissioner  or  an  inspector  of  the.  bureau.  (C. 
O.,  J  389.) 

{15.  Alteraiion  qf  tested  appliances, — No  person  shall  alter  or 
change  in  any  manner,  any  weight,  measure,  scale  beam,  patent 
balance,  steelyard,  or  other  instrument,  to  be  used  in  weighing  or 
measuring  any  commodity  or  article  of  merchandise,  after  the  same 
has  been  tested,  sealed  and  marked  by  the  commissioner  or  an  in- 
spector of  the  bureau,  so  that  the  same  weigh  or  measure  inaocu- 
ratelv.    (C.  O.,  §  384b.) 

i  16.  Defrauding  by  false  weifjkts  or  measwres, — No  person  shall' 
injure  or  defraud  another  by  usin^  a  false  weight,  measure,  or  other 
i^paratus,  in  weighing  or  measunng  of  any  commodity  or  article  of 
merchandise,  or  by  delivering  less  wan  the  quantity  he  purports  to 
dehver.    (C.  0.,  §  388a.) 

%  17.  Use  of  inaccurate  weights  or  measyres, — No  person  shall  use, 
in  weighing  or  measuring,  any  weight,  measure,  scale  beam,  patent 
balance,  steelyard  or  other  instrument,  which  shall  not  conform  to 
the  lawful  standard  therefor,  nor  shall  any  person  use  in  weighing  anv 
scale  beam,  patent  balance,  steelyaa*d  or  othar  instrument  which 
shall  be  out  of  order  or  incorrect,  or  which  shall  not  balance.  (C.  O.. 
$386.) 

In  a  suit  to  recover  the  penalty  where  only  one  section  was  in,  evidence,  held 
the  previous  sections  of  the  ordinance  must  be  introduced  in  evidence  to  show 
what  was  the  meaning  of  the  words  "aforesaid"  and  "such  standard."  City  of 
N.  Y.  v.  Spats,  85  N.  Y.  Supp.  353.  This  ordinance  is  aimed  at  the  use  of  a  defec- 
tive weight  and  not  at  an  intentional  alteration.  Proof  of  guilty  intent  is. not  re- 
quired.   City  of  N.  Y.  V.  Hewitt,  91  App.  Div.  445. 

.  S18,  Repair  of  inaccurate  apvUances, — All  weights,  measures. 
Sdue  beams,  patent  balancqej  sied)rards,  and  other  instruments  used 
for  wei^iing  or  measuring,  may  be  inq^ected  and  sealed  at  the  stores 
and  places  where  the  same  may  be  used;  and,  in  case  they  or  any  of 
them  shall  be  found  not  to  conform  to  the  st^dard  of  this  State,  the 
inspector  of  weights  and  measures  shall  condemn  the  same  and  shall 
seu  thereto  a  notice  that  such  scale  or  measure  does  not  conform  to 
the  lawful  standard.  Thereupon,  the  owner  thereof  shall,  within 
5  days  and  at  his  own  expense,  cause  the  same  to  be  so  altered  and 
repaired  as  to  conform  it  to  the  said  standard,  and  shall  cause  notice 
to  be  mailed  or  served  personally,  within  24  hours  after  such  altera- 
tion and  repair  upon  the  bureau,,  m  writing,  that  such  scale  or  meas- 
ure has  been  so  altered  and  repaired,  but  wall  not  break  or  remove 
the  seal  or  notice.  No  person,  other  than  an  inspector  of  weights 
and  measures,  shall  remove  or  cause^  to  be  removea  the  said  notice, 
(C.  Q.,  S  395,  amend.  Aug.  8, 1916.) 
1 19,  Right  of  inspection, — ^Nq  person  shall  refuse  to  exhibit  any 
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weight,  measure,  scale  beam,  -patent  balance,  steelyard,  or  oihet 
instrument  to  any  inspector  of  me  bureau,  for  the  purpose  of  inspec- 
tion or  examination.     (C.  0.,  §393.) 

J  20.  Certificate  of  inspection. — ^Each  inspector  diall  give  a  certifi- 
cate to  the  owner  of  the  weights  or  measures  inspected,  and  shall 
keep  a  record  of  each  certificate  given  on  a  corresponding  stub. 
The  certificates  and  corresponding  stubs  shall  be  numbered  con- 
secutively. The  books  containing  the  stubs,  after  the  corresponding 
certificates  have  been  given  out,  shall  become  a  public  recoro.  Tlie 
commissioner  shall,  when  required,  certify  extracts  from  such  rec- 
ords.    (C.  O.;  §401.) 

§  21.  Interference  vrith  inspectors. — No  person  shall  in  any  way  or 
manner  otMstruct,  hinder  or  molest  the  commissioner  or  |iny  mspector 
of  the  bureau  in  the  performance  of  his  duties  as  herein  imposed 
upon  him.     (C.  0.,  §  394.) 

§22.  Violations.  1.  Report  of. — ^The  commissioner  shall  report 
forthwith  to  the  corporation  coimsel  the  names  and  places  d  business 
of  all  persons  violatmg  any  of  the  provisions  of  this  chapter,  and  of  all 
persons  making  use  of  any  fraudulent  or  unsealed  weights,  measures, 
scales  or  other  mstruments  for  weighing  or  measuring.    (C.  O.j  1 399.) 

2.  Punishment.  Any  person  who  shall  violate  any  provision  of 
this  article  shall  forfeit  and  pay  a  penalty  of  SlOO  for  each  and  ev^y 
such  offense.    (C.  O.,  §  388,  m  part.) 


ARTICLE  3 

STANDARDS  FOR  VARIOUS  COMMODITIB8 

Sec.  30.  Bread. 

31.  Coal  and  coke. 

32.  Firewood. 

33.  Ice. 
{  34,  Poultry. 

§  35.  Violations. 

Sec.  30.  Bread. — All  bread  baked  and  offered  or  exposed  for  sale 
shall  be  made  of  good  and  wholesome  flour  or  meal,  and  sold  jb^^ 
avoirdupois  weight.  All  loaf  bread  offered  for  sale  not  in  conformity 
with  the  provisions  of  this  article  shall  be  forfeited,  and  may  be 
seized  ana  disposed  of  for  the  use  of  the  city.  (Mann.  Ord.,  §§  15, 
17.) 

Ordinance  regulating  sale  of  bread  under  a  penal^,  held  uni^aiBo&able  and  Void. 
City  of  Buffalo  v.  Collins  Bak.  Co.,  39  App.  iMv.  432. 

§  31.  Coal.  1.  To  he  sold  by  weight. — Coal  shall  be  sold  by  avoir- 
dupois ^eight,  as  hereinafter  provided.  A  person,  firm  or  corpora- 
tion shall  not  attempt  to  sell  or  deliver  less  than  two  thousand  pounds 
by  wei^t  to  the  ton  of  coal  or  a  proper  proportion  thereof  in  quan- 
tities less  .than  a  ton  and  shall  be  liable  to  a  penalty  of  not  exceeding 
$60,  provided  that  in  all  cases  thirty  pounds  to  a  ton  ^all  be  allowed 
for  the  variation  in  scales  and  wastage. 

2.  Scalesj  designation  of.  There  sh3l  be  designated  by  the  com- 
missioner stationary  scales,  suitable  for  the  purpose  of  wei^iiDg 
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ooalf  the  owners  of  which  may  tender  the  same  for  iMiblic  uae  in 
di£ferent  parts  of  the  i^ity  in  suc^  number  and  loeality  sa  shall  be 
deemed  necessary,  on  which  the  coal,  dr  the  vehicle,  with  or  without 
coal,  may  be  weired.  The  scales  so  designated  shall  be  provided  at 
the  expense  of  the  owners  t^reof ,  with  test  weights,  and  shall  be 
subject  at  all  times  to  the  inspection  and  supervision  of  the  oommis- 
sicmer  or  an  inspector  of  weights  and  measures,  who  shall  inspect  suoh 
scales  at  least  once  in  eadi  month.  Such  scales  shall  also  be  provided 
by  the  ownar  thereof  with  a  competmit  weighmaster*  The  owner 
of  such  scales  shall  be  entitled  to  charge  for  weiglnng  coal,  and  ve- 
hicles containing  coal  at  such  scales,  a  fee  of  not  exceeding  fifteen 
cents  p^  ton;  ^npty  vehicles  returning  to  sudx  scale  and  after 
delivery  of  coal  contaaned  theran  ^all  be'  rewdghed  without  further 
charge. 

3.  Ovmer  of  dcalea  to  gwe  bond.  The  owner  of  sudi  soaks  so  desig- 
nated shall  enter  into  a  bond  with  the  city  in  which  such  sealos 
are  situated  in  the  sum  of  five  hundred  dolLaas,  with  two  sufficient 
sureties,  ccmditioned  that  such  scales  shall  be  kept  in  such  conditimi 
as  at  aU  times  to  im>perly  register  the  weight  of  coal  and  that  1^ 
person  weighing  coal  thereat  shall  p^orm  his  duties  faithfully,  and 
furnish  like  certificates  to  all  persons  having  coal  or  coal  vehides 
wd^nng  at  such  scales.  The  amgimt  of  such  bond  diall  be  fecover- 
aUe  at  the  suit  of  the  dty  on  pxooi  thatt  any  conditions  tiiereof 
have  not  been  ccmiplied  with. 

4.  Delivery  tickets.  It  shall  be  unlawful  ior  any  person,  firmi  or 
corporation  delivering  coal  to  deUver  or  cause  to  be  deUvered  any 
quantity  or  quantities  of  coal  which  shall  have  been  sold  by  weidiit 
without  each  such  delivery  being  accompanied  bv  a  deUvery  tidset 
and  a  duplicate  thereof,  on  eadi  of  which  shaU  be  in  ink,  €x  other 
indelSble  substance,  distinctly  expressed  in  pounds,  the  quantity  or 
quantities  of  coal  contained  in  a  oar,  wagon  or  other  vehicle  used 
in  ewsk  deUvery,  with  the  name  of  the  purchaeer  ikf&p&oi  and  the 
ilame  of  the  dealer  from  whom  purchased.  One  of  such  tickets  shall 
be  delivered  to  the  purchaser  of  the  coal  ^)ecified  thereon  and  t^e 
other  of  such  tickets  shall  be  retained  by  ihe  aeUet  of  ihe  coal  Any 
person,  firm  or  corporation  who  shall  violate  provisions  of  th» 
section  shall  be  liable  to  a  penalty  of  not  exceeding  fifty  dollars. 

5.  Proviso  as  to  delivery  of  entire  cargo.  The  preceding  section 
shall  not  appl}^  to  coal  delivered  by  the  enlare  cargo  direct  from  iiae 
vessel  containing  the  same  to  one  destination  and  accepted  by 
the  purchae^  on  the  original  bill  of  lading  ala  proof  of  weight;  birb 
with  everv  such  delivery  of  an  entire  cargo  of  coal  in  the  city  there 
shaU  be  deUv^red  to  the  purchaser  th^eof  one  of  the  original  bills 
of  lading,  issued  by  the  paison,  firm  or  corporation  by  whom  the 
coal  was  loaded  into  the  vessel  from  which  such  coal  is  delivered  to 
the  purchaser  of  the  entire  cargo  thereof,  on  each  of  which  biUs 
of  lading  there  shaU  be  in  ink  or  other  indelible  substance,  distinotly 
expressed,  the  date  aad  place  of  loading  such  cargo  and  the  ninnbar 
of  pounds  contained  theiBon.  Any  person,  firm  or  eorporatitm  who 
shall  violate  the  provisions  of  this  section  shall  be  liable  to  a  penalty 
cl  not  exceeding  fifty  dollars. 

6.  Right  of  jmrchaser  to  have  coal  reweighed.  It  shall  be  the  right 
of  every  purehaser  of  ooal  before  acc^>ting  ddivery  of  same  to  have 
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imy  of  the  defivery  of  such  coal  wei^ied  at  his  expense  at  any  of  the 
scales  designated  under  the  provkions  of  the  preceding  sections, 
provided  such  scales  are  mthin  one-half  mile  of  the  place  of  loading 
or  tiie  place  of  delivery  of  the  coal,  and  for  this  purpose  to  require 
that  any  vehicle  containing  coal  purchased  by  him  shall  be  taken 
by  the  driver  or  other  person  in  charge  thereof  to  sudi  scales  for 
the  purpose  of  having  the  same  weighed,  and  after  the  delivery  of 
the  coal,  to  require  that  the  vehicle  from  which  such  coal  so  pur- 
diased  snail  have  been  delivered  shall  foe  taken  by  the  driver  thereof, 
or  any  oth^  perscm  in  charge  thereof,  to  such  scales  to  be  weighed 
at  t^e  expense  of  the  purchaser  thereof,  and  a  certificate  of  the  wekht 
of  such  coal  so  weighed  as  aforesaid  shall  thereupon  be  fumisheato 
the  purchaser  of  such  coal  by  the  own&m  of  scales  by  which  such  ooal 
is  so  weighed. 

7.  Penalty  for  rt^usal  to  permit  coal  to  he  reweighed.  The  refusal 
of  any  person,  firm  or  corporation  to  permit  coal  purchased  from 
hiin  to  be  reweighed  at  the  request  of  the  purchaser  th^^eof,  as 
aforesaid,  or  an  inspector' of  weights  and  measures,  or  any  driver  or 
other  person  in  charge  of  a  vc^cle  containing  coal  from  which  coal 
has  been  delivered,  to  take  the  same  at  the  request  of  the  purdiaser 
or  an  inspector  of  wei^ts  and  measures  to  such  scales  for  the  pur- 
pose of  having  ihe  same  weighed,  provided,  however,  that  the  pur- 
chaser of  sudi  coal  shall  have  first  paid  the  owners  of  the  scales  or 
the  seller  of  such  coal,  or  the  driver  or  other  person  in  charge  of  the 
vehicle  containing  such  coal  an  amount  sufiicient  to  meet  the  char^ 
for  weighing  such  coal  ^all  render  l^e  person,  firm  or  corporation 
selling  the  coal  liable  to  a  p^ialty  not  to  exceed  one  hundred  dcdlars. 

8.  Penalty  for  fraydutent  weighing.  Any  owner  of  siich  scales  or 
any  agent  or  represent-ative  of  his,  or  any  weighmaster  ecopVa^A 
by  him  thereat  who  shall  be  concerned  in  any  manner  in  any  muidu- 
lent  wei^ng  of  ooal  at  such  scales,  or  false  entry  of  such  weighings, 
shall  forfeit  and  pay  for  every  sucn  offense  the  sum  of  one  himdrea 
dollars. 

9;  Oumer  of  scalee  to  keep  memorandum  book.  Every  owner  <^ 
such  scale  shall  keep  a  book  m  which  shall  be  entered  in  ink  a  memo- 
randum of  every  load  of  coal  weighed  at  such  scales  showing  the 
name  of  the  person,  firm  or  corporation  delhrering  such  coal,  the 
net  wei^t  thereof,  as  shown  by  the  delivery  ticket  thereof,  of  such 
person,  firm  or  corporation,  the  name  of  the  purchaser  thereof,  tiie 
0OSS  and  net  weight  of  the  coal  so  weighed  ana  the  date  of  weighing. 
Such  book  shall  be  the  book  of  original  entries  and  all  certificates 
deliv^^  by  the  owner  of  such  scales  shall  be  copies  of  the  entries 
contained  therein,  and  such  book  shall  at  all  reasonable  hours  be 
open  to  the  inspection  of  any  citizen.  Such  book  shall  be  fumished 
by  the  commissioner  and  when  such  book  of  entries  is  conmleted 
such  book  shall  be  delivered  to  the  conunissioner  and  filed  as  a 
pubUe  record. 

10.  BiUs-of-lading;  penalty  for  altering.  A  person  ffuilty  of  alter- 
ing, with  intent  to  defraud,  any  original  bill  <A  lading  issued  by 
the  person^  firm  or  corporation  by  whom  the  coal  was  loaded  into 
the  vessel  m  which  such  coal  is  transported  or  of  tittering  an^  such 
bill  of  lading  so  altered,  or  who  is  guilty  of  making,  pre^>aring  or 
subscribing  or  uttering  false  or  fraudulent  manifest,  invoice  op  bMl 
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of  lading  thereof,  or  removing  an^  part  of  such  cargo  of  coal  without . 
having  the  amount  thereof  certified  to  in  writing  on  such  original 
bill  of  lading,  by  the  person,t^Sim  9r.QC»?ppration  receiving  the  coal  so 
removed,  and  by  the  captain  of  the  vessel  containing  such  cargo,  shall 
forfeit  and  pay  for  every  such  offense  the  sum  of  one  himdred  dollars. 
11.  Markings  of  bags  and  baskets.  AH  coal  sold  or  offered  for  sale 
in  baskets,  bags  or  other  receptacles  used  for  the  delivery  of  such 
coal  must  have  the  weight  of  the  contents  plainly  marked  on  the 
outside  thereof  in  solid  roman  capital  letten§  at  letust  an  indi  in 
height.  Any  person,  firm  or  corporation  delivering  coal  as  afore- 
said in  violation  of  this  section  shall  forfeit  and  pay  for  eVery  such 
offense  the  sifln  of  fifty  dollars. 

Adopted  December  18,  W17.    Approved  December  26,  1917. 

Taken  from  the  State  law  on  the  subject.  See  L.  ISnDO,  eh.  327,  art.  10,  sees.  150, 
161. 

That  such  an  act  is  valid  is  unquestionable.  Where  it  was  required  to  have  coal 
weighed  by  city  weighers,  the  requirement  was  held  not  to  be  void  6a  iti  restraint 
of  trade  or  unreasonable.    Stokes  v.  Corporation,  14  Wend.  87. 

5  32.  Firewood.  1.  Measuring. — ^No  firewood  shall  be  sold  o^er- 
wise  than  according  to  the  following  regulations,  that  is  to  sav: 
The  stanchions  of  each  cart  or  sled  which  shall  be  emploved  in  the 
canning  the  same  shall  be  5  feet  4  inches  high  from  the  noor  of  the 
cart  or  sled,  and  no  higher;  and  the  breadth  of  such  cart  br  sled, 
between  the  two  foremost  stanchions,  shall  be  2  feet  5  inches,  ana 
between  the  two  hindmost  stanchions  2  feet  9  inches,  and  no  mt)re; 
in  which  space  between  ttie  two  stanchions^  ev^ry  ^jartman  who  shall 
cart  anjr  wood  shall  stow  as  much  wood  and  as  ok)6e  together  as  esn 
conveniently  be  putj  or  as  much  of  it  as  will  amount  to  37  feet  10  2/3 
inched,  cubic  measure,  which  ^all  constitute  and  be  deemed  a  load, 
and'shall  and  may  be  bought  and  sold  accordingly.  (Manh.  Ords., 
522.) 

2.  Crooked  wood.  No  crooked  wood  ^all  be  stowed  with  other 
wood  in  any  cart  or  sled  constructed  in  manner  aforesaid,  but  the 
same  may  be  sold  or  disposed  of  as  refuse  wood,  not  subject  to  the 
above  regulations;  and  iS  any  cartman  who  shall  cart  firewood  shall 

Eut,  or  suffer  to  be  put,  in  his  cart  such  crooked  wood  as  will  prevent 
is  cart  from  containing  a  full  load  between  the  stanchions  thereof, 
he  shall,  for  every  load  so  carted,  forfeit  the  sum  of  Si .  (Manh.  Ord6. 
§24.) 

3.  Carting.  No  cartman  shall  cart  any  firewood  for  sale  except  in 
carts  made  and  constructed  as  by  law  directed,  and  loaded  as  above 
mentioned.    (Manh.  Ords.,  §  23.) 

1 33.  Ice. — No  person  shall  sell  or  offer  for  sale  ice  in  any  mamier 
other  than  by  weight,  and  the  same  shall  be  weighed  immediatdy 
before  delivery.    (C.  O.,  §  388b.) 

§  34.  Pmdtry. — ^No  turkeys  or  chickens  shall  be  offered  for  sale 
unless  their  crops  are  free  from  food  or  other  substance,  and  shrunken 
close  to  their  bodies.  All  fowls  exposed  for  sale  in  violation  of  this 
ordinance  shall  be  seized  and  condenined.  Such  of  them  as  shall  be 
tainted  shall  be  destroyed,  and  those  which  are  fit  for  food  shall 
be  used  in  the  public  institutions  of  the  city.    (Manh.  Ods.,  1 20.) 

§  35.  Fto2^iAkm«.— Any  person  who  ^all  violate  any  provision  of 
this-  article  shall  forfeit  aixl  play  a  penalty  of  $50,  for  eacn  and  every 
Biieh offense.   (CO., §391.) 
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MisceUaneods 

Sec.  1.  Advertisanents;  false  and  misleading. 
i  la.  PerscMis  acting  as  auctioneers. 
I  2.  Dog-steaiing. 

I  3.  Bauiing  in  public;  floating  baths. 

§  3a.  Beaches  and  other  parts  of  the  water  front  to  be  pro- 
tected against  bottles,  crockery,  glass  and  ^assware. 
§  4.  City  magistrates'  courts. 

5.  Jurors'  fees. 

6.  Letter-boxes. 
_  7.  Queens  coimty;  county  clerk's  fees. 
$8.  Session    laws;    oompenfiation    for    same    in    Queens    and 

Richmond. 
I  9.  Inapectbn  of  meats. 
§  9a.  Willf ul  destruction  of  foods. 
§  10.  Violations. 

Sec.  1.  Advertisements^  false  and  misleading, — Any  person  who, 
wiUi  intent  to  sdl  or  m  any  wise  dispose  ^  merchandise}  securities, 
service  or  anything  offered,  directly  or  indirectly,  by  such  person 
to  the  public  for  sale  or  distribution,  or  with  intent  to  increase  the 
ecHisumption  thereof,  or  induce  the  public  in  any  manner  to  enter 
into  any  obligation  relating  thereto,  or  to  acquire  the  title  thereto, 
or  any  inter^  therein,  niakes,  publishes,  disseminates,  circulates 
or  places  before  ^e  public,  or  causes  directly  or  indirectly  to  be  made, 
published,  disseminated,  circulated  or  placed  before  the  public  in 
any  newspaper  or  other  publication,  sold  or  offered  for  sale  upon 
any  street  or  public  place,  or  on  any  sign  upon  anv  street  or  puDlio 
I^ace,  or  in  any  hand  biU  or  advertisement  posted  upon  any  street 
or  public  place;  or  on  any  placard,  advertisement  or  hand  bill  ex- 
hibited or  earned  in  any  street  or  public  place,  or  on  any  banner 
or  sign  Gyu^  across  the  street  or  from  any  house,  an  advertisement 
of  any  sort  regarding  merchandise,  securities,  service  or  anything  so 
offeired  to  the  public,  which  advertisement  contains  any  assertion, 
representation  or  statement  which  is  untrue,  deceptive  or  misleading, 
shall  be  punished  by  a  fine  of  not  less  than  $25  nor  more  than  $250, 
or  by  im{»risoninent  of  not  less  than  5  days  nor  more  than  6  months, 
or  by  both  such  fine  and  imprisonment.     (Ord.  Apr.  14,  1914.) 

§  la.  Persons  acting  as  avctianeers. — No  person,  finn  or  corpora- 
tion 43hali  represent  or  circulate  or  place  before  the  public  any  an- 
nouncement, nor  insert  nor  cause  to  oe  inserted  in  any  city,  business 
or  telei^one  directory,  any  notice  that  such  person,  firm  or  coi- 
poraticHi  conducts  the  business  of  an  auctioneer  without  having  first 
otooned  a  Uoense  as  such  from  the  city  clerk. 

Adapibod  November  30, 1916. '  Beeame  offeeiive  Deo6mber  12. 1916. 
{ 2.  Dog-etealing.    No  person  dbail  remove,  or  cause  to  be  re- 
moved, the  collar  or  hcense  tag  from  the  neck  of  any  dog;  nor  shall 
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ai^  person  entiee  any  properly  licensed  dog  into  any  endosHre  for 
the  purpose  to  taking  m  its  collar  or  license  tag;  nor  shall  any  par- 
son, for  such  purpose,  decoy  or  entice  any  animal  out  of  the  enclosure 
or  house  of  its  owner  or  possessor,  or  seize  or  molest  any  dog  \diile 
h^  or  led  by  any  person,  or  while  properly  muzzled,  or  while  wear- 
in|;  a  collar  with  a  proper  license  tag  attached,  nor  shall  an^r  p«w)Q 
bring  any  dog  into  the  city  for  the  purpose  or  taking  up,  kilung  ot 
sdlmg  the  same. 

Adopted  February  10, 1920.    Approved  February  20, 1920. 

(Note.  This  aeotion  was  <»iginally  entitled  ^^  animals''  with  3 
si^^visions  of  whidi  numbers  1,  Public  pounds,  and  3.  Horses, 
swine  and  neat  cattle,  were  repealed  and  subdiyision  2,  pog^rteal- 
ing,  retained  by  this  ordinance.) 

§  3.  Baihmg  in  jmbHc;  floatina  baths, — No  penons  shall  svrim  or 
baHie  in  any  of  the  waters  within  the  junsdieticm  of  the  cit^r,  er^ 
cept  in  public  or  private  bathing  houses,  unless  covered  wim  a 
bathing  suit  so  as  to  prevent  any  indecent  exposure  of  the  pcraon; 
nor  shall  any  person  dress  or  undress  in  any  place  exposed  to  view. 
The  president  of  the  borough,  in  fdiich  the  same  are  situated,  is 
authorized  to  perfect  and  promulgate  all  suitable  rules  and  regula- 
tkMas  governing  the  use  of  the  free  floating  baths  of  the  city,  and 
breaches  of  said  rules  and  regulations  shall  be  punishable  by  a  fine 
not  exceeding  $5  for  each  offense,  or  by  imprisomnent  not  exceeding 
one  day.    (CO.,  §208.) 

i  3a.  Beaches  and  other  partes  cf  the  wcUer-frmU  ia  be  protected  agamet 
botiteSf  crockery,  glass  and  dasswcare, — ^No  person  shdil  throw,  oast, 
lay  or  deposit  a  glass  bottle  or  piece  of  crockery,  nor  any  g^^  or 
glassware,  or  any  part  thereof,  on  any  beadi  or  other  part  of  the 
wat^4ront,  or  in  any  paric  of  the  dty.  A  copy  of  this  section,  with 
a  proper  reference  to  the  punishn^cit  provioBd  for  its  violation  by 
section  10  of  this  chapter,  snail  be  ocmspteuoiisly  posted  by  tiie  police 
commissioner  on  all  beaches,  and  in  ail  batlnng  nouses  thereon,  and 
in  all  parks,  and  on  all  excursion  boats  plying  the  watcfs  of  the  port 
of  New  Yonc,  during  the  months  <A  May  to  October,  inchiaive,  in 
each  year.    (New.  Oro.  May  25,  1915.) 

§  4.  City  ma^istmtes*c  ourts, — ^An  additional  city  magistiate's  court 
district,  for  the  borough  of  Manhattan,  is  hereby  establiriied  for 
the  upper  west  side  of  said  botough,  the  boundaries  <^  which  slmll 
be  fixed  in  accordance  with  the  provisions  of  §  70,  diapter  659  of 
the  Laws  of  1910,  and  the  court  house  thereof  shall  be  located  on 
the  upper  West  Side,  between  W.  140th  st.  and  W.  160^  st.,  in 
said  borough.  The  court  shall  be  known  as  the  12th  District  Mag- 
istrate's Ck>urt.    (Ord.,  Sept.  23, 1913.) 

§  5.  Jurors^  fees. — ^In  pursuanoe  of  §  3314  of  the  Code  of  Civil 
Procedure  it  is  hereby  dkeeted  that  the  sum  of  $3  be  allowed  to  each 
grand  juror  and  each  trial  juror  for  eadi  da^a  necessary  attendance 
by  him,  as  such  a  jurair,  at  a  term  of  any  court  of  record  of  civil  or 
criminal  jurisdiction  held  within  the  City  of  New  York;  immded, 
however,  that  no  such  iuror  shaU  be  so  paid  for  attaidance  on  ai^ 
day  on  wfaidi  he  shall  be  excused  from  service  at  his  own  request. 
(C.  O.,  §§  402, 564,  as  amended.) 

Adopted  July  1. 1919.   Approved  July  9, 1919. 
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erty  in  the  city  are  to 
of  the  borough  preaid 
anall  mail  boxes,  knt 
thereof;  providpd,  how 
woperty  be  given  and 
djetioa.  ^d  further  p: 
city,  Appheation  for 
be  mode  in  writing  to 
tion,  and  in  the  torn 

'■  i  7,  Queens  eounly! 
charges  bxs  beceby  fb 
of  Que^u,'iu  corryii^ 
affect  hia  ofRce  and  for  whirfi  no  amount  is  fixed  by  statute; 

'  Examinil^  all  papers  as  required  by  Tax  Lay  and  reporting  to  the 

State  comptroller'B  office;  5  oentB  for  each  instrument  examined; 

For  indexine  aJl  names  in  index  of  deeds,  nMHtgages,  lia  peadeue, 

('odgmenta,  caleadars,  common  rule,  aoid  marriage  licenaes:  2  cents 
or  each  name  indexed; 

Far  BBBOrting,  arranging  numbering,  fiKng,  etc.,  ^I  judgnente 
and  special  proceedings:  %l  for  each  ju^nent  oi  decree; 

For  docketing  BheSfTs  returns  on  executions;  6  cents  for  each 
return; 
-Ji'or  filing  sheriff's  returns  on  executions;  6  cents  eaofa; 

For  preparing  calendars  for  printer:  10  cents  per  folio; 

For  recording  calendars  in  calendar  book:  12^  cents  per  earn] 
.  For  notifying  county  judge,  shraiff,  commisBioner  of  jurtOB,  oAa 
newspapersas  to  drawing  of  jurors:  10  cents  per  folio; 

For  mftkitig  and  preparing  li^B  of  jurors  for  county  judge,  dieriff, 
0(»nmisuonei8  of  jurors,  and  Supreme  Court:  10  cents  per  foho; 

For  preparing  n^rte,  making  copies  of  judgments,  entermg 
judgments,  furnishing  transcripts  and  reporting  to  State  oommls- 
noner.of  excise  on  all  persons  convicted  of  violation  of  die  Liquor  Tax 
Law:  S30  per  month; 

-For  preparing  report  to  the  Secretary  o(  Stato  of  dl  penons  eon- 
■victed  of  crimes:  $20  per  monthj 

For  entering,  filing  and  notif  ymg  all  p^mers  filed,  in  derk's  minutes 
tar  Supreme  and  County  courts;  6  cents  for  each  paper  filed;  _ 

F<ff  indcadng  all  cases  in  clerk'sminutes;2ceHtBper  nsme;  * 

For  attending  and  drawing  jury:  S2  each  jury; 

DeUvering  jury  box  to  court:  S3  per  day; 

Indexing  alt  tiues  in  map  index:  2  cents  per  name  or  title; 

For  recopymg  and  transcribing  public  maps,  recoloring  same, 
repairing  missing  parts :  6  cents  per  square  inch  for  drawing,  SI  per 
hour  for  recolorii^.    (Ord.  May  5,  1&14.) 

{  8,  iSewton  Uaea;  compettaationfor  tame  in  Queent  and  Ruihmond. — 
lae  compensation  for  pubUcation  of  the  Session  Laws  in  the  oonnties 
of  Queens  and  Richmond,  respectively,  is  heiidiy  fixed  at  the  rate 
of  50  cents  per  foKo.    (Ord.  Apr,  14, 19U.) 

j  9.  1.  IntpeOum  qf  meat. — No  careassea  or  parts  of  the  carcassea 
of  cattle,  calves,  sheep,  lambs  or  swine,  shall  be  offered  for  sate, 
sold  or  given  away  in  any  public  market  in  the  City  of  New  Yiirit 
until  they  shall,  respectively,  have  been  inspected  and  passed  as  fit 
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for  human  food  bv  a  duly  authorized  inspecUon  of  the  United  States 
government  or  a  ouly  authorized  inspector  of  the  Health  Depairtment 
of  the  City  of  New  York,  or,  in  the  case  of  parts  of  a  carcaas^  unless 
such  part  shajl  have  been  cut  f  r(»n  a  ciEurcass  or  part  of  a  carcass  which 
had  previously  been  inspected  and  passed  as  hereinbefore  provided. 

2.  Marking  of;  certificate.  Such  mspector  of  the  Department  of 
Health,  upon  finding  such  carcass  or  part  of  a  carcass,  as  the  case 
may  be,  nt  for  human  food,  shall  proceed  to  mark  suc^  carcass  or 
part  of  a  carcass  by  brandmg  or  stamping  thereon  a  num^r  and 
the  words  '^ Department  of  Health"  and  "Inspected  and  Passed," 
together  with  the  date  of  inspection  and  the  name  of  the  in^^ector, 
all  set  forth  in  conspicuous  type  in  the  following  fonn: 

No 


Department  of  Heatth. 


Inspected  and  Passed 
>ate) 


(Date] 

(Name  of  Inspector) 

and  Such  inspector  diall  also,  upon  branding  or  stamping  such  car^ 
cass  or  part  of  a  carcass,  deliver  to  the  owner  thereof  or  said  owner's 
m)re06niative  a  certificate,  whidi  shall  be  substantially  in  the 
following  fonn: 
No. 

Department  of  Health, 

(Brief  descriptu)n  of  carcass  or  part  of  carcass) . . .  ^ . . ! 

(Place  of  Inspectidn) 

(Name  of  Dealer) ; 

Inspected  and  Passed 

(Date) 

(Name  of  Inspector) , . . . 

Such  brand  or  stamp  marks,  as  well  as  such  certificates,  shall  be 
consecutivel^r  numbered,  ana  t^e  number  of  the  brand  or  stamp, 
mark  cdiall,  in  every  instance,  correq>ond  with  the  number  of  the 
certificate. 

3.  Certificate;  number  of;  filing  of.  Every  such  certificate  shall 
be  made  m  triplicate  form,  and  t^e  inspector  shall  deliver  the  orig- 
inal to  the  owner  of  the  carcass  or  part  of  a  carcass  to  which  such 
certificate  relates,  or  said  owner's  representative,  and  file  a  copy 
thereof,  respectively,  in  the  Department  of  Health  and  in  tiie  office 
of  the  Comptroller. 

4.  Certificate f  fee  for.  For  each  carcass  or  part  of  a  carcass  thus 
marked  and  for  whidi  a  certificate  shall  have  oeen  issued  as  herein, 
before  provided,  the  owner  thereof  shall  pay  to  the  city  of  New  York 
the  sum  of  5  cents,  and  all  moneys  shall  be  collected  monthly  by 
the  oomptroUer. 

5.  Carcase  or  part  of,  when  deemed  fit  as  human  food.  For  the 
purpose  of  this  ordinance,  no  such  carcass  or  part  of  a  carcass  shall 
be  deemed  to  have  been  inspected  and  passed  as  fit  for  human  food 
by  an  inspector  of  the  Department  of  Health  unless  such  carcass  or 
part  of  a  carcass  shall  haSe  been  branded  or  stamped  and  a  certificate 
shall  have  heea  issued,  as  hereinbefore  provided. 

6.  Exceptione.  Hie  provisions  of  this  ordinance  shall  not,  how- 
ever, app^  to  carcasses  or  parts  of  the  carcasses  of  cattle,  calves, 
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lambB,  or  swme  killed  in  any  slaujghter  house  in  the  City  of  New 
York  conducted  und^  a  permit  issued  by  the  Board  of  Health. 
(New.  Ord.  May  18,  1916.) 

7.  VtokUions.  Any  person  who  shall  violate  or  neglect  to  comply 
with  any  provisions  of  this  ordinance  ^lall,  upon  conviction  thereof, 
be  punished  by  a  fine  of  not  more  than  $100,  or  by  imprisonment 
not  exceeding  30  days,  or  by  both  such  fine  and  imprisonment. 
(New.  Old.  app.  May  18,  1915.) 

{  9a.  WiUfid  destrtidfum  of  food  proMbited;  exception.^-^1^6  person, 
firai  or  corporation  shall  willfully  waste  or  destroy,  or  cause,  suffer 
or  allow  to  be  wiUf idly  wasted  or  destroyed,  any  wholesome  food 
fit  for  human  consumption.  Provided,  however,  the  jnrovi^ons  of 
this  section  shall  not  apply  where  the  willful  destruction  and  waste 
of  such  food  is  regulated  or  controlled  by  the  provisions  of  the 
United  States  Food  Control  Laws,  or  the  New  Yorfc  State  Food 
Control  Laws.  Any  person,  firm  or  corporation  who  shall  violate 
the  provisions  of  this  section  shall,  upon  conviction  thereof,  be  pun- 
ished by  a  fine  of  five  dollars  ($5),  or  be  imprisoned  for  a  p^nod  not 
exceeding  one  day,  or  may  be  both  fined  and  imprisoned* 

This  section  shall  take  effect  immediately  and  shaU  ecmtinue  in 
force  during  the  time  the  United  States  is  at  war  and  thereaft^ 
until  the  mayor  shall  declare  that  the  emergency  causing  the  enact- 
ment thereof  no  longer  exists.     (New.) 

Adopted  April  9,  1918.    Approved  April  13,  1918. 

§  10.  Violations, — ^Whenever  in  any  chapter  of  this  ordinance 
no  specific  punishment  is  provided  for  the  violation  of  a  provision 
thereof,  the  punishment,  upon  conviction  for  such  violation,  shaU 
be  a  fine  of  not  more  than  SIO,  or  imprisonment  for  not  exceeding 
10  days,  or  both  such  fine  and  imprisonment.    (C.  0.,  Part  XVI.) 

the  fonner  ordinance  provided  for  a  "penalty"  ol  ten  doUars.  A  penalty  is 
recovered  in  a  dvil  action  whereas  a  "fine'*  (as  now  provided)  is  recovered  in  a 
criminal  action.  This  is  really  a  retinm  to  the  provision  of  the  Consolidation  Act 
(L.  1882,  oh.  410}  which  declared,  §85,  that  every  violation  of  the  ordinances 
should  be  a  misdemeanor.  The  Greater  N.  Y.  Charter  changed  this  and  by  {  50, 
gave  the  Bofurd  of  Aldermen  power  to  impose  "such  fines,  penalties,  forfeitures  or 
imprisonment  as  may  by  law  be  prescribed."  This  penalty  clansd  was  drawn  to 
ocmie  within  that  provision  and  meet  the  objection  to  the  okl  cUmuc  in  Pec^le  v. 
Marks,  Russell,  C.  J..  N.  Y.  Law  Journal,  Feb.  15«  1913.  A9  §  786  of  the  ordinanoea 
of  1897  prescribed  a  penalty  of  ten  dollars  that  has  been  the  law  unUl  now. 

The  old  Police  Magistrates  were  invested  by  chapter  233,  Laws  1895,  withpower 
to  impose  fines  "in  all  cases  of  arrest  for  <^ending  any  ordinance  of  The  C^ty  id 
New  Vork."  .  This  power  was  transferred  to  the  City  Magistrates  by  chaptw  601, 
Laws  1895,  and  continued  in  them  by  section  1392  of  the  original  and  amended 
Charters.  This  would  cleaiiy  seem  to  give  the  City  Ma^strates  juriadiotion  where 
the  tmiinanees  have  speoifically  made  an  offense  a  nusdemeanor. 
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CHAPTER  28 

Repeal 

Sec.  L  Existing  ordinances  repealed. 
S  2.  Saving  clause. 

Sec.  1.  Existing  ordinances  repealed. — ^AU  other  general  ordinances 
or  parts  of  general  ordinances  of  the  citv,  in  force  on  the  date  wHen 
this  ordinance  shail  take  effect,  are  h^rc}>y  repealed. 

The  repeal  clause  oru;inalIy  reported  by  the  Codification  Committee  was  more 
sweeping  and  repealed  all  other  ordinances  and  parts  of  ordinances  in  force,"  etc. 
(City  Record,  Feb.  18,  19X5.)  This  was  changed  to  apply  to  "general"  ordinances 
alone  because  the  city  charter  only  required/' general"  ordinances  to  be  codified 
and  this  code  in  no  way  affected  such  "special  ordinances  as  the  tax  levy,  cor-, 
porate  stock  issues,  salaries  and  kindred  subjects.  (City  Record,  March  11,  1915V 
p.  2013.) 

All  local  ordinances  relating  to  the  different  cities,  towns  and  villages  which  were 
united  in  the  Greater  New  York  Charter  are  repealed  imless  expressly  incorporated 
in  this  code.  These  local  ordinances  were  all  carefully  considered  in  prepanng  this 
code  and  being  of  a  general  nature  are  now  covered  b^  the  ordinances  applicable  to 
the  entire  cit^.  (See  Appendix  B,  Report  of  Codification  Committee  of  Jan.  4, 1915* 
and  printed  in  pamphlet  form.) 

§  2.  Saving  dause, — No  right  or  remedy  of  any  character  shaU 
be  lost,  impaired  or  affected  oy  reason  of  this  ordinance,  not*  shall- 
it  affect  or  impair  any  act  done  or  right  accruing,  accrued  or  acquired^, 
nor  any  penalty,  forfeiture  or  punishment  incurred  prior  to  the  time 
when  the  same  shall  take  effect,  or  by  virtue  of  any  ordinance,  or 
part  thereof,  repealed  or  modified  by  this  ofdinance,  but  the  same 
may  be  asserted,  enforced,  prosecuted*  or  inflicted,  as  fully  and  to 
^e  same  extent,  as  if  such  senior  ordinance^  or  part  thereof,  had 
iiot  been  repealed  or  modified.    (Adapted  from  Charter,  J  1614.) 

§  2.  This  ordinance  shall  take  effect  immediately..  < 

Adopted  bv  the  Board  of  Aldermen  June  20,  1916.  .  •      ^ 

Approved  bjr  the  Mayor  July  6,  1916. 

The  above  is  the  date  of  the  adoption  of  entire  foregoing  Cbde,  excepting  the' 
sections  in  the  Addenda. 

Gekehal  Notes 

^e'foUdwin^  citations  are  given  merely  as  a  ready  reference  to  certain  nptterg. 
frMuently  arisin|[  in  connection  with  the  ordinances.  '  ^   .-      *    .'.      <.  -f-    J    *  / 

Evidence,  Ordinances  must  be  pleaded. — ^The  courts  will  not  take  judicial  notice 
of  municipal  ordinances.  They  must  be  specially  pleaded  and  proved.  City  of 
N.  Y.  V.  Knickerbocker  Trust  Co.,  104  App.  Div.  223;  People  v.  New  York,  7 
How.  Pr.  81 ;  Harker  v.  New  York,  17  Wend,  199.  But  where  there  is  a  common  law 
liability  then  it  is  not  necessary  to  plead  the  ordinance  to  admit  it  as  proof  of  neg- 
ligence. .  Berry  v.  Urban  Water  Supply  Co.,  163  App.  Div.  21. 

Validity. — ^An  ordinance  adoptea  pursuant  to  authority  from  the  legislature 
has  the  same  force  within  the  corporate  limits  as  a  statute  passed  by  the  Legis- 
lature. Village  of  Carthage  v.  Frederick,  122  N.  Y.  268;  City  of  BufiFab  v.  N.  Y. 
A  Lake  Erie  R.  R.,  152  N.  Y.  276;  Ford  v.  N.  Y.  Central,  33  App.  Div.  474. 

The  charter  of  a  city  limits  the  extent  of  its  ordinances.  City  of  Rochester  v. 
West,  29  App.  Div.  126,  aff'd  164  N.  Y.  510. 

Penalties. — ^A  penalty  must  be  certain  and  is  void  for  uncertainty.  Cit^  of  Utica 
V.  Blakeslee,  46  How.  Pr.  165;  and  where  "fixed  penalties"  are  prescribed,  the 
ordinance  must  so  conform.  City  of  Poughkeepsie  v.  King,  38  App.  Div.  610.  An 
ordinance  may  prescribe  a  penalty  for  an  act  already  penal  by  the  laws  of  the 
State.  City  of  Brooklyn  v.  Toyabee.  31  Barb.  282.  Ordinance  imposing  penalty  if 
Bteiotly  construed.    People  ex  rel.  Kane  v.  Sloane,  98  App.  Div.  450. 
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Burden  of  Proof. — ^An  ordinanoe  is  preflumed  to  be  reMonable.  CSty  of  N.  Y. 
y.  Hewitt,  91  App.  Div.  445;  City  of  N.  Y.  Intenirbui  Ry.  Co.,  43  Miac.  29.  But  it 
is  always  competent  to  show  that  it  is  unreasonable.  Mayor  v.  Dry  Dock  Ry.  Co., 
133  N.  Y.  104;  Fire  Dept.  v.  Gilmour,  149  N.  Y.  453;  Health  Dept.  v.  Rector 
Trinity  Church,  145  N.  Y.  32;  BtMkfisi'CnmkXKh  R.  R.  Co.  v.  City  of  Brooklyn, 
37  Hun,  413;  Yonkers  v.  Yonkers  R.  Co..  51  App.  Div.  271;  Buffak)  v.  Collios  Bak. 
Co.,  39  App.  Div.  432;  Dunham  v.  R^chestM,  5  Cow.  462. 

Must  be  Reasonable. — One  test  of  ^e  vitmdity  of  an  ordinanoe  is  whether  it  is 
reasonable.  City  of  Buffab  v.  Hill,  79  App.  Div.  402;  People  ex  reL  Liebennan  v. 
Vandicarr,  81  App.  Div.  128,  afif'd,  175  N.  Y.  440. 

Motive. — ^The  motive  is  not  material.  Kittinger  v.  Buffalo  Tr.  Co.,  160  N.  Y.  J|77t 
even  in  allegations  of  fraud  and  corruption.  Borhite  v.  H<Mne  Tel.  Oo.,  60  ApfK  ZMy. 
25. 

InvaM  m  Payt.-'-?Qrdinisweft  like  statutes,  may  be  valid  in  psnt  and  invalid  in 
others.    Duryee  v.  Mayor,  96  N.  Y.  477;  Rogers  v.  Jones,  1  Wend.  237. 

Retroactive. — In  certain  cases  an  ordinance  may  be  retroactive  as  tn  feqiriiinc 
safeguards  in  buildings  previo«sly  erected.  N.  Y*  fire  Dept.  v.  Wendsll,  13  Dalgr* 
427. 

Constiuetion. — ^While  ordinances  providing  penalties  are  to  be  Strictly  con- 
strued. ViUage  V.  Fisher,  140  N.  Y.  187,  stilftney  must  be  reasonably  construed 
so  as  to  give  effect  to  the  intent  of  the  legislature.  O'Keefe  v.  Adams,  46  St. 
Rep.  557;  People  ex  reL  Cumiskey  v.  Wurster,  14  ^p.  Div.  556:  MaycH*,  etc., 
V.  Third  Ave.  K.  R.  Co.,  16  St.  Rep.  122,  app.  117  N.  Y.  404;  Duryee  v.  Mayor, 
96  N.  Y.  477.    See  McQuiHin,  Municipal  Ordinances. 

Defenses. — ^The  fact  that  other  Bersons  axe  violating  an  ordinanee  Md  are  not 
prosecuted  is  no  defense.  CSty  of  Buffalo  v.  N.  Y.,  tkdce  Erie  ft  W.  R.  R.,  152 
N.  Y.  276. 

City's  Inability. — In  some  cases  city  is  not  liable  for  failure  to  enforce  ordinanoes. 
Levy  V.  Mayor,  3  Super.  Ct.  465;  StiUwell  v.  Mayor.  49  Super.  Ct.  360;  Studeor  y. 
linage  of  Gouvemeur,  15  App.  Div.  229. 

Non-Residents.— Ordinances  apply  to  non-residents  as  well  as  to  reridents  within 
«  limits  of  munidbality.    Jones  v.  Ftoemen's  Fund  Co^  2  Daly,  307,  all'd,  SI  N.  Y. 
318;  Buffalo  v.  Webster,  10  Wend.  09. 

Pofice  Power. — An  ordinance  to  be  vaUd  under  the  police  power  must  be  a  rear 
sonable  exercise  of  that  power.  City  of  N.  Y.  v.  Wineborgh  Adv.  Co.,  122  App. 
Div.  74S. 

Injuaetions. — ^Threatened  enfore^nent  of  oidinaneee  is  no  ground  for  iniwnntioB. 
Fifth  Ave.  Coach  Co.  v.  City  of  N.  Y.,  126  App.  IMv.  657;  Eden  Musee  Amuse- 
ment Co.  V.  Bingham,  125  App.  Div.  780. 

'  Negtigenoe  and  Nuisance.— The  iuits  bwnghit  to  Teoov«r  dimagsa  aufltfed  bgr 
reason  of  the  violation  of  ordinaaees  are  yety  nwnerons.  See  Thomas  on  Ket- 
ligenoe  and  Wood  on  Nuisances.  For  ready  reference  the  foUowing  leading  cases 
are  given: 

Vaults  and  CellarB.-^Babba0e  v.  Powers,  180  N.  Y.  281;  Joigensea  v.  S^nitea, 
144  N.  Y.  281;  Jennings  v.  Van  Sobaiek.  106  N.  Y.  530. 

Landbrd. — ^Trustees  Cahandaigua  v.  Foster,  156  N.  Y.  354;  Swords  v.  Edcar, 
59  N.  Y.  28;  Ahesn  v.  Steele,  115  N.  Y.  203. 

Complying  ynth  Conditions  of  License. — ^Wolf  v.  Kirkpairick.  101  N.  T.  146; 
Devine  v.  Nat.  Wall  Paper  Co.,  05  App.  Div.  194. 

Coal  hole.— CUfford  v.  Dam,  81  N.  Y.  62. 
.  Presumption.— The  presumption  is  in  favor  of  the  oBdinAPoa.   iUtlt  Aye.  Oonab 
Co.  V.  gS^  of  New  York.  194  nTy.  W. 
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LAWS  NOT  INCLUDED 

This  vdume  contains  only  the  Code  of  Ordinaiioee  relating  to  the 
City  of  New  York.    For  the  following  matters: 

Auctioneer,  forfeiture  license,  see . Penal  Law,  §  943 

Auctioneer,  general  provisions,  see N,  Y .  City  Charter,  §  34 

Bakeries  and  confectioneries,  see Labor  Law,  Axt.  8 

Blind  adults  may  sell  newsp.,  use  mus.  inst^see.  Gen.  City  Law,  §  10 

Dancing  Academies, 'see N.  Y.  City  Ch.,  am.  L.  1910,  ch.  547 

Departmental  Rules,  see Individual  departments 

Dogs,  see ...  ^ Country  Law,  Art.  7 

Employment  Agencies,  see Gen.  Business  Law.  $§  170-180 

Employment  women  merchant,  act,  see Labor  Law,  Art.  11 

Employment  children  street  trades,  see Labor  Law,  Art.  15 

Factones,  see Labor  Law.  Art.  6 

farm  produce,  peddling  in  cities,  see Gen.  Municipal  Law,  §  81 
ire-arms,  carrying  of,  see L.  1914,  ch.  460;  Penal  Law,  §  1897 

Fire-Prevention,  see N.  Y.  City  Charter,  am.  L.  1911,  ch.  899;  L. 

1912,  ch.  458;  L.  1913,  ch.  695;  L.  1914,  ch.  459,  495 

Junk  dealers,  see Gen.  Business  Law,  §§  60-64 

Marriage  licenses,  see Domestic  Relation  Law,  §§  13-25 

Motion-picture  operator's  license,  see. ...  §  529a  Charter  as  am.  by 

L.  1910,  ch.  664 

New  York  Qty  Charter L.  1897,  ch.  378,  Rev.  L.  1901,  ch. 

466.  as  amend. 

Pawnbrokers,  see Gen.  Bus.  Law,  §§  40-52;  Penal  Law,  §  1590 

Peddlers,  see Gen.  Business  Law,  S|  30-36 

Private  Detectives,  see Gen.  Business  Law,  Jj  70-75 

Tenement  House  Law,  see. . .  .ch.  61,  Consolidated  Laws  as  amend. 

Tenement  made  articles,  see. Labor  Jjkw,  Art.  7 

Weights  and  Measures  (State  Law),  see  Gren.  Busix^eas  Law,  §(  2-17 


ADDENDA 

CHAPTER  6<— BtuMing  Code 

Section  90.    Subdivision  4,  add. 

e.  B^;iiuuiig  at  a  point  on  the  easterly  side  of  Greenpoint  avenue 
200  feet  north  of  the  northerly  side  of  Queens  Boulevard,  in  the  first 
warcL  borough  of  Queens^  thraice  running  easterly  and  southerly 
200  feet  north  and  east  and  parallel  to  the  north^y  tmd  easterly 
sides  of  Queens  Boulevard  to  a  point  100  feet  north  of  and  parallel 
to  Jamaica  avenue^  in  the  fourth  ward;  thence  running  westerly  across 
the  Queens  Boulevard  to  a  point  200  feet  west  of  the  westerly  side 
of  Queens  Boulevard;  thenee  running  northerly  and  westerly  200 
feet  westerly  and  south^y  of  and  parallel  to  the  Queens  Boulevard 
to  a  point  on  the  easterly  side  of  Greenpoint  avenue  200  feet  south 
of  Queens  Boulevard,  in  the  first  ward,  provided,  however,  that  where 
any  street  parallels  the  Queens  Boulevard  at  a  point  not  less  thatt 
150  feet  from  the  Boulevatd,  the  side  nearest  the  Boulevard  only 
shall  be  included  in  the  fire  limits. 

Adopted  Deo.  20,  1921.    AppMved  Deo.  31,  1021. 

CHAPTER  14»— licenses 
ARTICLE  X3 

SoUCmNG  CoNTRIBirnONS  IN  PUBUC. 

Section  196.  General  provisions. 

197.  Granting  of  permission. 

19S.  Duties  of  the  Commissioner. 

199.  Duties  of  licensees. 

200.  Violations. 

§  196.  General  provisions. — ^No  person,  organissation,  society, 
tissociation  or  corporation  shall  solicit  money,  donations,  or  financial 
assistance  of  any  kind,  upon  the  streets  or  in  public  places  in  the  City 
of  New  York,  except  upon  a  license  issued  bv  the  Commissioner  of 
Public  Welfaie  and  under  such  regulations  as  hereinafter  provided. 

5197.  Permission;  how  granted. — ^Application  to  solicit  funds 
publicly  for  any  cause  whatever  shall  be  addressed  to  the  Commis- 
sioner of  Public  Welfare  and  such  applications  shall  contain  the 
following  information: 

a.  Name  and  purpose  of  the  cause  for  which  permission  is  sought. 

b.  Names  and  addresses  of  the  officers  and  du*ectors  of  the  organ- 
ization. 
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c.  Time  for  whidi  pennission  is  sought  2^  localities  and  places 
of  solicitation. 

d.  Whether  or  not  any  oommissions,  fees^  wages  or  emoluments  are 
to  be  expended  in  connection  with  such  sohcitation. 

e.  Such  other  information  as  the  Commissioner  of  Public  Welfare 
shall  require. 

§  198.  DtUies  of  the  Commimoner, — It  diall  be  the  duty  of  the 
Commissioner  of  Public  Welfare  before  granting  any  p^mission  to 
solicit  in  public,  to  oompeft  tlie  J^pficant  tot  fi»  with  him  a  sworn 
statement  of  all' monies  collected  in  the  calendar  year  01  the  fiscal 
year  of  such  orgaBuaationy  society,  association  or  corporation  pre- 
vioqs  to  the  application,  the  expenditures  connected  therewith, 
together  with  tlM  names  and  addresses  olall  persons  reoeivuig  wages, 
oonmiissions  or  emoluments  and  the  amovnts  so  expended. 

The  Commissioner  may  establidt  saeh  further  regulations  as  he 
may  deem  necessary  in  carrying  eat  the  purposes  and  objects  of  iMB 
article. 

§  ld9.  Duties  of  Uoenaee^. — LtoenaeeB  operating  under  tins  ai^ 
tiole  of  the  Code  shall  be  compdted  to  label  aU  o^ection  hoxm 
or  containers  used  in  the  publie  sohcitaitioii  of  funds  either  bv  appeal 
in  person  or  the  placing  of  receptaotes  for  the  receipt  of  su(^  publie 
oontibutions  in  stores,  &«toiies,  shops,  offices,  theatres,  hotels, 
restaurants,  railway  stautions^  fecvy  houses,  or  other  public  {daoes, 
with  the  name  of  the  orgEmuation  for  wlubh  the  permit  is  issued, 
and  in  such  oonspicuaiis  maimer  as  Hks  Commissioner  of  PnbHo 
Welfare  may  direct. 

§200.  Violations. — ^Any  pemon  or  peBBons  who  shall  irifidate, 
neglect  or  refuse  to  comply  with  any  of  the  provisions  of  this  aitide 
shall,  upon  conviction  thereof,  be  punished  by  a  fine  of  not  more  than 
$500  or  b^  imprisonmMi  nyl^xoeedingOO-diays  or  by  both  such  fine 
and  imprisonment. 

Adopted  November  29,  1021.   A^prored  Baeember  8, 1021. 


BUILDING  ZONE  LAW. 

KoW.    Vn^h  tkii  tow  is  not  an  oroiiiaiioe  proper,  it  is  iaohidtd  in  tbi»  b«ok  fof 

th»  oonvenience  of  the  public. 

CITY  OF  NEW  YORK. 
BOAEI>  OF  ESTIMATE  AND  APPORTIONMENT. 


BUILDING  ZONE  RESOLUTION. 

(Adopted  July  25,  1916.) 

A  ReBolution  r^suhKting  and  Hmiting  the  height  and  hvUk  of  bttildingB 
hereafter  erected  and  reguktting  and  determming  the  area  oH 
yards,  courts  and  other  open  spaces,  and  regulating  and  raBtridlng 
the  loncation  of  trades  and  nidustiies  and  ^e  looati^i  of  boiklinfpi 
designed  for  specified  uses  and  estabtishing  the  boundaries  of  <fa»- 
tricts  for  the  said  purposes. 

Be  it  rescitoedby  the  Board  of  Eatimcae  and  AppartUmnmd  cf  (^ 
CUy,  of  New  York: 

AimciiB  I. — Dbfinitionb. 

i  1.  D^iUtiane* — Certain,  words  in  this  resolution  are  defined  for 
the  purposes  thereof  as  follows: 

(a)  Words  used  in  the  present  tense  include  the  future;  the  singu- 
lar number  indudes  the  plural  and  the  plural  the  singular;  the  word 
''lot"  indudes  the  word  '*pk>t";  the  word  ''building^'  includes  the 
word  "stmctmre." 

(b)  The  ''street  liae"  is  the  dividing  line  between  the  street  and 
the  lot. 

(c>  The  "  widlh  of  the  street''  is  the  mean  of  the  distances  between 
the  sides  thereof  within  a  block.  Where  a  street  borders  a  public 
place,  publio  paric  or  navigable  body  of  water  the  width  of  the  street 
18  the  meaa  width  of  such  street  plus  the  width,  measured  at  right 
anglee  to  the  stieetUne,  of  such  public  place,  public  park  or  body  of 
wa4er. 

(d)  The  "curb  level/'  for  the  purpose  of  measuring  the  height 
el  any  peartion  of  a  building,  is  the  mean  level  of  the  curb  in  front 
of  match  portion  of  the  buUdmc.  But  where  a  building  is  on  a  comer 
lot  the  curb  level  is  the  meanlevel  of  the  curb  on  the  street  of  great>- 
cst  width.  II  such  greatest  width  occurs,  on  more  than  one  street 
the  curb  level  is  the  mean  level  of  the  curb  on  that  street  c^  greatest 
width  which  has  the  highest  cuib  elevation.  The  ''curb  level'^ 
fer  the  pitipos^  of  p^gukting  and  determining  the  area  of  yardi^ 
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ooiirts  and  open  spaces  is  the  mean  level  of  the  curb  at  that  fix>nt 
of  the  buildmg  where  there  is  the  highest  curb  elevation.  Where 
no  curb  elevation  has  been  established  or  the  building  does  not 
adjoin  'the  street  the  average  ground  level  of  the  lot  shall  be  conr 
sioered  the  curb  level. 

(e)  A  "street  wall"  of  a  bujlding,  at  any  leveil,  ia  the  wall  or  part 
,  of  the  building  nearest  to  the  street  line. 

(f)  The  "height  of  a  building"  is  the  vertical  distance  measured 
in  t^e  taae  of  iat  roofs  from  the  curb  level  to  the  levd.  of  the  highest 
point  of  the  roof  beams  adjacent  to  the  street  wall,  and  in  the  case 
of  pitched  roofs  from  the  curb  level  to  the  mean  height  level  of  the 
gable.  Where  no  roof  b6ams  exist  or  there  are  structures  whollv 
or  partly  above  the  roof  the  height  shall  be  measured  frpm  the  euro 
level  to  the  level  of  the  highest  point  of  the  building.  Where  a  build- 
ing is  a  tenement  house  as  defined  in  the  Tenement  House  Law  the 
height  of  the  building  on  the  street  line  shaU  be  measured  as  pre- 
scribed in  said  law  for  the  measurement  of  the  height  of  a  tenement 
house  and  such  measurement  shall  be  from  the  curb  level  as  that 
term  is  used  in  said  law. 

'  (g)  The  "depth  of  a  lot"  is  the  mean  distance  from  the  street 
line  of  the  lot  to  its  rear  line  measured  in  the  general  direction  of  the 
flide  lines  of  the  lot. 

(h)  A  "rear  yard"  is  an  open  imoccupied  space ^on  the  same  lot 
with  a  building  between  the  rear  line  of  the  building  and  the  rear 
line  of  the  lot. 

:  (i)  The  depth  "of  a  rear  yard"  is  the  mean  distance  between  the 
rear  line  of  the  building  and  the  rear  line  of  the  lot. 

(j)  Lots  or  portions  of  lots  shall  be  deemed  "back  to  back"  when 
thev  are  on  opposite  sides  of  the  same  part  of  a  rear  line  common 
to  Doth,  and  the  opposite  street  lines  on  which  the  lots  front  are 
parallel  with  each  other  or  make  an  angle  with  each  other  of  not 
over  45  degrees.  , 

(k)  A  "court'*  is  an  open  unoccupied  space,  other  than  a  rear 
yard,  on  the  same  lot  with  a  building.  A  court  not  extending  to  the 
street  or  to  a  rear  yard  is  an  "  inner  court."  A  court  extending  to  the 
street  or  a  rear  yard  is  an  "outer  court."  A  court  on  the  lot  line 
iBJttending  through  from  the  street  to  a  rear  yard  or  another  street 
is  a  "side  yard.*" 

(1)  The  "height  of  a  yard  or  a  court"  it  any  given  levd  shall  be 
measured  from  the  lowest  level  of  such  yard  or  court  as  actually 
constructed  or  from  the  cui:b  level,  if  higher,  to  such  level.  The 
highest  level  of  any  given  wall  bounding  a  court  or  yard  i^iall  be 
deemed  to  be  the  mean  height  of  such  wall.  Where  a  buildii^  is  a 
tenement  house,  as  defined  in  the  Tenement  House  Law,  the  hei^t 
of  a  yard  or  a  court  shall  be  measured  as  prescribed  in  such  law. 

(m)  The  "least  dimension"  of  a  yard  or  court  at- any  level  is  the 
least  of  the  horizontal  dimensions  of  such  yard  or  court  at  such  levc^. 
If  two  opposite  sides  of  a  yard  or  court  are  not  parallel  the  horisontal 
dimension  between  them  shall  be  deemed  to  be  the  mean  distance 
between  them. 

, ,  (n)  The  "length  of  an  outer  court"  at  any  given  point  shall  be 
<ne&surcd  in  liie  general  direction  of  the  side  lines  of  suehepuvtf  rood 
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the  end  opposite  the  end  opening  on  a  street,  or  a  rear  yard,  to  such 
point. 

Article  II. — ^Usb  Districts. 

§  2.  Use  districts. — For  the  purpK>se  of  r^j^ulating  and  restricting 
the  location  of  trades  and  inoustries  and  the  location  of  buildings 
designed  for  specified  uses,  the  City  of  New  York  is  hereby  divided 
into  three  classes  of  districts:  (1)  residence  districts,  (2)  busineas 
districts,  and  (3)  unrestricted  districts;  as  shown  on  the  use  dii^a^t 
map  ^^lich  accompanies  this  resolution  and  is  hereby  declared  to  be 
par  thereof.  The  use  districts  designated  on  said  map  are  hereby 
established.  The  use  district  map  desi^ations  and  map  designa- 
tion rules  which  accompany  said  use  district  map  are  hereby  de- 
cbured  to  be  part  thereof.  No  building  or  premises  shall  be  erected 
or  used  for  any  purpose  other  than  a  purpose  permitted  in  the  use 
district  in  which  such  building  or  premises  is  located. 

§  3.  Residence  districts. — In  a  residence  district  no  building  shall 
be  erected  other  than  a  building,  with  its  usual  accessories,  arranged, 
intended  or  designed  exclusively  for  one  or  more  of  the  following 
specified  uses:  "^       . 

(1)  Dwellings,  which  shall  include  dwellings  for  one  or  more 
families  and  boarding  houses  and  also  hotels  which  have  thirty  or 
more  sleeping  rooms. 

(2)  Clubs,  excepting  clubs  the  chief  activity  of  which  Is  a  service 
customarily  carried  on  as  a  business. 

(3)  Churches. 

(4)  Schools,  libraries  or  public  museums. 

(5)  Philanthropic  or  eleemosynary  uses  or  institutions,  other  than 
correctional  institutions. 

(6)  Hospitals  and  sanitariums. 

(7)  Railioad  passenger  stations. 

(8)  Farming,  truck  ^aidening,  nurseries  or  grem  houses. 

In  a  residence  district  no  building  or  premises  ^all  be  used  for 
any  use  other  than  a  use  above  specmed  for  whi(^  buildings  may  be 
erected  and  for  the  accessory  uses  customcmty  incidoit  thereto. 
Theteim  accessory  use  shall  not  include  a  busmess  nor  shall  it  in- 
clude any  building  or  use  not  located  on  the  same  lot  with  the  buildt- 
ing  or  use  to  which  it  is  accessory.  A  private  garage  for  mone  t^an 
five  motor  vehicles  shall  not  be  deemed  an  accessory  use. 

§  4.  Business  districts,  (a)  In  a  business  district  no  buildui^  or 
premises  shall  be  used,  and  no  building  shall  be  erected  which  is 
arranged,  intended  or  designed  to  be  used,  for  any  of  the  following 
specified  trades,  industries  or  uses: 

(1)  Ammonia,  chlorine  or  bleaching  powder  manufacture. 

(2)  Asi^alt  manufacture  or  refining. 

(3)  Assaving  (other  than  gold  or  silver). 

(4)  Blacksmithii^  or  horseshoeing. 

(5)  Boiler  making. 

(6)  Brewing  or  distilling  of  liquors. 
<7)  Carpet  cleaning. 

(8)  Celhiloid  manufacture. 
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(9)  CtmjkKbary. 

(10)  Distillation  of  coal,  wood  or  bones. 

(11)  Ehrein^  or  dry  deaning. 

(12)  Electric  central  station  power  plant. 

(13)  Fat  rendering. 

(14)  Fertiliser  nuSntfaetlire^ 

(15)  Garage  for  more  then,  five  mutbot  vehide^  not  inekidiDft  a 
wivdiouse  where  motor  vehicles  are  reoeiveci.  tor  oead  storan»  onbr, 
and  not  including  a  saksioom  where  motor  vehi€les  are  k^t  lor  sale 
or  for  dcmonstraiiofi  purposes  only. 

(16)  Gas  (iUuminating  or  heaitiiig)  manufacture  or  storage. 

(17)  Ghie,  site  and  gelatine  manufactiKe. 

(18)  Incineration  or  reduetion  oi  gfiOb^gBf  oRelf  dead  animals  or 
refuse. 

(19)  Iron^  steely  brass  or  ocqsper  woilcs. 

(201  Junk,  scn^  pi4>er  Or  rag  storage  or  baling^ 

(21)  Lamp  blade  manufacture. 

(22)  Lime,  cement  or  plaster  of  pans  manufacture. 

(23)  Milk  b€>ttlm||  ana  distributing  station* 

(24)  Oil  doth  or  haoleum  manufao^yure; 

(25)  Taint,  oil,  varnish  or  turpentine  manufacture. 

(26)  Petroleum  refining  or  stolnge. 

(27)  Fni^ilig  ink  mcumfaoture. 

(28)  Raw  hides  or  skins — stora^,  curing  or  taunBg* 
(29$  Kepaxr  shop  for  motor  vehicles. 

(30)  Rubber  manufacture  from  the  crude  mai^nak. 

(31)  Saw  or  planing  mill. 

(32)  Shoddy  manufacture  or  wool  soounng. 
(33^  KaughiJeriiig  of  ankwalfl. 

(34)  SmeRing. 

(35)  Soap  manufacture. 

(36)  Stable  for  more  than  five  horses^ 

(37)  Stardi^  ghioefletnr  dextrine  manufacture. 

(38)  Stock  yarda. 

(39)  Stone  or  monum^ital  wodcs. 

(40)  Sugar  refimng. 

(41)  Sulphurous,  suljrfmrie,  nitrio  or  hydrodilode  acid  ooam- 
fisfitiire. 

^)  Talk>w,  grease  or  lord  manuf  aoturing  or  reiiiing. 

(43)  Tar  cystulation  or  manufacture. 

(44)  Tar  roofing  or  tar  waterproofing  mamif  aoture. 
(As  amended  Decen^i^r  21,  1917). 

(b)  In  a  business  district  no  builcting  or  premises  shall  be  tised^  and 
no  building  shall  be  erected,  whidi  is  arrayed,  intended  •or  doiagned 
to  be  used  for  aoDty  trade,  inoustry  or  use  tfitt  is  noxious  or  offensive 
by  reason  of  the  emission  of  odor,  dust,  smoke,  gas  or  noise;  bat  car 
bams  or  places  of  amusement  shall  not  be  exck^ed. 

(c)  In  a  business  district  no  building  or  premises  diall  be  used, 
and  no  building  shall  be  erected,  which  is  arranged,  intended  or 
designed  to  be  used^  for  an^r  kind  of  manufactunng,  exeept  that  any 
kind  of  manufactunng  not  included  within  the  prdubiti(»s  of  para- 
graphs a  and  b  of  this  section  may  be  carried  on  provided  not  more 
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Uum  2$  p«t  dent,  ti  the  total  6oor  space  of  the  buildm^  is  so  used, 
birt  i^ace  e<]ual  )to  Uie  area  of  the  lol  may  oe  so  used  m  any  cas^, 
although  in  excess  of  said  25  per  cent.  'The  printing  of  a  newspi^^rar 

ai  tiot  bexteemed  Daftmlfaotiu&ng.   No  use  permitted  in  a  residence 
riot  by  Becffaion  8  sllulU  be  exeluded  ftom  a  business  district. 

{5.  VnrMfiekd  distrkis* — ^The  term  "unrestiioted  district'* 
is  used  to  ctecf^gHate  tbe  districts  ior  vAdeh  no  regulations  or  restrio- 
taons  are  provided  by  this  aftkle. 

§  6.  Existing  buUdings  and  pr€mi^is$*-^a)  Any  use  -existkkg  in 
aiiy  buHding  ot  preniised  at  ^he  tkne  of  the  passage  of  this  resolution 
and  not  ^ontoniing  to  <tbe  aregulations  of  the  use  district  in  which  it 
is  HMUBtadned,  Buay  be  cOBrbinudd  t^rein.  No  existing  buUding 
de^UffOtdf  amiltged^  intaaded  ^  devoted  to  a  use  not  permitted  by 
this  article  in  the  district  in  wMt^  such  use  is  looatea  shall  be  en- 
laiged,  «ett^d^  Teeonstpueted  <^  stracturally  altered  unless  such< 
use  is  <9hai^ed  to  a  use  petmitted  in  the  district  in  which  suoh  build- 
ing is  located.  Such  building  may,  however,  be  reccHistruoted  oir 
s^ruetumUy  alte^^d  to  sen  extent  not  cTeatei^  tb'aa  50  per  cent,  of  the 
Takie  ^  "^  l!Aul4iBg;  exdusive  of  $»u^dati<His,  provided  that  no 
use  in  suc^  building  is  changed  or  ext^ided^  except  «as  au^(»dzed 
in  paragraph  b  of  this  section,  ^and  provided,  further,  that  no  "use 
ia^ded  in  any  one  of  tiie  enubienMbed  subdivisions  of  paiagraph 
a  of  section  4  is  ohanged  tfito  a  "use  included  in  any  otilier  enumo^ted 
subdivision  of  maiaij^tBigh  a  of  section  4  or, into  a  use  prohibited  by 
iMAtaipraph  b  Of  fieetien  4,  f^d  also  provided  that  no  use  ptx>hibited 
by  paragraph  b  of  section  4  is  changed  kito  ancrther  use  prohibited 
t>y  paiaipaph  b  of  «eetiOn  4  pr  into  a  use  indoded  in  asi  enumerated 
sw^ivisKmof^furag^eisph  a  di  section  4« 

(b)  Anv  use  exislin|g  in  a&y  buflding  or  premises  at  the  time  (^  the 
passapexH  this  resc^utionsand  not  oonforming  to  the  regulations  of  the 
use  disteriet  in  w^^  it  is  mamts^ed  inay  be  changed,  and  such  use 
may  be  -eoctended  thiou^out  the  bidldi^,  provided  that  in  eiik&c 
9a8e«  «- 

(1)  No  ^truotusal  ^alt^ratiMiis  tihall  be  made  in  the  building,  ex- 
0^  as  ^auttoi^fied  b^  paiv^^rs^  <a'Of  ihia  section,  and 

(2)  in  a  residence  distnct  no  portion  of  a  building  devoted  to  a 
use  included  in  subdivision  1  of  section  3  shall  be  changed  to  any 
use  prohibited  in  a  ^reeodeDCeHiisi^ct,  and 

(3)  In  a  residence  district  no  building  or  premises,  unless  devoted 
to  one  «of  ii»  vieB  ildi»t  is  by  eeotion  4  'prohibited  in  a  business 'dis- 
trict shall  bfe  changed  to  lony  «£  ««th  uses^  and 

(4)  Itt  a  MBidtibee  ot  bosasess  'district  no  building  or  port  thelreof 
and  no  premises  unkss  dievoted  to  one  of  the  uses  that  is  by  para- 
graph a  or  b  of  secftion  4  piiohib^ied  in  a  business  district,  ^mll  be 
changed  to  any  vi  suck  uses. 

If  a  use  is  cnaciged  as  authorized  in  >this  section,  the  new  use  may 
tiierealter  be  (dianged^  subg«et  to  the  iimitalions  imposed  by  bgA>- 
divis»nB  1,  2,^3  and  4  of  this  paragraph.* 

1 7.  Use  dwtfiet  e:KJ^^um«.^— ^be  Board  of  Appeals,  oreabed  by 
chs^ter  503  of  the  laws  of  1916,  may,  in  appropriate  cases,  after 
pubUc  notice  and  hearitig,  and  subject  to  appropriate  conditionB 

'*€eMlon  ^  anuttded  as  «bove  Deeembfifr  21, 1017. 
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and  safeguards,  determine  and  vary  the  application  of  the"  use  dis- 
trict regulations  herein  established  in  harmony  with  their  general 
purpose  and  intent  as  follow : 

'(a)  Permit  the  extension  of  an  existing  building  and  the  existing 
use  thereof  upon  the  lot  occupied  by  such  building  at  the  time  of  the 
passage  of  this  resolution  or  permit  the  erection  of  an  additional  buikl- 
mg  upon  a  lot  occupied  at  the  time  of  the  passage  of  this  resolution 
by  a  commercial  or  industrial  establishment  and  which  additional 
building  is  a  part  of  such  establishment; 

(b)  Where  a  use  district  boundary  line  divides  a  lot  in  a  sin^ 
ownership  at  the  time  of  the  passage  of  this  resolution,  permit  a 
use  authorized  on  either  portion  of  such  lot  to  extend  to  the  entire 
lot,  but  not  more  than  25  feet  beyond  the  boundary  line  of  the  dis- 
trict in  which  such  use  is  authorized; 

(c)  Permit  the  extension  of  an  existing  or  proposed  building  into  a 
more  restricted  district  under  such  conditions  as  will  safeguard  the 
character  of  the  more  restricted  district;* 

(d)  Permit  in  a  residence  district  a  central  telephone  exchange  or 
any  building  or  use  in  keeping  with  the  uses  expressly  enumerated 
in  section  3  as  the  purposes  for  which  buildings  or  premises  may  be 
erected  or  used  in  a  residence  district; 

(e)  Permit  in  a  business  district  the  erection  or  extension  of  a  gpr- 
age  or  stable  in  any  portion  of  a  street  between  two  intersecting 
streets  in  which  portion,  there  exists  a  garage  for  more  than  five 
motor  vehicles  or  a  stable  for  more  than  five  horses  at  the  time  of  the 
passage  of  this  resolution;  t 

(f )  Grant  in  undeveloped  sections  of  the  city  temporary  and  oon-v 
ditional  permits  for  not  more  than  two  years  for  Structures  and  uses 
in  contravention  of  the  requirements  of  this  dj*ticle. 

(g)  Permit  in  a  business  or  residence  district  the  erection  of  a  garage 
provided  the  petitioner  files  the  consents  duly  acknowledged  of  the 
owners  of  80  per  cent,  of  the  fitontage  deemed  by  the  Board  to  be 
immediately  affected  by  the  proposed  garage.  Such  permit  ^all 
specify  the  maximum  size  or  capacity  of  the  garage  and  shall  impose 
appropriate  conditions  and  safeguards  upon  the  construction  and 
use  of  the  garage.} 

Article  III. — ^Height  Districts. 

§  8.  Height  di^ricts. — For  the  purpose  of  regulating  and  limiting 
the  height  and  bulk  of  buildings  hereafter  ere<Sed,  the  City  of  New 
York  is  hereby  divided  into  five  classes  of  districts:  (a)  one  times 
districts,  (b)  one  and  one-quarter  times  districts,  (c)  one  and  one- 
half  times  districts,  (d)  two  times  districts,  (e)  two  and  one-half 
times  districts;  as  shown  on  the  height  distrii^  map  which  acoom- 

Eanies  this  resolution  and  is  hereby  declared  to  be  part  herec^.  Tlie 
eight  districts  designated  on  said  map  are  hereby  estaUished.  The 
height  district  map  designations  and  map  de^gnation  rules  whi<di 
accompany  said   height  district  mapare  hereby  declared  to  be  part 

•  Paragraph  o  of  section  7,  amended  as  above  March  23,  1917. 

t  Paragraph  e  of  section  7,  amended  as  above.  December  21,  1917. 

X  Paragraph  g  of  section  7,  amended  as  above,  September  21,  1917. 
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V 

tiiereof .  No  building  or  part  of  a  building  shall  be  erected  except 
in  conformity  with  the  regulations  herein  prescribed  for  the  height 
district  in  which  such  builmng  is  located. 

(a)  In  a  one  times  district  no  building  shall  be  erected  to  a  height 
in  excess  of  the  width  of  the  street,  but  for  each  one  foot  that  the 
buildmg  or  a  portion  of  it  sets  back  from  the  street  Hne  two  feet 
she^  be  added  to  the  height  limit  of  such  building  or  sudi  portion 
thereof. 

(b)  In  a  one  and  one-quarter  times  district  no  building  shall  be 
erected  to  a  height  in  excess  of  one  and  one-quarter  times  the  width 
of  the  street,  but  for  each  one  foot  that  the  building  or  a  portion  of 
it  sets  bade  from  the  street  line  two  and  one-half  feet  shall  be  added 
to  the  height  Umit  of  such  building  or  such  portion  thereof. 

(c)  In  a  one  and  one-half  times  dist^ct  no  building  shall  be  erected 
to  a  height  in  excess  of  one  and  one-half  times  the  width  of  the  street, 
but  for  each  one  foot  that  the  building  or  a  portion  of  it  sets  back 
from  the  street  line  three  feet  shall  be  added  to  the  height  limit  of 
such  building  or  such  portion  thereof. 

(d)  In  a  two  tunes  district  no  building  shall  be  erected  to  a  height 
in  excess  of  twice  the  width  of  the  street,  but  for  each  one  foot  that 
the  building  or  a  portion  of  it  sets  back  from  the  street  line  four  feet 
shall  be  added  to  the  height  limit  of  such  building  or  such  portion 
therec^. 

(e)  In  a  two  and  one-half  times  district  no  building  shall  be  erected 
to  a  height  in  exeess  of  two  and  one-half  times  the  width  of  the  street, 
but  for  each  one  foot  that  the  building  or  a  portion  of  it  sets  back 
irom  the  street  line  five  feet  shall  be  added  to  the  height  limit  of 
such  building  or  such  poHion  thereof. 

§  0.  Height  district  exceptions,  (a)  On  stareets  less  than  50  feet 
in  width  the  same  hei^t  regulations  shall  be  applied  as 'on  streets 
50  feet  in  width  and,  except  for  the  purposes  of  paragraph  d  of  this 
section,  on  streets  more  tlian  100  feet  in  width  the  same  height  regu- 
lations shall  be  appUed  as  on  streets  100  feet  in  width. 

(b)  Along  a  narrower  street  near  its  intersection  with  a  wider 
street,  any  buildmg  or  any  part  of  any  building  fronting  on  the 
narrower  street  within  100  f  eet>  measured  at  ri^t  angles  to  the  side 
ol  the  wider  street,  shall  be  governed  by  the  height  r^ulations  pro- 
vided for  the  wider  street.  A  comer  building  on  such  intersecting 
streets  shall  be  governed  by  the  height  regulations  provided  for  the 
wider  street  for  150  feet  from  the  side  of  such  wider  street,  measured 
along  such  narrower  street. 

(c)  Above  the  height  limit  at  any  level  for  any  part  of  a  building 
a  dormer,  elevator  bulkhead  or  other  structure  may  be  erected  pro- 
vided its  frontage  length  on  any  ^ven  street  be  not  greater  than  60 
p^  cent,  of  the  lengw  of  such  street  frontage  of  such  part  of  the 
Duilding.  Such  frontage  length  of  such  structure  at  any  given  levd 
shall  be  decreased  by  an  amount  equal  to  one  per  cent,  of  such  street 
frontage  of  such  part  of  the  building  for  every  foot  such  level  is  above 
such  height  limit.  If  there  are  more  than  one  such  structures,  their 
aggregate  frontage  shall  not  exceed  the  frontage  length  above  per- 
mitted at  any  given  level. 

(d)  If  the  areft  of  the  buUding  is  reduced  so  that  above  a  giyea 
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!ov«l it  oovera  in  the  aggvegatenol  moteti^an  36  per  oent.  of  thei 
of  tiM  bt,  the  building  ^bove  sueh  level  shaft  be  eiieepted  fnaa  the 
foregoing  provisions  of  this  avtidie.  Such  poftimt  of  the  buttding 
may  be  erected  to  any  hei^t,  provided  that  ^e  distanoe  vhieh  it 
sets  back  from  the  street  line  oh  ea<^  street  on  whiek  it  faees^  plus 
half  of  the  width  of  the  street,  equals  at  least  75  fee|.  But  for  eaok 
one  p|er  oe»t.  of  the  width  o£  the  lot  on  the  stveet  line  that  suek  street 
wall  is  less  in  length  than  such  width  of  the  lot,  such  wall  inay  be 
erected  four  inehes  nearer  to  the  street  hne. 

(e>  When  at  the  tiioe  plans  are  filed  lor  the  ereotioft  of  &  buildng 
there  are  binldings  in  excess  of  ih^  hei^t  Mmita  herein  provided 
wkhin  50  feet  of  either  end  el  the  street  frmtage  of  the  pr^Mced 
building  or  directly  oppoMte  suQh  building  aorosa  the  stoeet^  the 
hei^  to  which  the  street  wall  of  the  prqf>08ed  building  may  rise 
shaE  be  increased  by  an  amount  not  greater  than  the  average  excess 
hei|^  of  the  walls  on  the  8<a*eet  line  within  50  feet  of  either  end  of  ^e 
street  f  roivtage  of  the  proposed  building  and  at  right  angles  to  ^e 
street  frontage  of  the  ^noposed  building  on  the  ofipoBite  side  oi  the 
street.  The  avecage  amoiu^  of  soeh  excess  hei^t  shall  be  computed 
by  adding  tag^her  iha  excess  heights  above  the  psescrdbed  hcaght 
Inoit  M  the  street  frontage  in  question  of  idl  o£  tiie  walls  qu  the  street 
Ine  of  the  buildings  and  parte  of  buildingp  within  ^e  above  definad 
frontage  and  dividing  the  sum  by  the  total  number  of  buildings  and 
vacant  plots  ^tbin  mth  iirontage. 

(f )  Nothing  in  thia  article  db&  porevent  the  pn»eetioa  of  a^  cornice 
ber^nd  the  s^eet  waU;  to  an  extent  not  exceeding  ave  pet  o^it  of  the 
widths  of  the  street  nor  more  than  five  feet,  in  any  case.  Notluog 
in  this  article  shall  prevent  the  ereotion  above  the  heig^  limit  oi  a 
parap^  wall  or  comioe  solely  lor  omanvent  and  with6^t  windows 
copending*  above  such  ho^t  Mmit  not  more  than  five  i>er  cent,  of 
auoh  hei^t  Hmit,  but  such  pav^et  wall  or  cornice  may  in  any  case 
be  at  least  five  and  one^ialf  feet  high  above  suek  he^i^t  limit. 

(g)  The  provisions  of  this  artide  shall  not  apply  to  the  erootion 
of  church  spires,  belfries,  chimneys,  fiuee  or  gas  boldeis. 

(h)  Where  not  more  tnan  50  feet  of  a  street  frontage  wguld  othoF- 
wise  be  subjected  to  a  height  limit  lower  than  that  allovwed  im- 
mediately beyond  bo4h  end^  of  sueh  frontage,  tb^  hei|^t  limit  on 
saaik  frontage  shall  be  equal  to  the  lesser  of  such  greater  heig|ht  bnits. 

(i)  If  an  additional  story  or  stories  are  added  to  abuildhig  esmiting 
at  the  time  of  the  passage  of  this  resolutioii,  the  eyistiM  walls  m 
which  are  in  excess  of  the  height  limits  prescribed  in  tfia  a;itiole. 
the  height  limits  for  sudi  additional  storv  or  stories  (diall  he  computed 
froQi  the  top  of  the  existiBg  widls  as  thcugh  the  latter  were  not  in 
Excess  of  the  prescribed  hd^t  limits  and  the  earryipg  up  d  <>^ri«ting 
elevator  and  stair  enclosures  diall  be  exempted  from  the  pRmsions 
of  this  article. 

i  10.  Area  di^Mets. — For  the  purpose  of  regtdatihg  and  deiermlii- 
ing  the  area  of  yards,  courts  smd  oUier  open  sprees  lor  b^ildki^ 
hereafter  erected,  the  City  of  New  York  is  herel^  divided  into  "^ 
^steses  of  area  distriets:  A,  B,  0,  D  and  £;  aa  sibewn  on  «hei 
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Aitriet  mtup  whfok  ftceompanies  this  resdutioii  and  is  hereby  de* 
ekufed  to  be  pari  hereof.  The  area  districts  designated  on  said 
map  are  hereby  established.  The  area  district  map  designations 
tali  map  desi^oatioii  rules  which  aeeompany  said  area  district  map 
$xe  hereby  declared  to  be  a  part  thereof.  No  building  or  part  ol  a 
building  shaH  be  erected  accept  in  conformity  with  the  reflations 
herein  prescribed  for  the  area  district  in  which  such  bmlding  is 
located.  Unless  otherwise  expremify  provided  the  term  rear  yard. 
side  yard,  outer  court  or  inn^  court  when  used  in  this  article  tAim 
be  deemed  to  refer  only  to  a  rear  yard,  side  yard,  outer  court  or 
^er  court  required  by  this  article.  No  lot  area  shall  be  so  reduced 
or  dhttinished  that  the  yards,  courts  or  open  spaces  shall  be  smaller 
thaoc  mes^ibed  in  this  article. 

§  11.  A  diBtrict^.—'ln  an  A  district  a  court  at  any  given  height 
shall  be  at  least  one  inch  in  least  dimension  for  each  one  foot  ai 
sudi  heigM. 

§  12.  B  disbieta. — ^In  a  B  district  a  rear  }rard  at  any  giv^i  height 
mm  be  at  least  two  indies  in  least  dimension  for  each  one  foot  of 
such  hdght.  The  depth  of  a  rear  vard  at  its  lowest  level  shall  be  at 
least  10  per  cent,  of  the  d^th  of  the  lot,  but  necid  not  occeed  10 
feet  at  tswki  ler^.  An  outer  court  or  a  side  yard  at  any  given  height 
iihaU  be  at  least  one  inch  in  least  dim^ision  for  each  one  foot  of  suck 
height.  An  outer  court  at  any  given  point  i^iall  be  at  least  one  and 
one>blilf  inches  in  least  dimension  for  each  one  foot  of  lengUi*  But 
for  eaicli  one  foot  that  an  out^  court  at  any  given  hei^t  womd,  under 
the  aboYe  rules,  be  wider  in  its  k«st  dimennon  for  sudi  hdgjht  than 
the  minimnm  required  by  it^lec^h,  cmeindi  shdl  be  deducted  f  ran 
the  required  least  dimension  for  sudi  height  for  each  24  f e^  of  suoli 
heig^  A  side  yard  for  its  leng^  wvthki  50  feet  of  the  street  may 
for  the  purposes  of  the  above  rule  be  oom^dn^d  an  outer  ooort. 

A  13.  C  ctiBtrids, — (a>  In  a  C  district  a  rear  yard  at  any  given 
ht  riiaH  be  at  lewt  tloee  inches  in.  least  dimensioifi  for  eacn  one 
footofsnc^he^it.  The  depth  of  a  reaar  yard  at  its  lowest  teir^  rfiaM 
be  at  least  10  per  cent,  of  the  depth  of  the  lot  but  need  net  caweed 
^10  feet  at  sut^  level.  An  outer  court  or  a  side  yavd  at  any  given 
htight  shall  be  at  least  oo»  and  one-^ialf  inidiea  in  least  dimeqsion 
fbr  eadi  one  foot  of  such  hei^.  An  outer  eourt  at  any  ^gipen  poimt 
shflH  be  at  least  one  imtd  ono'half  inc^iee  in  least  dimension  f  et  eaob 
one  foot  of  length.  On  a  lot  not  more  than  30  feet  in  mten^  mdth 
an  6uter  court  or  a  mde  yard  at  any  given  heii^t  shall  be  not  )hb 
than  one  indi  in  least  dimension  fOT  each  one  foot  of  such  hdi^, 
and  an  inner  court  &t  any  given  hei^t  shafi  be  either  (1)  noil«B 
ikxtat  two  inches  in  least  dimension  wr  eadt  one  foot  of  suoh  height 
or  (2)  it  shall  be  of  an  equivalent  area  as  hereinafter  i^>ecified  in 
payagwoL  c  of  section  17. 

(bJ  If  the  owner  or  owners  of  any  part  of  a  C  district  set  awle 
perpetualhr  for  the  joint  recreational  use  of  the  reddenta  of  such  part 
designated,  by  them,  an  area  at  least  equal  to  10  per  cent,  of  t^  aMa 
of  such  part  in  addition  to  all  3rardB  and  court  requirem^ita  for  a 
B  district,  such  part  eliall  be  subject  to  the  regulations  herein  p»- 
ecribed  for  a  B  district.  Such  joint  recreational  spaee  shall  be  eon- 
posed  of  one  or  more  m^cts,  each  of  which  shaH  be  at  least  40ieat 
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in  least  dknension  and  5,000  square  feet  in  area  and  shall  be  am>ii9V6d 
by  the  Board  of  Appeals  as  suitable  for  the  joint  recreational  use  of 
such  residents. 

1 14.  D  districts. — (a)  In  a  D  district  a  rear  yard  at  any  given 
height  shall  be  at  least  four  inches  jn  least  dunension  for  each  one 
foot  of  such  hei^t.  The  depth  of  a  rear  yard  at  its  lowest,  level  shall 
be  at  least  10  per  cent,  of  the  depth  of  the  lot^  but  need  not  exceed 
10  feet  at  such  level.  If  a  building  in  a  D  district  is  located  in  a  resi-* 
denee  dktrict  as  designated  on  the  use  district  map,  the  depth  of  a 
rear  yard  at  its  lowest  level  shall  be  at  least  20  per  cent,  of  the  depth 
of  the  lot,  but  need  not  exceed  20  feet  at  such  leveL  However,  for 
each  one  foot  in  excess  of  10  feet  of  the  depth  of  such  rear  yard  at  its 
lowest  level,  there  may  be  substituted  one  foot  of  depth  of  unoccupied 
space  across  the  whole  width  of  the  front  of  the  lot  at  the  curb  level 
between  the  street  line  and  the  street  wall  of  the  building.  ^ 

(b)  In  a  D  district  an  outer  court  or  a  side  yard  at  any  given  height 
shall  be  at  least  two  inches  in  least  dimension  for  each  one  foot 
of  such  height.  An  outer  court  at  any  given  point  shall  be  at  least 
two  inches  in  least  dimension  for  each  one  foot  of  length.  On  a  lot 
not  more  than  30  feet  in  mean  widUi  an  outer  court  or  a  side  yard 
at  any  given  height  shall  be  not  less  than  one  and  one4ialf  indies 
in  least  dimensioti  for  each  one  foot  oi  such  height.  On  such  lot  ao 
outer  court  at  any  given  point  shall  be  not  less  than  one  and  one* 
hsM  inches  in  least  dimension  for  each  one  foot  of  length.  On  sudi 
lot  an  inner  court  at  any  ^iven  height  shall  be  either  (1)  not  less 
than  three  inches  in  least  dmiension  n>r  each  one  foot  of  such  hei^t 
Off  (2)  it  shall  be  of  an  equivalent  area  as  spedfied  in  paragraph  c  of 
section  17* 

(c)  In  a  D  district  no  building  located  within  a  residence  district 
as  designated  on  the  use  district  map  shall  occupy  at  the  curb  leveL 
more  than  60  per  cent,  of  the  area  of  the  lot.  if  an  interior  lot^  or 
80  per  cent,  tf  a  oom^  k>t.  In  computing  sucn  percentage  any  part 
of  ihe  area  of  any  comer  lot  in  excess  of  8,000  square  feet  ^Lall  be 
considaped  an  interior  lot. 

.  (d)  If  the  owner  or  owners  of  any  part  of  a  D  district  set  aside 
peipetually  for  the  joint  recreational  use  of  the  residents  of  such 
part  designated  by  them,  an  area  at  least  equal  to  10  per  cent,  of  the 
area  of  such  part  m  addition  to  dl  yard  and  court  requirements  for  a 
C  district,  such  part  shall  be  subject  to  the  regulations  herein  pre- 
sonbed  for  a  0  district.  Such  joint  recreational  space  shall  be  com- 
posed of  one  or  more  tracts,  each  of  which  shall  be  at  least  40  feet 
m  least  dimension  and  5,000  square  feet  in  area  and  shall  be  approved 
by  the  Board  of  Appeals  as  suitable  for  the  joint  recreatbnal  use  of 
sudk  residents. 

$  15.  JE  districts, — (a)  In  an  E  district  a  rear  yard  at  any  given 
height  shall  be  at  least  five  inches  in  least  dimension  for  eadi  one  foot 
of  such  height*  The  depth  oi  a  rear  yard  at  its  lowest  levd  shall  be 
at  least  15  per  cent,  of  the  depth  of  the  lot,  but  need  pot  exceed  15 
feet  at  such  level.  If  a  building  in  an  E  district  is  located  in  a  resi- 
denoe  district  as  designated  on  the  use  district  map,  the  depth  of  a 
rear  yard  at  its  lowest  level  shall  be  at  least  25  per  c^t.  of  the  depth 
of  the  lot»  but  need  not  exceed  25  feet  at  such  level   Howevia^  for 
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toaeh  one  foot  in  exoeosof  10  feet  of  the  depth  of  meh  rear  yard  at  its 
lowest  level  th&e  mav  be  substituted  one  foot  of  depth  of  unoccupied 
space  a(»o8s  the  whole  width  of  the  front  of  the  lot  at  the  curb  level 
between  the  street  line  and  the  street  wall  of  the  buildinjg.  In  an  E 
district  on  at  least  one  side  of  every  building  located  within  a  resi- 
dence district  there  shaH  be  a  side  yard  along  the  side  lot  line  for  the 
full  depth  of  the  lot  or  back  to  the  rear  yard. 

(b)  In  an  E  district  an  outer  court  or  side  yard  at  tuiy  sivai  height 
shall  be  least  two  and  one-half  inches  in  least  dimension  for  each  one 
foot  of  such  height.  On  a  lot  not  more  than  50  feet  in  mean  width 
an  outer  court  or  a  side  yard  at  any  given  height  shall  be  at  least  two 
inches  in  least  dimension  for  each  one  foot  of  such  height.  An  outer 
court  at  any  giv^i  point  shall  be  at  least  two  and  one-half  inches  m 
least  dimension  for  each  one  foot  of  length. 

(c)  In  an  E  district  no  building  located  within  a  residence  district 
as  designated  on  the  use  district  map  shall  occupy  at  the  curb  level 
more  than  50  per  cent,  of  the  area  of  the  lot,  if  an  interior  lot,  or 
70  per  cent,  if  a  comer  lot,  and  above  a  levdi  18  feet  above  the  curb 
no  building  shall  occupy  more  than  30  per  cent,  of  the  area  of  the  lot, , 
if  an  interior  lot,  or  40  per  cent,  if  a  comer  lot.  In  computing  such 
peroentage  any  part  of  the  area  of  any  comer  lot  in  excess  of  8,000 
square  feet  shall  be  considered  an  interior  lot. 

1 16.  Rear  yard8.-^(a)  Exc^  in  A  districts,  for  lots  or  portions 
of  lots  that  are  back  to  back  there  shall  be  rear  yards  extending  along 
the  rear  lot  lines  of  suc^  lots  or  portions  of  lots  wherever  they  are 
more  than  55  feet  back  from  the  nearest  street.-  Such  rear  yard  shall 
be  at  least  of  the  area  and  dimensions  herein  prescribed  for  the  area 
district  in  which  it  is  located  at  every  point  along  such  rear  lot  line. 
Witliin  55  feet  of  the  nearest  street  no  rear  yards  diaJl  be  required. 
No  rear  yard  shall  be  required  on  any  comer  lot  nor  on  ihe  portion 
of  any  lot  that  is  back  to  back  with  a  comer  lot. 

(b)  Where  a  building  is  not  within  a  residence  district  as  designated 
on  the  use  district  map,  the  lowest  level  of  a  rear  yard  shall  not  be 
above  the  sill  level  of  the  second  story  windows,  nor  in  any  case  more 
than  23  feet  above  the  curb  level.  Where  a  building  is  within  a  resi- 
dence distiict  the  lowest  level  of  a  rear  yard  shall  not  be  above  the 
curb  level,  ^Eeept  that  not  more  than  40  per  o^it.  of  the  area  of  the 
yard  may  be  occupied  by  the  building  up  Jto  a  level  18  feet  above  the 
curb  level.  In  the  case  of  a  church,  wnether  within  or  without  a  resi- 
dence district,  such  40  per  cent,  may  be  occupied  up  to  a  level  of  30 
feet  above  the  curb  level* 

(c)  Chimneys. or  flues  may  be  erected  within  a  rear  yard  provided 
they  do  not  exceed  five  square  feet  in  area  in  the  aggregate  and  do  not 
dt)stmct  ventilation. 

(d)  Except  in  A  districts,  where  a  building  on  an  interior  lot  be- 
tween lots  for  which  rear  yards  are  required  runs  through  the  blode 
from  street  to  street  or  to  within  55  feet  of  anoUier  street,  there 
Bhall  be  on  each  side  lot  line  above  the  sill  level  of  the  second  story 
windows  and  in  any  case  above  a  level  23  feet  above  the  curb  level 
a  court  of  at  least  equivalent  area  at  any  given  height  to  that  re-* 
quired  lor  an  inner  court  at  such  height  and  having  a  least  dimension 
not  kfls  than  that  required  for  an  outer  court  at  the  same  height. 
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(e)  Wl^en  a  proposed  building  ii  (ma  tot  Whidi  is  back  to  b^ 
a  bt  or  lots  on  wMdi  there  is  a  building  or  buildii^  karing  rear 
yadds  lees  in  depth  than  would  be  required  under  iSis  articte,  the 
dci^  of  t^e  rear  yatd  of  ihB  ppopoeed  ouiiding  shall  not  be  repaired 
to  DO  greater  at  any  given  level  than  the  air«rage  depth  of  ^ke  rear 
yards  direct  baok  io  foack  with  it  at  sudi  levd.  but  m  no  ease  riudl 
the  depth  of  such  rear  yard  be  less  at  any  heignt  l^ian  ^e  least  di- 
mension pnBser&ed  for  an  outer  eourt  at  sack  heig!ht. 

J  17.  Cmirte.-^si)  If  a  room  in  which  perscHis  liyO)  sleep,  work  or 
'Congregate  receives  its  light  and  air  in  wlM>leor  in  part  dinec%  from 
an  ^>en  epace  on  the  same  lot  willi  the  building,  there  shall  be  at 
least  one  inner  court,  outer  court,  side  yard  or  rear  yard  upon  whidi  a 
window  or  ventHating  skylight  opens  fiom  eaeh  room.  Sudi  inner 
court,  outer  court  or  side  yard  shall  be  at  least  of  the  area  and  di- 
mmisions  herem  pre8crd>ed  for  the  area  district  in  whidi  it  is  located. 
Such  rear  yard  shall  be  at  least  of  the  area  and  dkaensions  hereki 

Ereserd)ed  foe  an  inner  eourt  in  the  area  district  in  whidi  it  k  located, 
n  an  A  district,  such  inner  oourt,  outer  court,  side  yard  or  rear  vard 

.  dKdl  be  at  least  of  the  ai'ea  and  dimensions  n^^em  prescribed  for  a 
court  in  such  dist^ct.  The  unoccupied  space  ^thin  the  lot  in  frcmt 
of  every  part  of  such  window  shall  be  not  less  than  ibtee  feet^  meas- 
ured at  right  angles  thereto. '  Courts,  yards  and  other  open  iq>aoee, 
if  provided  in  addition  to  those  required  by  this  section,  need  not  be 
of  the  area  and  dimensicms  herein  prescribed.  The  provisions  of 
this  sectiim  shall  not  be  deemed  to  apply  to  coiurt.s  or  shafts  for  bath 
rooms^  toilet  compartments,  liallways  or  staiiways. 
«  ^)  The  least  dimensicm  of  an  outer  court,  inn^  eourt  or  side  yard 
■at  its  lowest  level  shall  be  not  less  than  four  feet,  except  that  wlme 
the  walls  bounding  a  side  yard  withm  the  lot  are  not  more  than  25 
feet  in  mean  height  and  not  more  than  40  feet  in  length,  such  least 
dimension,  except  in  an  E  district,  may  be  not  leas  thui  three  feet. 
Where  any  outer  court  opens  on  a  street  such  street  may  be  consid- 
ered as  part  of  sudi  court. 

(o)  The  least  dimension  of  an  inner  eourt  at  any  given  height  shall 
be  not  less  tiian  that  whidi  would  be  required  in  inches  for  each  onie 
foot  of  height  f ot  a  rear  yard  of  the  same  height,  except  t^at  an  inner 
court  of  equivalent  area  may  be  substituted  for  said  court,  provided 
that  for  such  ai^ea  its  least  aimennon  be  not  less  than  one4ialf  of  its 
^^^■eatest  dimension.  If  an  inner  court  is  connected  with  a  street  by  a 
side  yard  for  eiieh  on^  foot  that  such  skte  yard  is  less  than  65  feet 
in  depth  from  the  street,  one  square  foot  may  be  deducted  from  the 
lecpiired  area  of  the  inner  eourt  for  ea^  15  feet  of  heiffht  of  such 
court.  If  the  }ot  is  not  required  under  thi^  reecdution  to  have  a  rear 
yard,  an  outer  court,  not  opening  on  a  street,  shall  (men  nJt  any  lev«l 
on  an  inner  oourt  on  the  rear  line  of  the  k)t  and  such  mner  oourt  shidl 
be  deemed  a  rear  yavd  in  such  case. 

§  18.  Area  district  iixceptions.-rr(e)  The  area  required  in  a  eourt 
or  yard  at  any  given  level  shall  be  open  from  such  level  toihe-slry 
unobstructed,  exo^t  for  the  ordinary  projections  ot  skyli^^ita  and 

•  parapets  above  the  bottom  oi  such  oourt  or  yard,  mod  except  for  tlie 
ordinary  projections  of  window  sills,  bdt  courses,  comioes  aoid  otfiar 
ornamentalfo»tarc0totbeesrt»atofnotmofe<teii£ouriiMlM8^  Bow^ 


ever,  whaie  &  Bide  yuet  w  aii  outer  ocmrt  open*  on  »  street  r  ooniee 
mas'  project  not  qver  five  feet  bto  fliich  side  yard  or  outci>  oouit 
wiH^  fiye  feet  ef  the  street  wall  of  the  buitdiDg.  And  piovided  that 
m  w  £  district  a  oae-family  reeideBoe,  detaebed  on  ^  sldsi  aad 
hAvi|]^  OB  oBe  Hkt<)  a  side  yud  of  a  dear  aad  unobetnictai  wtdlh 
ik  not  leee  thui  five  feet,  m^y  have  a  ooTBioe  or  eavfl  pro^eating  urt 
more  than  two  feet  six  iRchesinto  a  aide  yaid  on  tfceoppoeileme.* 

(b)  Ab  open  or  latti(«  en^oeed  iron  fire  escape,  fir^Mwof  outside 
stiurivay  or  soKd-floored  balooay  to  a  fire  towfr  may  project  not 
more  than  (qus  feet  ioto  a  rear  y^  or  an  iaa^  court,  exoept  that 
an  open  or  lattiee  enoloeed  iros  &M  eseape  mt^  projeat  not  more  tluin 
ci^t  feet  into  a  rear  yard  or  into  an  inner  oourt  when  it  does  not 
pceupy  more  Vhxa  90  per  eont.  of  the  araa  ot  suoh  JBBor  eourt. 

(c)  A  comer  ti  a  eoiurt  or  yard  may  be  eut  ofF  between  wa^  of  tiie 
senile  building  provided  that  the  tength  of  the  wall  of  mtek  oiit-(A 
does  not  mceed  seveo  feet. 

(d)  An  offset  ta  4  eourt  or  ya^  m^y  (m  considered  as  a  paH  ol 
suoh  eourt  or  yard  jirovided  that  it  is  bo  deeper  in  any  part  than  It  is 
wide  9n  the  opep  side  and  that  such  open  side  be  in  no  caae  lass  than 
BIX  feet  wide. 

(e)  If  a  builf]^  ie  Meeted  oit  tbe  B^e  lot  with  eno^er  buSding 
the  several  buildings  shall,  for  the  purposes  of  this  urtide,  We  eon- 
adero)  as  a  single  buili^Di;.  Any  stnioture,  wbettier  ind^^td^it 
of  or  attached  to  a  building,  shall  tor  the  purposes  of  this  aitwie  bo 
deemed  a  buildio^  or  a  part  erf  a  building. 

(f)  IS  an  additional  story  or  stories  are  acjded  to  i 
ing  qt  the  time  of  the  passage  of  this  resolution,  the  ( 
<rf  which  do  not  conform  to  the  requiremeots  ot  this 
dimenxions  of  y^rds  and  courts  ^ejl  be  isereaeed  fro 
exLrting  yard  or  rourt  walla,  as  though  th^  k 


Article  V. — Gbner^l  Aim  ABiamernAfrm. 

{  19.  InUrpretaiian^  purptse. — 'In  interpreting  and  applying  the 
provitawia  of  iJus  resolution,  they  shall  be  hold  to  be  the  ■ninmnw 
requirsments  adopted  for  the  pronaotion  of  the  publia  health,  safety, 
eomfort,  cOKveuence  and  Konerai  welfare.  It  is  not  intended  by 
4^)8  resolution  to  r^wal,  abrogate,  annul  fo'  in  any  way  to  impotr 
or  interfere  with  any  ezuting  proyiaiBB  oi  law  or  otdiuiwe  or  any 
rulee,  ragulaticffis  or  penoita  pravtously  adopted  or  issued  or  which 
iball  be  adopted  or  issued  puisuant  to  law  relating  to  tka  use  of 
braiding  or  prenusMj  nor  is  it  int»ded  by  thia  res^utioB  to  inter- 
fere with  or  abrogate  or  annul  any  easements,  eoveaanla  or  other 
s|j,iniiiiiiiiiils  b^ween  parties;  provided,  however,  that  irtiere  this 
resolution  impesei  a  Ereatn  Festriction  upon  tbe  uee  of  buJldiiw 
or  premises  or  upon  neight  of  buiMinf^  or  requires  lama  ytaOK, 
courts  or  othe*  open  spaces  than  are  imposed  or  reauiied  by  sutb 
eids^i^  provision  of  law  or  ordinance  o>  by  suoh  rulea,  regidat(Bas 
•r  SI.  I«7. 


/ 
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OT  permits  or  by  such  easements,  oovenants  or  agreements,  the 
piovisions  of  this  resolution  shall  o«ntrol. 

{20.  BmUm  and  reguUUums;  nwdijkabUms  cf  provisions, — ^The 
Bc^und  of  Standards  and  Appeals,  created  by  chapter  503  of  the  laws 
of  ldl6,  shfdl  adopt  from  time  to  time  such  nues  and  regulations 
as  they  may  deem  necessary  to  carry  into  effect  the  provisions  oi  this 
redc^utbn.  Where  there  are  practical  difficulties  or  unnecessary 
haid^ps  in  the  way  of  carrying  out  the  strict  letter  of  the  provisiona 
of  this  resolution  the  Board  of  Appeals  shall  have  power  in  a  specific 
case  to  vary  anv  such  provision  m  harmony  with  its  general  purpose 
and  intent,  so  that  the  public  health,  safety  and  general  welfare  may 
be  secured  and  substantial  justice  done.  Where  the  street  layout 
actually  on  the  ground  varies  from  the  street  layout  as  shown  on  the 
use,  height  or  area  district  map,  the  designation  shown  on  the  mi^ped 
street  shall  be  appUed  by  the  Board  of  Appeals  to  the  unmapped 
streets  in  such  a  way  as  to  carry  out  the  intent  and  purpose  of  the 
plan  for  the  particular  section  in  question.  Before  talung  any  action 
authorized  in  this  secticm  the  Board  of  Appeals  shall  give  pubhc  notice 
and  hearing. 

§  21.  Unlaufvl  use;  certificcUe  of  occupancy. — ^It  shall  be  unlawful 
to  use  or  permit  the  use  oi  any  building  or  premises  or  part  thereof 
hereafter  created,  erected,  changed  or  converted  wholly  or  partly 
in  its  use  or  structure  until  a  certificate  of  occupancy  to  the  effect 
that  the  building  or  premises  or  the  part  thereof  so  created,  erected, 
changed  or  converted  and  the  proposed  use  thereof  conform  to  the 
provisions  of  this  resolution  shall  have  been  issued  by  the  superin- 
tendent of  building  of  the  borough  in  which  such  building  or  premises 
is  located,  or,  in  the  case  of  a  tenement  house  as  defined  m  the  Tene- 
ment House  Law,  by  the  tenement  house  commissioner.  In  the  case 
of  such  buildings  or  premises  it  shall  be  the  duty  of  the  superinten- 
dent of  buildings  or  the  tenement  house  commissioner,  as  the  case 
may  be,  to  issue  a  certificate  of  occupancy  within  ten  days  after  a 
request  for  the  same  shall  be  filed  in  his  office  by  any  owner  of  a 
building  or  premises  affected  by  this  resolution,  provided  said  build- 
ing or  premises,  or  the  part  thereof  so  created,  erected,  changed  or 
converted,  and  the  proposed  use  thereof,  conforms  with  all  the  re- 
quirements herein  set  forth.  Under  rules  and  regulations  of  the 
Board  of  Standiu*ds  and  Appeals  a  temporary  certificate  of  occupancy 
for  a  part  of  a  building  may  be  issued  by  the  superintendent  of  Duikt- 
ia^  or  the  tenement  house  commissioner  as  the  case  may  be.  Upon 
wntten  request  from  the  owner,  the  superintendent  of  ouildings  or 
the  tenement  house  commissioner,  as  the  case  may  be,  shall  issue  a 
certificate  oi  occupancy  for  any  building  or  premises  existing  at  the 
time  of  the  passage  of  this  resolution  certifjong  after  inspection  tiie 
mse  of  the  building  or  premises  and  whether  such  use  conforms  to  the 
provisions  of  this  resolution. 

{22.  Enforcement^  legal  procedure,  penalties, — ^This  reeolutioii 
shall  be  enforced  by  the  tenement  house  commissioner,  the  fire  com- 
nusnoner  and  by  the  superintendent  of  buildings  in  each  borough 
under  the  rules  and  regulations  of  the  Boiurd  of  Standards  and  Ap- 
peals. The  tenement  house  commissioner  shall  enforce  the  provisions 
herein  oontained  in  so  far  as  th^  affect  or  relate  to  tcmement  houses 
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as  defined  by  the  Ten^nent  House  Law.  The  superintendent  ol 
building  shall  in  each  borough  enforee  the  provisions  h^lrein  con- 
tained m  so  far  as  they  relate  to  buildings  or  premises  other  than 
tenem^it  houses.  The  fire  commissioner  aball  enforce  the  provisioi» 
herein  contained  in  so  far  as  they  relate  to  the  use  of  completed 
buildings  or  premises,  gt  part  thereof,  other  than  tenement  houses. 
For  any  and  every  violation  of  the  provisions  of  this  resohition  or  of 
the  rules  and  regulations  ad<^ted  thereunder,  the  owner,  general 
agent  or  contractor  of  a  building  or  premises  where  such  violation 
has  been  oommitted  or  shall  exist,  ana  the  leasee  or  tenant  of  an  en- 
tire building  or  entire  premises  where  such  violation  has  been  com- 
mitted or  i^all  exi^t,  and  the  owner,  general  agent,  contractor,  lessee 
at  tamnt  of  any  part  of  a  building  or  premises  in  which  part  such 
violation  has  been  oommitted  or  shall  exist,  and  the  general  agent, 
architect,  builder,  contractor  or  any  other  person  who  commits, 
takes  part  or  assists  in  such  violation  or  who  maintains  any  building 
or  premises  in  which  any  such  violation  shall  exist,  shall  be  liable  to 
the  same  legal  procedure  and  the  same  penalties  as  are  prescribed 
in  any  law,  statute  or  ordinance  for  violations  of  the  Building  Code, 
and  for  such  violations'the  same  legal  remedies  G^all  be  had  and  th^^ 
shall  be  im)secuted  in  the  same  manner  as  prescribed  in  any  law  €t 
ordinance  in  the  case  of  violations  of  said  Building  Code. 

§23.  Amendments,  aUeroHons  and  tinges  in  district  lines.  The 
Board  of  Estimate  and  Apportionment  may  from  time  to  time  on  its 
own  motion  or  on  petition,  after  public  notice  and  hearing,  amend, 
supplem^it  or  change  the  regulations  and  districts  herein  e^bablidied. 
Wn^iever  the  owners  of  50  per  cent,  or  more  of  the  frontage  in  any 
district  or  part  thereof  shall  present  a  petition  duly  signed  and  ao* 
knowledgea  to  the  Board  of  Estimate  and  Apportionment  r^uesting 
an  amendment,  supplement,  change  or  repenu  of  the  regulations  pre- 
scribed for  sucn  district  or  part  thereof,  it  shall  be  the  duty  of  the 
Board  to  vote  upon  said  petition  within  90  davs  after  the  filing  of  the 
same  by  the  petitioners  with  the  secretary  of  uie  Board.  If,  however, 
a  prot^t  against  such  amendment,  supplement  or  change  be  pre- 
sented, duly  signed  and  acknowledged  by  the  owners  of  20  per  cent, 
or  more  of  anv  frontage  proposed  to  be  altered,  or  by  the  owners  oi 
20  per  cent,  of  the  frontage  immediately  in  the  rear  thereof,  or  by  the 
owners  of  20  per  cent,  of  the  frontage  directly  opposite  the  frontage 

Eroposed  to  be  altered,  such  amencmient  shall  not  be  passed  except 
y  the  unanimous  vote  of  the  Board.  If  any  area  is  hereafter  trans- 
ferred to  another  district  by  a  change  in  district  boundaries  by  an 
amendment,  as  above  provided,  the  provisions  of  this  resolution  in 
regard  to  buildings  or  premises  existing  at  the  time  of  the  passage 
of  this  resolution  shall  apply  to  buildings  or  premises  existing  at  the 
tune  of  passage  of  such  amendment  in  such  transferred  area, 

§  24.  Completion  and  restoration  of  existing  buildings, — (a)  Noth- 
ing herein  contained  shall  require  any  change  in  the  plans,  construc- 
tion or  desifljnated  use  of  a  building  for  which  a  building  permit  has 
been  heretofore  issued,  or  plans  for  which  arex>n  file  with  the  building 
superintendent  or  with  the  tenement  house  department  at  the  time  m 
the  passage  of  this  resolution,  and  a  permit  for  the  erection  of  which  is 
issued  within  three  months  of  the  passage  of  this  resolution  and  the 
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toDfllnietioa  of  which,  in  either  oaae)  dhall  have  b^en  diligenUyp^Dse^ 
euted  witibiQ  a  year  oi  the  date  of  sudh  pemlit^  aad  iAi&  gtouad  dtoi^ 
frattiewcnrk  of  whidi.  indudihg  the  seeoild  tier  of  beiUEha,  ehaU  liav^ 
been  completed  witnixi  such  year^  and  which  entire  buikiing  ^^all 
be  completed  according  to  such  phuis  as  filed  within  five  years  f renaf 
the  date  of  the  passage  of  this  resolUtiOBi  f^vided^  however^  tiat 
anv  pkui,  other  than  a  |^n  for  a  gahige  for  more  thaik  five  motot 
Vebicies,  filed  with  the  building  superint^ident  ot  with  the  teitaneiit 
h<M7se  department  on  July  26,  or  July  27,  1910,  aoid  a  permit  for  the 
erection  of  which  is  issaed  prior  to  Dbcebiber  25^  1916,  shal  be 
deemed  to  hare  been  filed  tit  me  tiihe  of  the  passage  of  this  re^utiotii. 
Provided,  also^  that  th^  Board  of  Appeals  may,  after  pubhe  notice 
and  hearmg,  extend  for  not  to  exceed  one  year  ihe  tieae  within  which 
siitAi  gtoundnitoiy  framework,  iAcludibg  the  aeecHid  tier  bf  beamii« 
shaUms  comt)leted  in  any  case,  where,  in  the  judgm^it  of  toid  Bofkrdy 
aetuU  donstruction  or  fabrication  w£ts  begun  earty  enough  to  ailf^w 
vatd^  the  then  existing  Conditions  adequate  time  foi^  ooioipletioa 
is  above  specified,  and  where  such  construction  or  fabrication  was 
dilig^ti^  prosecuted  and  where  su(!Ai  completion  has  been  prevented 
by  cdndituMiB  impossible  to  fofese^  and  beyond  thfe  control  of  tha 
ownei'  and  biiikiet** 

(b)  Nothing  in  this  re^lulaoti  ^udl  prevent  ^e  nSstohttion  iji  a 
biifloing  Wholfy  Ot-  pal'tly  des^^rOyed  by  fire^  toplosion,  act  of  God  or 
act  of  mt  public  enemy  or  prevent  th^  eontinuance  of  the  Us^  of  sudl 
building  or  pcort  thereof  as  such  use  existed  at  the  time  of  suc^  <1»- 
stnioiidn  of  stioh  buildkii^  oi^  part  thertof  or  prevent  a  change  of  such 
existmg  use  under  the  hmitations  providea  in  section  6.  Nothlflg 
m  this  rmokition  shall  prievent  the  restoration  of  a  wall  declared  uli«> 
safe  by  the  superintendent  of  buildini^  or  by  a  boaid  of  surt^. 

§25.  When  eiff€etiH>e,*^ThiB  rescdution  i^miII  take  effect  hnmedi- 
atmy. 

I     >    I      M        ■■ 

Note. — ^The  Height,  Area  and  tJse  District  maps,  which  are  a  {Mtft 
of  the  above  resolution,  are  on  sal^  in  the  office  of  the  Secrctai^  of 
the  Board  of  Estimate  and  Atoportiontnent,  Room  1356,  Municit  * 
Building.  Thea^e  are  111  sections  in  the  complete  set  of  thfe  H^igl 
Area  and  Use  maps.  The&e  sections  are  sold  for  6v0  cents  ^W 
The  Height,  Area  and  Use  maps  in  bound  forbi  are  tl  eac^t  of  18  fof 
the  three  complete  maps. 

*  Pat^iri4>h  a  «f  fidioli  84,  amfended  as  above,  December  15, 1916,  and  Oelalta 
19,  1917. 

NOTES 

Validity.  The  Buiklti^  2ene  r^flolutioB  has  the  legal  effect  of  a  ttetutev.  ^oote 
ex  rel.  Getton  v.  Lee.  llOMiso.  619;  West  Side  Mtge.  Co.  v.  Leo.  174  N.  Y.  »lp|>. 
451. 

SeetiM  6.  As  to  the  meaiUng  of  "  use/'  see  Peopls  ei  rd.  Wohl  ▼.  Leo,  109M»e. 
448. 

Section  7.  For  i^peals  to  Board  of  Appeals,  subd.  a,  see  People  ex  rel.  Fadey  v. 
Leo,  110  Misc.  516,  atf'd  193  App.  EKv.  910;  People  ex  pel.  Cotton  r.  Leo,  IfO  Miae. 
519;  as  to  S0%  dame  subd.  g,  see  People  ex  rel.  MbAvoy  v.  Leo,  109  Miso.  2SA. 
Gataae.  sUbd.  e.  nay  be  elvot^.   West  Side  Mtge.  Co.  v.  Leo.  174  N.  Y,  Sum).  451. 

Section  20.  As  to  garage,  see  People  ex  rel.  Sendem  v.  Walsh^  108  Misc.  193. 


ADDENDUM 

An  Ordinance  Fixing  the  Standard  of  Time  throughout  the  City 
of  New  York. 

Whereas,  The  Congress  of  the  United  States  has  over-ridden  the 
veto  of  Pi^esident  Wilson  in  the  Daylight  Saving  Law,  a  statute 
which  from  a  humanitarian  standpoint  has  contnbuted  largely  to 
the  comfort,  well-being  and  contentment  of  the  great  body  of  wage 
earners  in  all  the  industrial  centres  of  the  United  States,  without 
detracting  from  a  proper  measure  of  service  to  employers,  whidi 
has  afforded  the  workman  the  opportunity  to  enjov  the  society  of 
his  family  by  the  light  of  day,  which  has  enabled  the  bread-winner 
to  spend  more  time  in  the  improvement  of  his  mind  and  body, 
which  has  given  an  extra  hour  of  air  and  sunshine  to  the  toiler  m 
the  shop  and  the  factory  in  the  recuperation  of  health;  and 

Whereas,  This  repeal  was  effected  through  the  mistaJcen  effort  of 
the  farmer  employer,  inspired  and  augmented  by  the  avarice  said 
selfishness  of  the  lighting  trusts  throughout  the  oountiv;  and 

Whereas,  The  Board  of  Aldermen  of  The  City  of  New  York, 
voicing  the  ^sentiment  of  the  overwhelming  majority  of  those  who 
labor  m  the^  diversified  industrial  occupations  of  the  cosmopolitan 
city,  who  have  realized  through  practical  application  the  great  boon 
of  one  hour's  extra  daylight  for  mental  improvement  and  physical 
recreation,  enacts  the  following  ordinance: 

Be  it  Ordained  hy  the  Board  of  Aldermen  of  The  City  of  New  York, 
aafoUows. 

That  the  standard  time  throughout  The  City  of  New  York  is  that 
of  the  seventy-fifth  meridian  of  longitude  west  from  Greenwich, 
except  that  at  2  o'clock  ante-meridian  of  the  last  Sunday  in  Marcn 
of  each  year  such  standard  time  throughout  The  City  of  New  York 
shall  be  advanced  one  hour,  and  at  2  o'clock  ante-meridian  of  the 
last  Sunday  in  October  of  each  year  such  standard  time  shall,  by 
the  retarding  of  one  hour,  be  returned  to  the  mean  ustronomical 
time  of  the  seventy-fifth  meridian  of  longitude  west  from  Green- 
widi,  and  all  courts,  public  ofl&ces  and  legal  and  ofl&cial  proceeding* 
shall  be  regulated  thereby. 

Adopted  October  14.  1919.    Approved  October  24, 1919. 
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INDEX 

(See  Cro8s4leferenoeSy  577,  for  Notes  and  matters  not  in  the  Code 

of  Ordinances) 


Advertisements,  misleading,  forbidden .  .  . 

placarcbs  and  posters,  article  2 

Advertising  vehicles 

Ammmiition.    (See  Explosives.) 
Amusements  and  exhibitions.    (See  Motion 

Pictm«s.) 
licenses  required,  theatre  tickets .... 

fees  for 

admission  tickets 

revocation 

unlicensed  performances  enjoined 

amateurs  and  charitable  excepted 

charity  entertainments .;...... 

places  of,  exit  re^quirements 

fire  prevention 

obstruction  of  aisles 

sale  of  liquor 

Sunday  ooservance 

ticket  speculation 

violations 

Animals.    (See  Sanitary  Code.) 

dog  stealing 2    27  570 

Apartment  houses.    (See  Fire  Prevention.) 

Areas.    (See  Streets.) 

Asylums.    (See  Fire  Prevention.) 

Auctions  in  streets 30    23  499 

Automobiles.     (See  Trafiic  Regulations, 
Parks.) 

Awnings,  article  5 .  / 23  500 

Auctioneers,  to  be  licensed la    27  570 

B 

Balustrades.    (See  Streets,  projections.) 

Barber  poles 

Bathing  in  public 

Bay  windows 
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Bells.    (See  Traffic  Regulations.) 

Billiard  and  pool  tables,  article  2 

Board  meetings  to  be  open  to  public 

Boarding  houses.    (See  Fire  Prevention.) 

Boilers  in  vessels,  tested  by  police 

Bonds  of  city  officers 

Borough  president: 

accounts .' . 

payment  bills 

pwtnils •• 

receipts,  disposition ., 

reports 

jurisdiction.    (See  separate  Readings 

under  "Streets.") 
city  surveyors,  article  10 ..,.,.... . 

contracts,  article  2 

permits 

public  improvements 

sewers  and  drains , 

street  cleaning 

requirements: 

accounts 

payment  of  bills 

receipts,  disposition 

r^orts 

Bowling  aue3rs ^ ..... . 

Bread,  bakiiig  and  sale 

Bridges: 

names  of 

speed  of  vehicles  on 

Broaaway,  projections  thereon  forbidden. 

Building  matenals  not  to  obstruct  streets     14Q-142    23 

Building  Code: 

actions,  article  32 

aisles  and  passageways.    (See  Theatres^) 
alterattmiB  of  buildings: 

seneraQy 

mme 

non-fireproof , . . 

must  be  approved 

apartment  houses: 

classified 

oonstraetion,  amended 

application  for  permits 

areas 

awnings 

balustrades 

base  courses , 

bay  windows,  construction  of 

bathrocuns.  likht,  ventilation 

beams.    (See  Iron  and  Steel.) 

wooden 280     5  161 
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bill  boards.    (See  ''StiOol8>^'  geBerat 
index.) 

brick 28      5 

brick  mssotxry. 2SQ      5 

building  msterials: 

specifications  for. ^"^      ^ 

streng^- QQ--&2      5 

buildings: 

classification  of,  artide  4 5 

to  be  fii^proofed 72      5 

safeguards  during  construction,  ar- 
ticle 10 5 

bulkheads  and  scuttles 425      5 

business  buildings,  classified. 70      5 

light,air m      $ 

cast  iron 30      5 

cellars. 440-442    d 

cement , ■. 23      6 

certificate  of  occupancy. 6      6 

chinmeys,  article  19 5 

collapsed  structures,  article  31 5 

columns . . . . , 52      5 

ccMicrete 170,  337      5 

concrete 28^     5 

f oir  reiirforced  work 332      5 

construction,  safeguards  during*-^«(Ft^ 

ide  10 5 

cornice , 170      5 

oomicQB  andfutter 422      5 

courts,  light  m 135      5 

curtain  walla.    (See  Walls.) 

dangera>us  buildmgs,  article  31 5 

definitions,  smenaea 2      5 

doors,  and  abutters,  fireproof 375      5 

doorways 1JS»8      5 

drainage,  article  20 5 

ducts ., ..,  402      5 

dweUing-house,  classified* TO-     l» 

elevators,  asticle  27 560      5 

employees  hove  right  to  enter  build- 
ings  XO      5 

enforcement,  Article  32 *  5 

encroachments,  article  9.. 5 

excava(tions 230      5 

exit  f  aoiUties,  artide  8 ^ . . .  5 

factory : 70*73      6 

fences 477      5 

fire  appUances,  artide  28. 580      5 

fire  escapes 162      5 

piojecting 172     5 
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fire  limits.    (See  Frame  Constructions.) 

Manhattan  (subd.  1) 90 

Bronx  (subd.  2) 90 

Brooklyn  (subd.  3) 90-06 

Queens  (subd.  4) 90 

suburban  limits 91 

r            enlar^ng  buildings 92 

repairing  buildings  within 93 

buildings  in  construction  ivithin.  95 

frame  buildings  permitted 96 

fire  partitions 372 

fireproof  construction,  article  17 

fireproofing,  when  required 72 

iron  aud  steel  construction 351 

floors  and  roofs 354 

fire  walls  and  shafts,  article  18 

floor  capacities 55 

floors,  fireproof 354 

floor  lights 444 

;       floor  loads 52 

flues 392 

foundations  generally 232 

foundation  walls 236 

fi'ame  buildings,  article  22. ... . 470 

gas  appliances 600 

gutters  and  cornices. 422 

eating  apparatus,  article  19 

heights  of  buildings  d^ned 2 

hoistways 374 

hollow  building  bricks 29 

hollow  building  blocks: 

fiiteproof '    371 

masonry 254 

interior  finish 356 

iron,  cast 30 

iron  and  steel  construction,  article  15  300 

bolting 307 

cast-iron  columns 300 

columns  d  steel .......... 301 

lintels 303 

rivetting 306 

trusses 305 

leaders  and  roofing. . '. 423 

lij^t,  article  7 

lime 25 

loads 53 

mansard  roofs 427 

masonry,  article  13 

wall  thicknesses 257 

masonry-woik,  safe  loads  for 53 

matenius;  different  kinds,  article  2 . . . 
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66 
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68 
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69 
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70 
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72 

5 

73 

5 
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73 
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5 

110 

5 

65 

5 

110 

5 

111 

5 

117 

5 

63 

5 

111 

5 

132 

5 

61 

5 

192 

5 

91 

5 

93 

5 

133 

5 

154 

5 

130 

5 

122 

5 

50 

5 

120 

5 

57 

5 

117 

5 

96 

5 

115 

5 

58 

5 

102 

5 

105 

5 

102 

5 

103 

5  . 

104 

5 

105 

5 

104 
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130 

5 

73 

5 

56 

5 

61 

5 

131 

5 

94 

5 

97 

5 

61 

$ 

65 
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modifications 6 

mortar 27 

when  cement  used 256 

motion-picture  theatres,  article  24 . . . 

notices  of  violations 650 

non-fireproof  buildings 71 

occupancy 5 

office  buildinjg  classified 70 

one  story  building 74 

openings,  protection  of 375,  376 

orders,  article  32 

partition  fences  and  walls,  articles  11     210-215 

partitions,  fireproof ed 355 

peaialties •. 654 

permits 3, 4 

pUe  foundations ^5 

piping,  article  29 

plans  and  specifications: 

to  be  filed 3 

must  be  approved  (subd.  5) . . . .  4 

plumbing,  article  29 600 

projections,  article  9 

protection    during    construction — 

article  10 <. 

protection  for  public  in  certain  build- 
ings   490-493 

pubhc,  protection  for  in  certain  build- 
ings       490-493 

pubhc  buildings: 

classified 70 

Ught.  ventilation 132 

reinforced  concrete  construction,  art.  16 

remedies,  article  32 

repairs,  when  ordinary  are  excepted . .  3 

residences,  defined 70 

li^t,  ventilation 130 

retainmg  walls,  article  11. 211 

roofing,  article  20 

sand 24 

safeguards: 

against  spread  of  fire,  article  18 

during  construction,  article  10. . 

sidewalk  sheds 191 

scope 1 

shafts,  amended 373 

schools,  to  be  fireproof 70 

sheds,  over  sidewalk 191 

shutters  and  doors,  fir^)roof 375 

sky-H^ts. . . . . . . 425 

slor-lights.    (See  Signs,  general  index.) 
-       smoke-pipflB 403      5  128 
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161 
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120 
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154 
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136 
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74 
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161 
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52 
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116 

5 

84 

5 

85 

5 

49 

5 

118 

5 

:  64 

5 

85 

5 

120 

5 

130 

mi 


Building  Oade — Ccntinued: 

stairs: 

interior 

exterior ....,...,.* 

fire  towers 

standpipes ......> 

steam  or  hot  water  pipes. ......... 

steel: 

cast 

structural 

steel  and  iron  conflriruction,  article  15w 

steps 

tanks ,.. 

temporary  «upports,  article  10. 

tenement  houses  classified.. . .  ^ . . . . . 

theatres,  artidie  25 

theatres,  motion-pictures,  article  24. 

timber -construction,  article  14. .... . 

treads  in  Tnstory  buildings 

unsafe  building,  article  31 

vaults  under  sidewalks « . . 

vent  fines 

ventiliation,  article  7 

violations,  article 32 ,.*. 

waUs.    (See  Masonry,  article  13.) 

wood  construction,  artide  14. ..... . 

working  stretteftltfad  loads,  article  3. 
Building  2k)ne  Law 
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153   5 

77 

154   5 

79 

156   5 

79 

581   5 

153 

400   5 

129 

30   5 

58 

30   5 

58 
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102 

170   5 

82 

428   5 

131 

5 
70   6 

St 

5 

141 

5 

137 

5 

100 

150   5 

65 

5 

156 

170   5 

83 

401   5 

127 
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73 

6 

161 

6 

100 

5 

58 

• 

581 
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Gabs.    (SeeHadci.) 

Cellar  doors  and  steps.    (Seefitrotte). 

Charities  (public); 

institutions,  admission  ta. ........ .  1      6 

libraries 3      6 

inmates,  clasaification. 2     6 

employment  and  discipline. .  % . .  4     6 

instruction 2      6 

Oiauffeurs.    (See  Hacks.) 

Chimnev  fires 30    12 

City  debt,  tegulations,  artide  L 2 

Otyflag 3      1 

seal. 2      1 

City  Magistrates*  Courts. 4    27 

City  marshal:  

badges  of 230      2 

impersoniatini  forbidden..... . ... ....  231^2      2 

City  officew*  bends ..•..  270      2 

Citi^  surve3K>r8,  nides  and  regulations. ...       240-244    2 

Civil  service.    (See  Officers  of  Cit^.) 

Coal,  sale 31  26 
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C(HnmissioDer,  actifi^  may  be  appoistted. . 
Common  shows,  regulations  oonceming. . 
Comptroller,  custodian  certain  papcos. . . 
Contracts  for  wpfk  or  supplies  for  city: 

general  provisions .!.... 

borou^  improvtm^ts 

plans  and  surye^rs . . .  f. ,. . ,  ^  „^ .  ^ .  ^. . . 
proposals  for  estimates  to  be  issued.. 

form ....,, 

estimates: 

oc^tentp « « • 

"estimate  box" 

execution 

opening ..,...,i, 

samples. 

contract: 

award , , ..,..•.. 

bond. ,•••... 

filing  with  oomptcoUer.^. ...... 

extra  work ...*... 

indemnity  clause 

payments: 

^^eral 

m  installments ', 

certificate  of  amowk^due..*. . . . 

d^yed. 

inspection  (assessraont  work) ... 

inspector  and  surveyor's  affidavits 

security  for 

non-p^ormance  of 

protection  ac^Eunst  accidents 

reletting < . 

report  of  outstanding , . . 

snow  remov^,  pay  (n  vFOitoea. «... 

Corporation  counsel,  article  8 

Correction%  departqoent  of ^^^ 

manufacturing  fund ^. 

Courtyards.    (See  Streets.) 

D 

Dealers  in  second-hand  articles,  article  4. 

Definitions > 

Di^artment,  acting  head  may  be  desi^giated 
Department  of  Charities,  general  provisions 
D^artment  of  Oovrections,  general' provi- 

.  sions '.,'..',,.,,,',,, 

Department  of  pocks  and  Fenies,  general 

provisions i ......,,, ; 

D^artment  of  Fecks,  general  providons. . 
Dirt  carts,  ii^rtide  5 j ...  i .  i  i ....  i 
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DodoSy  ferries  and  harbor  control:  section. 

cargoea,  rules  and  regulations. 60-64 

deffiiitions '     1 

protection  of  navigation: 

dredging.....; 50 

dumping .....;..; 122 

obstructions. 120,  121 

^                      removal  of  refuse  from  yessds  123 
water-front  property: 
apportionment: 

canal  boats 13 

city  purposes,  generally  10 

floatmg  oaths. .......  11 

garden  produce . ; 14 

oysters  and  other  shc^  fish  15 

recreation  piers 12 

improvement: 

general  inx)visions. ....  30 

floating  docks ....  34 

opening  pavements  '  33 
platforms  for  fish 

trade .  32 

sheds  on  piers ....  31 

violations 35 

maintenance: 

cleaning,  dredging  and 

repairing 50 

incumbrances  and  ob- 
structions: 

removal... 54 

,                   sale . .....;  65 

storage. . . ; 53 

vehicles. . . . . ;  56 

violations. .......  57 

overloading  with  cargo.  61 

obstructions; .........  52 

wharfage,  rules  and  r^idations; .         80-00 

DogHstealing  foroidden :..;..;..  2 

Drains.    (See  Sewers.) 
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Electrical  CJontrpl: 

armored  work ;..;.... 

cut  outs 

definitions 

electric  signs 

fixtures • ; 

fuses , 

general  provisions,  artide  1. . . 

.  ^neratprs ; 

mside  work,  article  4. :;.;..; ; 
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E3eetrical  Control-''*0>ittinued:  sbction.    ch. 

motors. 208      9 

outside  work 31a      9 

rosette^ » 571      9 

si^iallii^  systems. 685      9 

switchboards 203      9 

switches,  cut-outs,  etc 419      9 

violatiotts 700      9 

wireless  telegraph  apparatus 686      9 

wires,  generfi 410      9 

Electric  signs,  general  provisioDs 215      23 

Elevated  railroads.    (See  Railroads.) 

Employees  of  city,  hours  of 8      1 

En^loyees.    (See  Officers  and  Employees 

Employment  bureau,  public,  article  12 2 

Eiicroachments    and    projections.      See 
Streets.) 

Encroachments  on  park-streets 60-62    17 

Excavations^  article  9 23 

Ei^losives: 

alcohols^  article  21 ...*...  10 

ammunition,  article  5 10 

blasting  caps 67    10 

bonds,  JEUiiiGle  3 10 

calcium  carbide,  article  16. 10 

ccTtificiteSj  article  2 10 

cluuritiJi)le  mstitutions 45    10 

chemical  suppty-houses,  article  24. . .  10 

oombu^ble  mixtures,  article  10 10 

definitions 1    10 

drug-stores,  retail,  article  25, ......  10 

drug-stores,  wholesale,  article  24.  .w  ^  10 

dry-detoini,  article  13 10 

dyeing  ^stiuSlishm^it,  article  13. ....  10 

explosive,  regulations,  article  4 10 

fees,  article  8 :  10 

fireworks,  article  6 10 

garages,  article  11 10 

gases  under  pressure,  article  17 10 

general  provisions,  artide  1 . . , 10 

mflammable  mixtures,  article  9 10 

kerosene  oil^  article  8. . ., 10  . 

liquors,  distilled,  article  21 10 

matches,  article  7 10 

motionHpictiffe  films,  artide  20 10 

motor  cycle  repair  shops,  artide  14. .  10 
motor  vehide   repair   shop,   artide 

12.... • 10  ' 

nitro-cdlulose,  article  19. 10 

oils  and  fats,  artide  22 10 

<m]8  (mkierai&>  artide  8. 10 
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Q08  INDEK 

Ejfptesives-rTO)ntinued:                            sBcncm.   .oh.  ^^^ 

paints,  artiele  15 IJ^  307 

permitEi)  artide  2 ,,......,,  1(^  268 

petroleum,  allele  8 ...,.,.... . 1^  291 

powder,  artiele  4 JO  276 

refrigerating  plants,  article  18 Ml  314 

storage.    (See  separate  hewlp.) 

techmoal  estoblishmentQ,  article  23, ,  10  319 

transi)CMrtat»>».    (See  separate  heiMste) 

violaticois. , 300    W  328 

Expresses  a»d  egptessmen: 

charges ^    *4.  449 

'defined, 60    14  3^ 

license  fee ...  Oi     1^  348 

licensed  drivers  required 62    14  349 

propri^pr^s  bond , '^    Ji  ffo 

Exterior  hoists,  article  7 .  . .  * H  349 

■  F 

Fifth  Avenue^  street  restrictions 61    17  9^ 

Fteisformolionpictyres.^  (See  E^cptoives,) 

Fkie  for  all«iiaolations.  .... . .10    ^  574 

Fire-arms:  

cannon  iring,  reflated. 4    U  330 

carryii^ior  keeping  pisjbols,  permili. .  Ill  329 

dischai«ing  guns^  prohibited  generally.  2    11  329 

whfire  |k$rmitted 2'    11  329 

sale  of  toy-piptols  prohibilod* . ......  3    11  330 

violations .^ .... ...  5    H  331 

Fare  extinctfen:  ^ 

fire-alami  telegraph. . , ,<.^ ..  ♦  5    1^  333 

firehose ..^.......  3    12  333 

firehy*»iits 4    1»  333 

idlers  alifires 2.   12  333 

lightedtniatches *.>.>.  7    12.  334 

streets  #ires,  permits  require... . . 6    12  334 

violatiQnp ^    ISt  334 

¥m  extin^hing  appliancep.     (SftB  Hre  v 

Freventioiu) 
Kte  preveltfon.     (See  Building  QoAa; 
Amna^ments,  Ch.  3.)        . 

applianfes  where  requii^ed . . . . ,        20»  21    12  335 

aifies. 29  .12  338 

bams  ani  stables S®    12  338 

charitable  institutions ^12  339 

chimneQ^P  and  flues ,. 30    12  338 

diagrams  of  exits v  .»...«* .  2H    12  335 

elevaton  in  readiness 20a    12  335 

fire  drifc  in  schools ■:.  32    12  336 

lights 23    12  336 

modififlitions ^..^  -  21    42  :     338 


ufamoL 


«m 


Fire  Prevention-^ODiitikiued: 

smoking,  where  forbidden 

storage  conoibiistible  fibre 

wooden  packing  boxes 

vessds 

violations 

watchmen  in  certain  buildings    

Fvewood,  sale  of 

Fireworks.    (See  Explosives.) 

flags    (Sec  Streets.)   aldermanic 

city 

in  city  hall 

mayor's 

Vloating-baths 

flower-pots,  prohibited  on  window  ledges. 
Food.    (See  Satritary  Code.) 

not  tO'be  destroyed 

G 

Garages.    (See  Explosives.) 

Glass,  not  to  b^  tmown  on  street 

Guards  neoepsary  for  excavations ....... 
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27 

12 

338 

24 

12 

336 

25 

12 

337 

dOa 

12 

338 

31 

12 

338 

21 

12 

335 

32 

26 

569 

4a 

1 

3 

1 

5 

1 

4 

1 

3 

27 

571 

250 

28 

540 

9a    27 


253    23 
3.   » 


574 


540 
497 
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Hacks^  cabs,  taxicabs  and  sight-seeing  cars: 

commissioner  of  licenses  controls . , 

defined,  respectively 

drivers  licenses: 

appUcation 

applicant's  photograph.  ^ 

examination 

fee. 

form  and  tenn 

record 

renewal .* 

revocation 

su^)ension 

licensed  driver's  badge 

licensed  vehicles,  inspection 

licenses  for  vehicles: 

application 

fees 

inspection 

lieense  card  and  i^e 

register 

revocation ....;., 

suspension 

passengers'  property  f oaitd  in,  disposi- 
tion  

public  garage. . .  * 


82 

14 

351 

80 

14 

350 

90 

14 

353 

92 

14 

354 

91 

14 

354 

96 

14 

355 

93 

14 

354 

98 

14 

355 

95 

14 

355 

98 

14 

355 

99 

U 

355 

94 

14 

354 

88 

14 

358 

83 

14 

351 

86 

14 

352 

84 

14 

352 

85 

14 

352 

87 

14 

353 

8d 

14 

353 

89 

14 

353 

m 

14 

359 

108 

14 

359 

610 
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Hades,  etc. — Coxitkiued: 
rates  of  fare: 

generally 

overcharge ^,:-^ 

prepayment 

settlement  of,  disputed 

taximeters » 

soliciting  passengers,  '^ cruising" 

stands: 

designation i 

former,  abolished 

regulation  of  hacks  at 

taximeters,  requirements  as  to 

violations;  punishment 

Hand  organs: 

must  be  licensed 

restrictions  as  to  operation. ... .,. . ... 
Health.    (See  Sanitary  Code.) 

Hoists,  exterior,  article  7 

Hospitals: 

patients  in  emergency  cases 

city  employees 

incurable 

insane. . . ./ 

non-resident zi 

Hydrants.    (See  Water  Supply.) 


SBCniON. 

CH. 

PAOB. 

102 

14 

357 

.  106 

14 

359 

103 

14 

358 

104 

14 

358 

101 

14 

357 

106 

14 

359 

99 

14 

355 

99 

14 

355 

100 

14 

356 

101 

14 

357 

109 

14 

360 

170 

14 

368 

171 

14 

368 

14 

349 

1 

X3 

340 

5 

13 

340 

2 

13 

340 

3 

13 

340 

4 

13 

340 

I 

Ice.    (See  Markets.) 

Incumbrances   and   obstructions.       (See 
Streets.) 

J 

Junk  dealers,  article  9 14 

Juror's  fees 6    27 

L 

Lamp-posts,  erection  of  ornamental 1^5    23 

Letter-Doxes 6    27 

Licenses: 

amusements  and  exhibitions: 

common  shows 60-62      3 

motion  pictures 30-44      3 

theatres,  etc W3      3 

bathing  establishments,  article  17 . . .  14 
business: 

billiard  and  pool  tables,  article  2  14 

bowling  alleys,  article  3 14 

dealers  in  seoond4iAnd  artides, 

article  4 . . . .  14 

dirt  carts,  article  5 14 


360 
671. 


616 

572 


44 

38-43 

32-38 

370 

344 
344 

345 
348 
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Licenses — Continued:  SBcnoN. 

express  and  expressmen,  article  6. 

exterior  hoists,  article  7 

hacks,  cabs  and  taxicabs,  article  8 

\vgok  dealers,  article  9 

lessees  of  tenements,  article  16. . 

pawnbrokers,  article  9a 

peddles,  hawkers  and  venders, 

article  10 

pi;d>lic  carts  and  cartmen,  article  1 1, 

public  porters,  article  12 

shooting  galleries,  article  13 

street  musicians,  article  14. . . . 
massage  institutes,  article  15 . . . 

rules  and  regulations,  article  1 

charges 5 

issue 3 

suspension .6 

lights,  fixed  in  streets,  article  11 

Lights  necessary  for  excavations 3 


Markets  (public): 

general  provisions,  article  1 

location,  article  2 

farmer  and  market  gardens,  article  3 
ice,  manufacture  and  sale  of,  article  4 . 

Massage  institutes,  article  15 

Mayor,  may  reward  apprehension  criminals  130 

Monuments,  article  6 

Motion  pictures.    (See  Building  Ckxie.) 

defined 30 

operators  of  machines .43 

private  exhibitions 42 

theatres,  to  be  licensed 3l-*'33 

exceptions 32a 

exits  and  aisles 34 

fihns 35 

fire  appliances 36 

heating 37 

lighting 38 

public  morals    41 

sanitation 40 

ventilating 39 

violations 44 

Motion-picture  films.    (See  Explosives.) 
^otor  vehicles.    (See  TWfic  Regulations, 

Parks,  Streets. 
Municipal  civil  service.    (See  Officers  of 

aty.) 
Municipal  explosive  regulations.   (See  Ex- 
plosives.) 
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14 

349 

14 

350 

14 

360 

14 

370 

14 

362 

14 

363 

14 

364 

14 

366 

14 

368 

14 

368 

14 

369 

14 

341 

14 

343 

14 

342 

14 

343 

23 

510 

23 

497 

15 

372 

15 

373 

15 

379 

15 

380 

14 

369 

2 

24 

23 

501 

3 

38 

3 

42 

3 

42 

3 

39 

3 

39 

3 

40 

3 

40 

3 

40 

3 

40 

3 

40 

3 

42 

3 

41 

3 

40 

3 

43 
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N 

Navigation.    (See  Docks.) 

Noises,    (^ee  Sanitary  Code.)          '             aA(ftto^.  ch.  page. 

generally 130  23  511 

handomans 170  14  368 

hospitif streets 1^1  23  511 

itinerant  musicians 171  H  368 

junkmen 1^  28  612 

peddlers,  hawkers  and  venders .....  133  23  512 

rattling  metal     ...:...,... 136  23  512 

school  streets 1^  23  511 

showrateh 136  23  612 

Ntimbering  houses,  article  10 23  609 


O 

Obstructions   smd   incumbrances.      (See 

Streets.) 
Oflice-hour»<©f  city  employees  .......... 

Officers  and  employees  of  city: 

hours  of  service,  July  and  Ai|||ust . . . 

must  be  residents 

reinstatement,  fire  ahd  police:  d^art^ 

ments 

vacations,  salaried  em^doyees 

per  diem  employees 

Ordinances^  proposed,  to  be  printed 

adopted,  to  be  printed 

Organ  grinders .  .  .  .^ 

Oma^nental  projections 

P 

Packing  boxes,  piN:<iits  to  store  required . 
Parks: 

botanieal  gaidens 

building  and  other  projections  in,  arti- 
cle 3 

games 

general  provisions,  article  1 

news-stands 

traffic  tegulalions,  article  2 

trees  in  streets 

violations 

Park-streets,  projections  upon,  airtide  3. . 

Pavements  to  be  repaired 

Paving  sidewalks,  article  16 

Pawnbrokers,  article  9a . . 

Peddlers,  hawkers  and  venders,  article  10 

not  to  make  noises , .  >. 

traffic  regulations 


S      1 


12 


3 

16 

385 

1 

16 

3$4 

10 

16 

385 

2 

16 

384 

2 

16 

375-384 

6 

1 

11 

6 

I 

12 

170 

14 

368 

166 

23 

627 

26 

12 

337 

71 

17 

398 

1 

17 

394 

16a 

17 

388 

17 

386 

6fr-17 

17 

396 

17 

390 

70 

17 

397 

.72 

17 

398 

17 

394 

181 

23 

529 

23 

528 

14 

362 

14 

363 

133 

23 

512 

13 

24 

545 

titb'^ 
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l>enalty,  fttef 6^6,11  violatioBs. ;;.......  *    10    2^7 

Pistols  or  fevolv^re.     (See  Fire-Anns.) 

Police  and  Fire 1,  6    10 

Pool,  billiatd  a^,  Ubles,  article  ^. /  14 

Pbrches.    ^Bee  Streets.) 
Porters.    (See  Pliblic  Porters.) 

Posts  and  poleft 146    23 

PouHtyforsale. .  .  ' . .      34    26 

Ptt)jectionB    a^    encroachments.      (See 
Streets.) 

Projections  on  pferknatreets .  .  ; 60-62    17 

PtUic  adiiftkii^*^tor,  article  11 2 

Public  cartel  and  cartmen,  article  11 14 

Ptiblic  employi^nt  bureau^  afdde  12. .  ^ .  2 

Ptiblic  mariiets.    (See  M^kets.) 

Public  pointers,  article  12.  . 14 

q 

Qtieens,  c(Wmty  clerk's  fees. 7    27 
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674 

399 
344 


616 
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394 
28 

364 
29 
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R 

Railroads.    (See  Sanitary  Code.) 

elevated  not  to  drop  articles 

mde  crossings / . . 

Long  li^nd  railroad 

Park  Avemte  tunnel , 

passengers. ♦ 

streetk 

head-Hghts  required. ..«.«.«.  ^ . 

licenses * . . .  f  ♦ 

tnoisf  er  to  cair  ahead 

tnust-line  road  not  to  block ...  ... 

violations 

Real  estate^    (See  Building  Zone  Law.) 

Real  estate  of  ertr^  article  3 

Real  property,  defined < 

Refuse  and  rubbish,  article  ^ 

Repeal  of  existing  ordinances 

Riverside  Drive,  street  restrictions 

Rubbish  and  refuse,  article  2 

Rules  of  the  Road.    (See  Traffic  Regula- 
tions.) 

SiEtf eguardd.    (See  Fire  Preventwn ;  Traffic 

Regulations.) 
Sanitary  Code: 

adulterated  food,  ^ale  forbidden .... 


i 

19 

401 

32 

19 

404 

31 

19 

403 

30 

19 

403 

4 

19 

401 

10 

19 

402 

11 

19 

402 

12 

19 

389-403 

38 

19 

404 

34 

19 

404 

2 

22 

1 

1 

8 

22 

490 

1 

28 

676 

62 

17 

396 

22 

490 

139    20 


439 
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Sanitary  Code — Continued:  section. 

alcohol,  medicated 130 

denatured 131 

animals: 

cattle,  care  of 14,  15 

contagious  diseases 4 

cows,  care  of 12,  13 

dead. . 9 

dogs,  to  be  muzzled,  no  nuisance      17,  227 

fowls  (live) V^ 

glanders,  farcy,  testing  horses ...     2,  3,  21 

horses,  cattle,  etc.,  yarding  of.. .  U 

pigeons 20 

raBid  and  vicious , 10 

sale  of  small IS 

sick  and  injured 5-8 

bakeries,  defined , 1 

barber  shops  regulated 335 

bathing  establishments 340,  341 

bichlonde  of  mercuiv,  sale  regulated  125 

birthsto  be  reported 31,  33 

boarding  house,  defined 1 

building?: 

dangerous  conditions  to  health. .        52,  53 

dweUinm 54 

lodging-houses  not  to  be  over- 
crowded   56 

responsibility  of  owner,  lessee,  etc.  51 

roof  and  sky-lights  to  be  in  repair  59 

schools,  churches,  etc 67 

sleeping  in  cellars  forbidden 62 

stables 58 

theatres,  manufactories,  etc 55 

walls  and  ceilings  to  be  clean. . .  60 

water  tanks  on  roofs 61 

businesses  forbidden,  article  17 

campS;  tents  and 217 

carbohc  acid,  sale  regulated 123 

carcasses 172 

chemist,  certificate  of  to  be  presumptive  188 

children,  care  of,  article  11 

cold  storage: 

food  to  be  marked 72 

sold  only  as  such 75 

time  kept 73 

contractors  to  comply  with  S.  C 182 

dead  bodies  of  human  beings, -article  3  .20 

deaths  to  be  reported 32 

definitions ; , 1 

diseases,  article  7 

disinfection  of  premises 101 

dispensariea , 223 
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20 
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411 
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406 
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414 
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406 
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419 
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420 
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418 
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20 

406 

20 

423 

20 
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20 

461 
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Snitary  Code— GontiBaed:  flsiOTioii. 

^rainagi^  aHide  14 

drink,  tciod  and,  article  9 .  ^ : 

drugs  and  medicines,  article  8 

habit  forming,  article  8a 

:  eggs,  "iq)ot6"  foAiddei. . . , 331 

employers  to  previent  diseases 337 

fats,  rendering  and  melting 329 

false  statements 36 

filling  in  land 262 

food  and  drink,  article  9 * 

food  gebitin 178 

food  m  cold  storage 71 

sarbag^^  article  13 

nabit  forming  drugs 127 

hair  brushes  and  hair  cloth, . , 230 

heating  of  railroad  ca^  buildings. . .     225,  304 

hospitals  to  have  permrts^ 220 

houseboats. .  360. 

ice  cream .  ..J. 170 

adulterated : 177 

infectious  diseases,  artide  7 

inspectors  not  to  be  interfered  wi^.,  186 

lodging-house:  

not  to  be  overcrowded ........  56, 

regulated 234 

manure,  article  13 

manufactories 55 

marriages  to  be  registered 34 

medical  examiners,  article  6. 

meat.    (See  Food  and  Drink.) 

midwifeiy 196 

milk: 

adultemted,  amended. «,..»»..  151 

adulterated  skimmed. .........  173 

adtdterated  prohibited. . . .......  152 

botties  and  cans  am^ided 159 

buttermilk 158 

condensed 154 

grades  and  designativ^su 156,  157 

modified  milk 155 

reconstituted 174r-176 

medical  examiners,  duties  of 80 

misfeastoce  and  nonfeasance 181 

noise  from  animals  and  birds,  fJMrbidden  215 

noise  from  bells  and  gongs  forbidden. .  228 

noise  from  automobiles  forbidden. . . .  %29 
nuisance,    ^ee  Article  13.).     , 

from  cinders,  odors,  etc 212 

responsibility  own^i  lessee,  etc. .      51^183 

to  be  abated 185 

dogs  not  to  commit,... ........  .   ..     227 
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20 

470 

20 

436 

20 

428 

20 

434 

20 

478 

20 

479 

20 

478 

20 

416 

20 

469 

20 

436 

20 

452 

20 

421 

20 

463 

20 

432 

20 

462 

20 

461,  475 

20 

460 

20 

484 

20 

449 

20 

451 

20 

423 

20 

455 

20 

420 

20 

479 

20 

463 

20 

420 

20 

415 

20 

422 

20 

456 

20 

443 

20 

450 

20 

,  443 

30 

446 

20 

446 

20 

444 

20 

445 

20 

445 

20 

450 

20 

422 

20 

454 

20 

459 

20 

462 

20 

462 

20 

458 

20 

418,  454 

20 

455 

20 

461 
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SMitary  Code— CoiieiMied:  ndiMtot    te. 

nurseS; Did    28  460 

occupat^ns  forbidden,  article  17. . .  ^  20  476 

offensive  materials,  article  13. » . .  ^ .  .•  20  463 

omnibtises,  article  15 »....'.  20  474 

orders  Board 4)r  Health  to  be  obeyed..  184  20  455 
owner,  liespoDfiible  for  nuisaneei. .  .•  ^  51,  188  dO  418,  454 
oysters.    (See  Shellfish.) 

patent  ikecHeines 117    20  429 

physician,  d^kied 1    20  406 

physicians  to  be  registered .^  2I&    20  460 

plumbkig,  article  14 20  470 

poison,  dale  regulated 122    20  431 

public^ace,  defined... 1    20  406 

railroad  cars,  article  15 20  474 

refuse,  article  13 20  463 

8aleoff)9odand<kink.... ....... ,.149,150,160    20  442 

school  <$hildl^^  to  have  health  certif * 

icat^ 200    20  457 

school,  ^eqiiii^pemdtis. ....,...!.  222    20  460 

seamen,  vess^  and,  article  18. .... .  20  481 

sewerai^,  article  14. 20  470 

shellfish ..;.. 164*171    20  448 

slaughtering 325-327    20  477 

smoke,  dense  discharge  cd,  forbidden  211    20  458 

smoking  in  auibway 216    20  459 

spitting  forbidden 213    20  458 

storage.    (See  Cold  Storage.) 
streets: 

cleaning  regulated ^^»,,  Ml    20  475 

dirt  not  to  obstruct w  *  r.  813    20  475 

obstruetidns  forbidden. 312    20  475 

tents  and  camps 217    20  459 

theatre,  defined ....,v  1    28  406 

thermbmetWj  clinical. . . .  .^ ^  100    20  456 

tobacco  manufacturing. .........;.  388  *  20  480 

towels,  :lk)t  to  be  used  in  oonimott. . .  214    20  459 

trades,  what  is  forbidden,  article  17 .  20  476 

undertakers  require  permit. 46    20  418 

vacant  lots,  to  be  fenced  and  clMO..  261    20  469 

vessels  and  seamen,  article  18 20  481 

violations. . 224    20  461 

water,  drinking,  article  9 .r.  20  436 

wood  aleohbl,  sale  regulated 124    20  432 

poitonk^i  to  be  ^ported 106    20  428 

work-rt)ems 55    20  420 

Sales  in  streets,  article  4 w .  28  499 

Saving  clause  as  to  ordinances  repealed. .  2    28  575 

Seal  of  city 2      1  9 

Seeond-hand  artides,  defders  in,  flftmle  4  14  345 
Sewers  and  draoss: 

borough  prei^ents' oontrc4 1    21  486 
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Se#e)«  and  draiii0-^-O(Mtinued:  SBcrtoN;    oh. 

oonstruoticm,  article  2 21 

mode  and  materials » .  10    21 

compaoues  to  benotified  of  changes  in  14    21 

injury  to 23    21 

obstructionB  of 20    21 

prohibited  <£6charges  mto;  steam  and 

hot  water 22    21 

volatile  inflammable  oils, .21    21 

violati<^is 24    21 

water  oonnecrtions 15    21 

Shows.     (See  Amusements,  Motion  Pic- 
tures; Common  SfaoWs.) 

Show  cases 147    23 

^looting  galleries 160     14 

Show  windows. 163    23 

^dewalks.    (See  Streets.) 

Signals.    (See  Traffic  Regiihiitidiyi.) 

Sims  and  [^w  bflk.    (See  Streets;  Ekfctiric 
oi^ns.) 

Sinkmg  Fund,  rc^gulations,  article  1 .  2 

Smoke  and  Eonddng.  ^ee  Sanitsurv  Code.) 

I^iow  and  i^.    (Se^  street  Cleaang;} 

l^)eed.    (See  Traffic  Regulations.) 

Speed  of  vehicles  on  bridges 2      4 

{Standard  of  time  fixed /.....  i 

Stands  within  stoop  lines 149    23 

Stoops.    (See  Streets.) 

Storm-doors ,.  150    23 

Street,  meaning  <^ 1      1 

Street  railroads.    (See  Railroads.) 

Street  cleanmg: 

owners  to  reimburse  expense  removal  1    22 

refuse  Vid  rubbish,  article  2 -         22 

snow  and  ice,  article  3 22 

Street  musicians:  - 

hand-organ  grinders 170    14 

street  musicians-. 171     14 

Streets.    (See  Sanitfitiy  Code.) 

advertising  matt^,  distributing  in .  .  10    23 

assemblies: 

disorderly 23    23 

public  worship 20    23 

street  diows 22    23 

auctions 30    23 

awning9 40-44    23 

barriers,  guards  and  lights 3    23 

bill-bo«tf(&  (theatrical) 12    23^ 

boundsiries  and  monimients 50-52    23 

cleaning.    (See  Street  Cleaning.) 

closing,  temporarily 1    23 

construction  and  repairs 60-^    23 
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Streets— Continued:                                   ABcnoN.  ch.  PACra. 

curbing. 62  23  502 

debris  of  construction^  removal 65  23  504 

disturbance  of  surface 80-82  23  504 

elevated  railroads;  droppings  from. .  1  19  401 

excavations,. amended 90-98  23  505 

flags,  display  of 24  23  499 

flower  pots  on  window  ledges 250  23  540 

glass,  throwing  on  street ;  253  23  540 

grade  crossings 32  19  404 

gutter  stones , 63  23  503 

hospital '      131  23  511 

house  numbering 110-112  23  509 

landmarks,  disturbance 50-52  23  501 

lights... 120-122  23  510 

loaf ers  and  loungers 23  23  499 

■  mortar  mixing  on  pavement 142  23  514 

monuments,  boundaries  and,  artide  6  23  501 

motors,  warning  devices,  required. . . .  132a  23  512 

musicians 170-171  14  368 

naming  of,  restrictions 254  23  541 

noises : 130-136  23  511 

obstructions  and  encumbrances 140-152  23  513 

barber  pole 145  23  516 

building  materials 142  23  514 

earth,  rocks  and  rubbish 143  23  515 

hoistw^ys 148  23  517 

house-moving 144  23  516 

ornamental  lamp-posts.  . . . .  145  23  516 

posts  and  poles 145  23  516 

raikoad  trains 33  19  404 

removal  of 151  23  521 

show-dases 147  23  517 

stands  within  stoop-lines 149  23  517 

storm-doors 150  23  521 

vehicles  and  merchandise 152  23  522 

paving 60  23  502 

pipes,  mains,  laying  of,  article  19.  .  .  23  541 

projections  and  encroachments. ....  160-170  23  525 

areas .:...  161  23  526 

balustrades 162  23  526 

bay  windows 163  23  526 

cellar  steps 164  23  527 

courtyards 165  23  527 

ornamental 166  23  527 

park-streets 60-62  17  394 

porches,  platforms,  stoops ...  167  23  527 

restricted  streets ,    160  23  525 

show^dndows 163  23  526 

public  worship  in 20  23  498 

replacement  of  pavement 96  23  ;  507 

restricted  against  peddlers 133.  23  512 
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Stoeete — Continued: sscnoN.  -  cs.  page. 

sales  (salted  meat  and  fish) 31  23  500 

school..,.. 132  28  611 

sidewalk  bridges 141  23  514 

sidewalks 141  23  514 

boardwalks 183  23  529 

cariageways  across 184  23  529 

coBiposition 180  23  '529 

drfacement  or  injury 187  23  530 

interference  with '     186  23  530 

ownersmaylay 185  23  530 

paidng;i 180  23  529 

oii(«ers,  duties 181  23  529 

subway  gratings,  swe^ings  into         188a  23  531 

violatioais 189  23  431 

signs  and  shbw  bills: 

electric  signs j  . .  v  *  215  23  534 

existing  signs 218  23      x      536 

general  provisions ; .. .  210  23  532 

ground  and  roof  signs 211  23  532 

grbunddigns 212  23  533 

public,  protection  of 222  23  536 

roof  signs 213  23  533 

unlawful 217  23  536 

unsafe 216  23  536 

wallsipis 214  23  534 

stands  within  stoop-lines.    (See  Obstructions.) 

tanbark,iiseof 252  23  540 

throwing  missiles  forbiddoi 251  23  540 

traffic  regulations.    (See  Traffic  Begu- 
lations.) 

trees  and  shrubs  in 70  17  397 

unsafe  conditions,  precautions,  article  2  23  490 

vaults &nd  cisterns 240^244  23  537 

width  (Bro<rfdyn) 64  23  503 

Sunday  amufeiements,  ball  games 10,  10a  •   3  36 

Surface  railroads.    (See  Rfulroads.) 

Taxes  and  assesataients: 

apportionment 266  2  30 

fees  for  bills  and  se«urches... 265  2  29 

Taxicabs.    (See  Hacks.) 

Tenements,  lessees  of,  artide  16  14  370 

Theatres.    (See  Amusements;  Motion  Pio- . 
tures;  Fire  Prevention^  Building  Code.) 

Throwing  stones,  prohibited 251  23  540 

Tidcet  speculators 12  3  38 

TEme^  standard  of,  fixed 597 

Traffic  regulations: 

advertising  vdvides 30  24  551 

AmboyKMid, restrictions 30a.  24  552 
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Traffic  i^ufaitioiMM-OaBtinued:  SBcnoN.  oh. 

bicydes 81  24 

dt^  owned  automobiles 33  24 

dnvers^  ageJniit 10  21 

driving  (rulte  bf  the  road) 11  2i 

automdMIe  stop  signal II  24 

crdfising^atreets Id  24 

keeping^  ri^t 11  ^ 

meeting H  24 

obfttruobiiig  traffic 11  M 

ovedoadiiig  team 11  24^ 

^            ovtttaking 11  24 

slovdn^^p  signal 11  24 

sloiw>-mo;v«ig  vehieks. ..  ^ ..... .  Irl  24 

standing  at  curb 11  2A 

stopping 11  24 

8t(^  signid  to  motor  cars 11  24 

turning 11  ^ 

hones,  to  be  fastened. II  24 

enforcement ^»  42  24 

ice  wagons,  projecting  scales —  ....  85.  24 

lights , 1?  24 

markings  when  reouired 4Qa.  24 

motor  vehicle  inumers 36  21 

Ocean  parktrasr,  restrictions 37  24 

park  regulaticttis 3(Ma  16 

peddlers,  fenders  and  faawken: 

stasKiing 13  ^ 

stnsets  restricted  against. 13  24 

police  to  enforce ;... 42  24 

processions  and  parades 38  24 

racing  ib  streets 84  24 

reasonable  care  required 41  24 

riding  on  bade  of -^eiehides 14  24 

right  of  way,  amended IS  24 

roadwanr,  denied ^ . . » .  1  24 

sidewalks: 

driving  across 16  24 

obstructing • 16  24 

sleighs,  bells  required 3i  24 

speed  oi  veliMes: 

ge&eral.pcoyisions,  amended...*  17  24 

approaching  bridges IT  24 

8-»aerate '.  17  24 

meeting  street  cars 17  24 

on  congested  streets; 17  24 

ovifiirtaking  street  cars 17  24 

passing  public  schools 17  24 

turning  corners 17  24 

unrestricted  vehicles 17  24 

stops,  amended 18  24 

trade  wagoBSc <. .  46  24 
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INDEX  621 

Traffic  regulations — Cbatinued: 
vehicles: 

defined ., 

marking  of,  required 

obstructing  sidewalks 

Traffic  regulations  in  parks,  article  2 . . . . 

U 

Uniformed  force,  artide  2 18  399 

V 

Vaults  and  Mstems,  article  17 23  537 

Vehicles.    (See  Traffic  Regulations.) 

Vessels.    (See  Docks.) 

Violations.    (See  separate  articles.) 

fine  for 10    27  574 

W 

Waste  material,  sale  of 

Water  front  property.    (See  Docks.) 

Water  front  property,  meaning  of 

Water  supply: 

general  provisions,  article  1 

rents  and  ch»:^es,  article  2 

use: 

private  traffic  in 

washing  down  from  house  con- 
nections  

watering  horses 

Weights  and  measures: 

biureau,  power  and  duties,  article  1 . . 
regulation  and  testing,  article  2 . . 

coal 

Wharfage.    (Sec  Docks.)  • 

Z 

Zone  Law.    (See  Building  Zone  Law.) 


11 

1 

13 

1 

1 

8 

25 
25 

556 
557 

41 

25 

560 

42 
44 

25 
25 

561 
561 

31 

26 
26 
26 

562 
563 
566 

^ 


f  . 


RETURN     CIRCULATION  DEPARTMENT 
TO^^     202  Main  Library 

LOAN  PERIOD  1 

~    HOME  USE 

2                     : 

3 

4 

5                         < 

b 

AU  BOOKS  MAY  BE  RECAUED  AFTH  7  DAYS 

1  -month  loans  may  be  renewed  by  calling  642-3405 

6-month  loans  may  be  recharged  by  bringing  books  to  Circulation  Desk 

Renewals  and  recharges  may  be  mode  4  days  prior  to  due  date 
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